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MSA backs up its iabel with: 
selection—quality—research—experience 





Increase your workmen’s safety and comfort: 
Convert breathing equipment to new M-S-A’ 


M-S-A® “All-Service”® Gas Masks 
with new CLEARVUE* Facepiece pro- 
tect against combinations of carbon 
monoxide and all other poisonous 
industrial gases, vapors, smokes. 


Breathing equipment converts easily and in- 

expensively to the single lens CLEARVUE. 

It’s the only facepiece that offers all these 

features: 

@ Lens is easily replaceable in the field with- 
out special tools. 

® Lensfastening devicecreatesuniform tension. 

@ Prevents loosening, pop-out, and leakage. 

® Prescription glasses may be easily mounted 
and adjusted inside the facepiece. 

® Chin stop eliminates improper positioning 
and wearer discomfort. 

@ Exhalation valve is well guarded from pos- 
sible damage, yet readily replaceable. 


cy Riga t & 


> CLEARVUE* Facepiece 


® Molded lip inside the facepiece provides a 
comfortable leak-tight fit on wide variety 
of faces. 

® Improved speaking diaphragm permits crisp, 
clear communication. 

® Facepiece design prevents lens from fogging. 


Want a demonstration? Call your MSA 
Representative. Or, write us for new bul- 
letin. Mine Safety Appliances Company, 
Pittsburgh 8, Pennsylvania. In Canada: 
Mine Safety Appliances Company of 


Canada Ltd., Toronto 4, Ontario. 
*Trademark 
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Welded Construction... 
Resist-Oil Grit Anti-Slip 
Soles and Heels 
Vulcanized to Uppers. . . 
Easy-Flex, Easy Fit. 


W Quilon-Treated Uppers 
Resist Water and 
Water-Borne Chemicals. 


» Durisco-Treated Mildew- 


Proof Linings. 
Vieather Sweat-Proof 
Insoles. 
ag ane Stitched. 
Wand, of course, the 
Famous Anchor Flange ® 


Austempered Steel 
Box Toe. 


ete! 
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EVER SEE A QUALITY 
SAFETY SHOE 

FLEX LIKE THIS?... 
MAN, THAT’S COMFORT! 


..and at ONLY ‘6?> 


Never before has so much protection and comfort 
been offered at so low a price. Check the built-in 
features at left... and, remember too, this shoe is 
“Comfort-Fitted” in every step of manufacture 

for easier-going all day long. Here is a “must” 

in your inventory ... order today. You'll be amazed 
at the value you can give your men at a price 

that can’t be beat! 


HY-TEST SAFEty SHOES 2 


DiviSiION 


NTERNATIONAL 


- SHOE COMPANY 











1509 Washington Ave., 
St. Lovis 66, Mo. 
TELETYPE: SL186 


927 N. 3rd St., 
Philadelphia 23, Pa. 
TELETYPE: PH476 


SAFEty SHOES FOR EVERY NEED 
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Wat Kind of Toes Are You Buyine? 


What kind of toes are you buying, steel toes or human toes? Sounds crude does it? Not if 


you face the facts, it doesn’t! 


Unfortunately, there are literally thousands of small and medium industrial plants that 
give no thought whatsoever to protecting their workers’ feet with safety footwear. 


These are the plants that are buying human 
toes at exorbitant cost to themselves as well 
as to all industry. On the humane side, they 
are responsible for untold suffering to their 
workers when accident strikes. 


All of this adds up to a fantastic loss, yet 
most of it is preventable. Steel toes will 


stop this needless waste. 


Insist that your 
workers wear 
safety shoes. 
REMEMBER, 
you both 

benefit! 


Actual photograph of new 
improved WINGUARD toe 


Write today for your illustrated copy of 
A PROGRESS REPORT OF INDUSTRIAL FOOT PROTECTION 


Safety Box Toe Company 


812 STATLER 


BUILDING 


BOSTON 
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EDITORIAL 


Can We Afford It? 


WITH DISTRESSING regularity the breakfast-time news and 
weather broadcasts and the morning papers carry the reports of 
disastrous fires. Homes, factories, schools, hospitals and churches 
provide the fuel for these costly bonfires. 

Most appalling, of course, is the loss of life, but destruction of 
property is also tragic. Buildings and their contents represent past 
labor and thrift and future hopes, and these losses have a far-reaching 
effect on individual and public welfare. 

Whoever owns the property, everybody has a practical interest in 
it. Through insurance we all share the losses. And since the insurance 
companies pay losses with policyholders’ money, unfavorable exper- 
ience must be passed on. 

If insurance figures told the whole story, the situation, bad as it 
is, would not be so serious. But official statistics do not include the 
loss of intangible assets which cannot be appraised in dollars and 
cents. In commercial and industrial fires, destruction of these intan- 
gibles often exceed the loss of buildings and stock. Loss of records, 
customers and credit standing do not appear in statistics. 

Insurance can replace buildings and stock, but business is built on 
continuous service to the public. After a long shutdown, a company 
is practically a newcomer when it re-enters the business world—if 
it resumes operation. A sad fact is that many a burned-out business 
dies in the flames. 

One thing is certain: any existing building wil! cost more to replace 
today. And, as indicated by current trends, it will cost still more next 
year. With many a marginal business prospects wouldn’t justify the 
expenditure. So the company folds up and employees look for new 
jobs. 

Insurance is indispensable in our whole way of living. Without it, 
business— individuals, too—would be in a shaky position. A cor- 
poration’s continued existence would be uncertain and credit would 
be difficult to obtain. 

Unfortunately, in fire protection as in accident prevention, insur- 
ance sometimes gives an unwarranted feeling of security and com- 
placency to those who think insurance will cover all losses. 

Many fires are first reported as of “unknown” origin, but scientific 
methods of investigation eventually get at the facts. Actually, the 
causes of fire are relatively few and quite well known. Most of them 
are preventable by reasonable precautions. Investigation often brings 
to light failure of men or equipment—or both. 

A thorough inspection of factories, homes and public buildings in 
many communities would reveal numerous potential conflagrations 
just waiting for the right combination of circumstances. 

Can we afford to keep on destroying several thousand lives each 
year and burning up nearly a billion dollars worth of property? 

Fire safety—prevention plus protection—is an important goal. 
Fire Prevention Week, to be observed October 9 to 15, is one of the 
significant events of the year. It’s time to start now on programs that 
will enlist both plant and community. 
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COPPUS BLUE RIBBON PRODUCTS 


DON’T LET BAD AIR SLOW UP PRODUCTION! 
Improve your men’s efficiency, safety, health and com- 
fort. Get rid of dangerous gases, fumes and stagnant air 
with a COPPUS “Blue Ribbon” Vano Ventilator. This 
ventilator brings fresh air to men in confined places... 
acts as both a safety device and a production tool. To 
keep your men’s efficiency and morale high, feed them 
better air. 





Coppus Vano® Ventilator 


There’s a portable, easily adaptable Coppus “‘Blue 
Ribbon” Ventilator to fit your specific “fresh-air” re- 
quirements. The Coppus “Blue Ribbon” is your assur- 
ance of sound workmanship and trouble-free, long last- 


ing operation . . . at reasonable cost. Sales Offices in 
Thomas’ Register. Other “Blue Ribbon” Products in 
Chemical Engineering Catalog, Refinery Catalog and 
Best’s Safety Directory. 


COPPUS ENGINEERING CORPORATION, |27 PARK AVENUE, WORCESTER 10, MASS. 


Please send information to improve worker safety — health — comfort — efficiency 


For Cooling: For Exhausting: 
general man cooling [_] welding fumes 


For Men Working: 

[_] in tanks, tank cars, 
drums, etc 

motors, generators, [_] noxious fumes 

switchboards 


wires and sheets 


] in underground 
manholes 
(] fumes from reactors, 
tanks, etc. 


~] on boiler repair jobs 
[_] in aeroplane 
fuselages, wings, etc. 


(Write here any special ventilating problems you may have) 








THE SAFETY VALVE 


Nothing human is alien to me 
—TERENCE 





DAN HARRINGTON 

“DAN MADE IT SAFER for men to work where God 
never intended them to work.” 

Dan Harrington’s recent death recalled that informal 
but expressive tribute overheard at one of the tables 
during a testimonial dinner at the 1947 National Safety 
Congress on his approaching retirement as chief of the 
Health and Safety Division, U. S. Bureau of Mines. 

His interest in safety dated back to his graduation 
from the Colorado School of Mines in 1900. Prior to 
joining the Bureau staff he was associated with several 
mining companies. During his career he took part in 
rescue and investigation work in 100 mine disasters. 

Shortly after the turn of the century he began ex- 
tensive studies in the prevention of coal dust explosions. 
After World War I he turned his attention to the con- 
trol of silicosis. His research was instrumental in bring- 
ing about abandonment of dry drilling in metal mines 
and improvement of mine ventilation. 

To members of the National Safety Council, Dan 
was widely known as the Mining Section’s perennial 
secretary and newsletter editor. He wrote more than 
275 articles, many of which appeared in NSNews. 

Dan was an unforgettable personality. He fought 
laxity and indifference with a crusader’s zeal. He was 
years ahead of current ideas in his field but he was 
eminently practical. Even those who were against him 
respected him. 

Dan Harrington’s influence for safety will continue 
as long as men dig minerals. 


MEDICAL MISSIONARY 


Dr. H. P. Dastur, father of industrial medicine in 
India, might be described as having many of the qual- 
ities of Mahatma Gandhi, Albert Schweitzer, and St. 
Luke. He is a physician who believes in the dignity of 
the individual and the value of spiritual and mental 
health as well as soundness of the body. 

From 1910 until his retirement at the end of 1958, 
Dr. Dastur was associated with Tata Industries, one of 
the world’s great industrial enterprises. Under the di- 
rection of the public-spirited Tata family, the firm has 
contributed much to the economic and social develop- 
ment of India. 

In retirement, Dr. Dastur is still active in the study 
and practice of industrial medicine. The experiences of 
a distinguished career and the philosophy developed 
through years of service to humanity are contained in 
his recent book, A Doctor's Approach to Industrial 
Medicine, published by the Tata Institute of Social 
Sciences, Bombay. 
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The book contains many articles which appeared 
originally in the Journal of the Indian Medical Asso- 
ciation and other publications. The author graciously 
made these available to us and we were proud to print 
several of them. 

For years Dr. Dastur’s services to the Tata organiza- 
tion were largely curative but he never lost sight of the 
larger picture of preventive medicine and health serv- 
ice. In 1946 his recommendations were approved and 
he found himself head of Tata’s new department of 
industrial health. 

Then, he admits, he found that his enthusiasm had 
overreached his knowledge. He searched all the local 
| braries, including one maintained by the U. S. Infor- 
mation Service. The librarian, he reports, brought him 
copies of NATIONAL SAFETY News and /ndustrial 
Med ‘cine and Surgery. She urged him to contribute to 
them, to read them carefully, especially the book re- 
views, and to build up his own library. 

“That’s what I have been doing since 1946, inlaid 
her all the while,” he concludes. 

His first contribution to NSNews,. “Religious As- 
pects of Industrial Medicine,” was a creedless but 
deeply spiritual interpretation of the vital truths of 
health service for the whole man. 

Dr. Dastur was profoundly influenced by Gandhi and 
by many western writers whom he has included in his 
bibliographies. In his realistic approach to the prob- 
lems of modern technology he has injected a warm 
understanding of humanity and its needs. Perhaps this 
sentence forms the basis of his credo: 

Given the right approach, heart power can equal 
atomic energy. 


BOTANICAL BORGIAS 


Do you KNOW how many plants in your garden 
carry a lethal dose of poison? 

According to one pharmacologist, quoted in a recent 
release of the Seattle-King County Safety Council, there 
are more than 100 cultivated North American plants 
that range from mildly toxic to deadly. In one seed 
catalog he counted 54 harmful specimens. 

There is enough poison in a packet of castor bean 
seeds to kill five children, he says. One tulip bulb con- 
tains enough to kill an adult. Those lovely sweet peas 
secrete in their stems a poison that causes a form of 
paralysis, seldom fatal but disabling for months. 

Honey made by bees that have been tapping rhodo- 
dendron and mountain laurel flowers has been found 
poisonous. The potato has wholesome tubers but its 
leaves will poison anything but a potato bug. 

However, the release assures us, we needn’t banish 
beauty from our gardens because some plants contain 
poison. But we should impress youngsters with the 
dangers of putting leaves and stems of plants in their 
mouths. And store tulip and narcissus bulbs where the 


kids can’t get at them. 
Fa. 
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You get a wide choice of 
sizes, types, and fittings! 


Pictured here are just a few of the many 
types of braided Atlas Slings readily avail- 
able from Macwhyte. You can order stand- 
ard designs from the Macwhyte Sling Cata- 
log, or Macwhyte engineers will design 
slings to meet your special loadlifting re- 
quirements. 


The eight-part Atlas Sling is made by cus- 
tom braiding two endless Monarch Whyte 
Strand wire ropes — one right lay and one 
left lay. This produces an unusually flexi- 
ble, light-weight, perfectly balanced sling in 
which all ropes react the same under load. 


The Macwhyte Atlas Sling hugs the load 
with a safe, full-grip contact . .. and the 
braided construction resists kinking and 
speeds handling. Ask for sling circular 5308, 
free on request. 
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It's braided! 


Lightweight! 


ATLAS 
SLINGS ARE 
VERSATILE! 


Highly flexible! 
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World’s Lightest Safety Shoes 


LITE KNIGHT Safety Shoes 
weigh a pound less per pair than 
ordinary safety oxfords 


SAFETY SHOES 


Choose smart gray or brown 


Steel toe box rests on special 
platform which cushions 
shocks and prevents cutting. 
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@ Reduce fatigue @ Meet ASA specifications 
@ Extremely comfortable @ Smart casual look 


@ Resist acids, alkalis, water and soil @ Long- 
wearing @ Sturdy steel shank 


So good-looking, so light, so really 
comfortable . .. perfect for men 
who avoid ordinary safety shoes. 


Revolutionary new construction 
permits lightweight materials to 
be used in Honest Knight's LITE 
KNIGHT Safety Shoes which 
meet ASA specifications for toe 
protection. And the saving of a 
half pound per step adds up to 
an amazing half ton per mile for 
the typical worker with a 30-inch 
stride! 

Uppers are of brushed pigskin 
treated with KEMI-KLAD to keep 


that soft casual look through all 
kinds of wear. Appearance of 


the leather is easily renewed with 
a quick brushing with a wire 
brush or ordinary sandpaper. 
And the natural breathe-ability 
of pigskin means extra ventila- 
tion for healthier feet. Thick, 
springy oil-resistant Neoprene 
Nitro-crepe soles cushion every 
step for extra comfort. 


Workers really go for the good 
looks and comfort of LITE 
KNIGHT Safety Shoes. This en- 
thusiastic acceptance by your 
men will assure the success of 
your safety program. For name 
of your nearest jobber, write to: 


HAUS OF KRAUSE .... Rockford, Michigan 


Industrial jobbers interested in acquiring a franchise, write to Haus of 


Krause, Rockford, Michigan. 
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Spring Meeting of 


INDUSTRIAL 
CONFERENCE 


MORE THAN 100 seasoned in- 
dustrial safety leaders met recently 
in Chicago at 1960’s second Indus- 
trial Conference. Their job was to 
thrash out, in face-to-face fashion, 
code changes, training plans, guard- 
ing recommendations, nuclear haz- 
ard control, and needed research 
projects, to name only a few. 

On the first day of the meeting, 
the conference worked in small 
groups on standing committee as- 
signments. On the second day, they 
presented their results to the entire 
Conference. 


Industrial Department Report. 
Roy G. Benson, manager of the 
Industrial Department, explained 
recent departmental changes and 
how they have affected industrial 
safety operations. 

The Industrial Department’s Edi- 
torial Division has been transferred 
to the Publications Department in a 
move to centralize writing, editing, 
and production work in a depart- 
ment specializing in the graphic arts. 

Three Safetygraphs have been 
completed for the Stevedoring and 
Ship Repair Safety Program of the 
U. S. Department of Labor. Three 
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Left: Standards Committee deliberates the new Serious 
Injury Index Method of Measuring Work Experience 


Below: Audio-Visucl Aids 


Committee selects cartoon 


characters to be in the new ‘’Safety-Wise”’ film series. 


more will be produced. More than 
200 sets of the supervisors training 
films “Communications for Safety” 
have been delivered. 

The Road Show or presentation 
of industrial services now has two 
sets of slides to take care of the 
heavy commitments. One show uses 
the stagette for groups of 50 to 100, 
and the other is entirely slides for 
larger audiences. 

Technical Service mailings will 
now be made twice a year instead 
of at different times during the year. 
Another change is the Data Sheet 
Maintenance Service. Under this 
plan an individual can subscribe to 
a regular service and be brought up 
to date as each new data sheet is 
produced. 

The department plans an Acci- 
dent Case History File, an indexing 
system that will make it possible to 
file all accidents under a standard 
index using the Z16.2 code as the 
base. 


Audio-Visual Aids. The “Safety 
Everywhere ... All the Time” pro- 
gram, judging from the demand for 
recall material, will be used in its 
entirety by many plants. Initial 


printings have been depleted and 
have had to be reprinted. M. F. 
Biancardi, chairman of the commit- 
tee, reported that 25 per cent of the 
recall material was used within the 
first six weeks of the program. 

A film series directed at em- 
ployees and called “Safety-Wise” is 
planned for 1960 production. 


Contests and Awards. Four ap- 
plications for the Distinguished 
Service to Safety Award were ac- 
cepted. The instructions on the 
application form are to be simplified. 

A special award to sections called 
the William H. Cameron Award 
will be set up. Plans should be 
completed at the October meeting 
during the Congress. The award will 
be displayed at NSC headquarters. 

The committee has been asked to 
consider an award to supervisors for 
superior safety performance. 


Fire Prevention. The outline for 

a publication to be called Safety for 

Fire Fighters has been reviewed by 

the committee and first draft as- 
signments have been made. 

Each committee member will send 

—To page 19 
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<3 381,198 blows prove 
Bal-SAFE lens protection 


Here is dramatic proof of the extra margin of safety 
your workers get when their eyes are protected with 
Bal-SAFE impact resistant lenses—regular or prescrip- 
tion ground to personal vision needs. 


Each blow of this 2-Ib. steel hammer struck the pol- 
ished surface of a regular industrial thickness (3mm) 
Bal-SAFE lens with a force of .87 foot pounds. The lens, 
supported only around its edge by a hard rubber ring, 
resisted days of continuous hammering at the rate of 22 
blows per minute. Not until the 381,198th blow did it 
finally shatter. 

Through an exclusive toughening process, Bal-SAFE 
lenses average a minimum of 6 times the impact resist- 
ance required by the U.S. Bureau of Standards. Each 
lens undergoes a special large-orifice quenching opera- 
tion that uses big amounts of air at carefully controlled 


July, 196( 


temperatures. The entire lens surface gets the blast at 
once. The process is the same whether for prescription 
safety lenses finished locally at your B&L laboratory, or 
for plain safety lenses finished at the B&L factory. 


Held securely in extra strong B&L Safety Frames, Bal- 
SAFE lenses provide the utmost in eye protection, visual 
efficiency, and worker comfort. Want to know more 
about them? Call your B&L supplier, or drop a line to: 
Bausch & Lomb, 90307 Lomb Park, Rochester 2, N. Y. 


BAUSCH 
IP Protection PLUS 

‘ Safety Products 
protection + economy + worker acceptance 
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THE ACCIDENT BAROMETER 





Prepared by the Statistics Division 
National Safety Council 


‘THE DEATH TOTAL for March was 
approximately 7,100, or 1 per cent 
below March last year. The decrease 
in motor-vehicle accident fatalities 
was nearly offset by increases in 
deaths from home, work, and public 
non-motor-vehicle accidents. 

The three-month death total was 
21,600, no change from 1959. More 
deaths resulted from home and 
public non-motor-vehicle accidents, 
fewer from motor-vehicle, and about 
the same number from work acci- 
dents. 


Motor-Vehicle Deaths 

The motor-vehicle death total for 
March was 2,400, a reduction of 16 
per cent from March last year. This 
was the greatest such decrease ever 
recorded for any month since early 
in 1947. 

Deaths for the three months 
totalled 7,680, or 5 per cent below 
1959. The three-month death rate 
per 100,000,000 vehicle-miles was 
4.6, a decrease of 10 per cent from 
5.1 a year ago. 

For the three-month period, 33 
states had fewer deaths than last 
year, | had the same number, and 
15 had more deaths. States with the 
greatest improvement for the first 
three months of the year were: New 
Hampshire, —58 per cent; Wyom- 


ing, —41 per cent; and Idaho, —34 
per cent. 

Reporting cities with populations 
of more than 10,000 had a reduction 
of 14 per cent for March and 3 per 
cent for the three-month period. 
Cities with more than 200,000 
population having the largest re- 
duction in deaths for the first three 
months of 1960 were: Grand Rap- 
ids, Mich. —100 per cent; Miami, 
Fla., —-82 per cent; and El Paso, 
Tex., —81 per cent. 


Work Accidents 
Deaths from work accidents totalled 
1,150, or 5 per cent more than a 
year ago. The total for three months 
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was 3,300—no change from 1959. 

The March frequency rate per 
1,000,000 man-hours in 18 sec- 
tional accident prevention contests 
conducted by the National Safety 
Council was 4.76, a reduction of 7 
per cent from last year. The three- 
month rate was 4.60, a decrease of 
16 per cent. 


Public Deaths 

The death total from public non- 
motor-vehicle accidents in March 
was 1,200, or 100 more than last 
year. 

Deaths during the three months 
totalled 3,400, an increase of 3 per 
cent over 1959. More deaths re- 
sulted from drownings, transporta- 
tion, and firearms accidents and 
fewer deaths happened from fires 
and burns and falls. Increases in 
deaths occurred among children 5 
to 14 and young people 15 to 24 
years old; other age groups showed 
decreases, with the greatest improve- 
ment recorded for children under 5 
years of age. 


Home Deaths 

March deaths from home acci- 
dents numbered about 2,600, or 8 
per cent above 1959. 

The three-month death total was 
7,900, an increase of 4 per cent 
over last year. Most of the increase 
occurred in fatal poisonings and 
firearms accidents, but deaths from 
poison gases, and fires and burns 
also were up. There was a reduction 
in mechanical suffocation deaths and 
about the same number from falls. 
Aside from a large decrease in 
deaths of young people 15 to 24 
years old, all age groups showed 
increases over 1959 with the largest 
change recorded for children under 
5 years old. 
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SIGHT 
CS A\V{ toy 





@® Soaked in silicones—both sides! 
It’s the silicones on the tissue that do the work and SIGHT SAVERS 


KEEP YOUR have at least twice the silicone content of other tissues! 


GLASSES CLEAN 
@ Just the right size! 
SIGHT SAVERS have been scientifically designed to be exactly 
the right size to clean glasses best — and without waste. 











@ Preferred by your employees! 
Nationally advertised for many years, SIGHT SAVERS are already 
preferred and purchased by millions of satisfied users. When you 
provide SIGHT SAVERS your employees know you're providing 
@ COMPACT the best — not a substitute. 


@ STRONG © Endorsed by leading opticians! 

© FOOL-PROOF SIGHT SAVERS meet Federal specification UU-P-313d for lens 
SIGHT SAVER WALL cleaning tissues. 

DISPENSERS are avail- 

able from your safety Give your employees the easiest way to keep lenses clean and they'll wear 
supply distributor at their safety glasses instead of shelving them! Order SIGHT SAVERS by 
$1.50 each. Locate them name from your safety supply distributor*. Do you use plastic eyewear? 
conveniently throughout Ask about new RAYON SIGHT SAVERS for the most efficient, scratch- 


your plant to put maxi- proof way to clean plastic. 
mum eye safety at every 


worker's fingertips. * In Canada from any branch of the Safety Supply Company. 


Dow Corning CORPORATION 
MIDLAND, MICHIGAN 
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EARLY 
BIRD 
SPECIAL 








BEFORE 
JULY 31 
FOR 
3% DISCOUNT 


Phone or Write 


Order 1961 
National Safety 
Calendars ... NOW! 


The National Safety Calendar is an effec- 
tive safety program aid. Everyone of its 12 
illustrations has a safety theme and makes 
an important point about home safety. Its 
famous safety limerick contest creates 
family-wide interest in safety all year 
There’s definitely a place for a calendar, 
The National Safety Calendar, in your 
safety program. No other safety publication 
or safety incentive has the staying power! 
or interest and educational value of the 
National Safety Calendar. Build it into 
your safety program plans for 1961 


So be an early bird, order your Calendars 
now! You'll get a discount of 3% from the 
published prices (plus your 10% member 
discount, of course) if you order before July 
31. This discount is NSC’s way of reward 
ing the early birds that help ease the year 
end pile-up of calendar orders. Orders will 
be shipped September 15, or later if you 
wish. And, of course, you won't be billed 
until shipment is made. Remember the 
deadline for the 3% discount is July 31 
Be an early bird, order your 1961 National 
Safety Calendars today! 


Pwo). 7-Vie-y. 1228 @ree)t), talk 


HICAGO 11 


phone: WHitehall 4-4800 





VOICE OF 
THE READER 


Let’s have your 
views on current 
topics. You don’t 
have to agree 


with us 





Safety Meetings 

NEWARK, N. J. The editorial, 
“Let’s Hold a Meeting,” in the May 
issue really rings the bell. The word 
picture of the safety meeting situa- 
tion in an industrial plant applies 
to too many industrial enterprises. 
No wonder meetings in this plant 
are mediocre, if they consist of an 
agenda of housekeeping items and 
a rehash of recent accidents. 

A good safety program must look 
to the future—not to the past. It 
is true that a good movie or an en- 
tertaining speaker would be help- 
ful, but good meetings should be 
interesting, not merely entertaining. 

The final paragraph reaches the 
root of the problem. A good safety 
program requires a lot of ingenuity 
and spark-plugging, if interesting 
meetings are to be held month after 
month. The closing sentence hits 
the nail on the head: “Men who can 
plan and direct stimulating meetings 
are none too plentiful . 

In the plant covered by this edi- 
torial, the safety director is de- 
scribed as not being entirely respon- 
sible; management doesn’t give him 
enough latitude to organize an ef- 
fective program. Is this the fault 
of management? Or is it primarily 
the fault of the safety director? 

Safety programs, as a continuing 
effort, can be both interesting and 
effective. Such programs can have 
the effective support of top man- 
agements. However, to make this 
possible, safety directors should be 
able to command the attention of 
management. 


—G. W. Bower, Senior Engineer 
Public Service Electric and 
Gas Company 
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Here is an example of Schrader safety and versatility at work. Barrett Mfg. 
Co. of Houston, Texas, makes grease handling equipment for Mobil Oil’s 
Brooklyn, N. Y., refinery. This machine fills 35 pound grease drums auto- 
matically, accurately, 15 per minute! George Barrett, who designed and built 
this machine and other machines for Mobil, says: “My reputation for quality 





is too hard-won to risk by using some inferior line of air products.” 


MEASURING 
CYLINDER 


PACKAGING EQUIPMENT MAKER DESIGNS 
MACHINES TO ORDER...AUTOMATES THEM 
100% WITH SCHRADER AIR PRODUCTS 


In limitless combinations, Schrader Air Products are per- 
forming thousands of jobs in thousands of plants with excep- 
tional safety. Wherever jobs are messy, tricky, heavy, 
monotonous or dangerous—it pays to talk to Schrader. 

Air is already available to you. Put it to work—on your 
own operations, or on the equipment you make for resale, 
like the company shown above. Just tick off its advantages: 


Select from the full Schrader lines to plan 


high speed and accuracy, low cost and maintenance—plus 
safety, simplicity, dependability. Air can do almost anything 
fingers can—and many things fingers can’t. 

Both you and your customers want these benefits. Get 
them—and offer them—by actuating with Schrader — 
finest, most complete lines of Air Cylinders, Valves and 
Accessories. 


your automation of machines. Your 


Schrader distributor can help you pinpoint what you need. For more data, write: 





A. SCHRADER’S SON 
Division of Scovill Manufacturing Company, Incorporated 
471 Vanderbilt Avenue, Brooklyn 38, N. Y. 





eo divisionof SCOVILL 








QUALITY AIR CONTROL PRODUCTS 
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AROUND THE COMPASS 


ACTIVITIES 








e PROGRAMS 
e EVENTS 
BY THOMAS J. NOLAN 


Field Service Department, NSC 





New York, Pennsylvania 
Driver Legislation 

The New York Legislature has 
passed a law which will become 
effective October | providing that 
any driver with a junior license 
(junior licenses are issued to those 
under 18 years of age) will not 
be allowed to drive at night unless 
accompanied by a parent. This will 
curtail commercial driving schools 
in giving practice driving instruction. 

The governor’s assistant in Penn- 
sylvania is proposing legislation to 
provide that those between 16 and 
18 years of age wishing to obtain 
drivers’ licenses must take a state 
approved course in driver education. 


Conference Appraisal 
Service Request 

The Conference of State and Lo- 
cal Safety Organizations has re- 
ceived requests for appraisal service 
from additional state and local or- 


ganizations. These include state 
groups in Mississippi, Missouri, Ne- 
vada, Oregon, and Washington, and 
local groups in Baton Rouge, Day- 
ton, and Tulsa. 

Appraisal of several of these or- 
ganizations is nearing completion, 
and arrangements are being made to 
handle appraisal of the remaining 
organizations in the near future. 


New Credit 
Card Issued 

Walter Ladd reports the St. 
Joseph (Mo.) Safety Council is issu- 
ing credit cards that are good for 
life. Each card is numbered and 
has space for the individual’s name 
to be filled in. The text of the card 
indicates it is valid only if the per- 
son named on the card continues to 
deserve credit for being a safe 
driver and pedestrian, for knowing 


16 


and obeying traffic laws and ordi- 
nances, and for assuming and dis- 
charging his moral responsibilities 
for the safety of his fellow men. The 
back of the card contains rules that 
the card holder endorses and must 
follow. 


Director Named 
For New York 

William H. Franey has joined the 
NSC staff as district director for 
New York State. He comes to the 
Council from the Insurance Institute 
for Highway Safety, Washington, 
D. C. 

Mr. Franey attended Teachers 
College at Cortland, N. Y., and 
Syracuse (N.Y.) University. While 
a captain with the Syracuse Police 
Department he attended and was 
graduated from the “long course” in 
police training given by the North- 
western University Traffic Institute. 

He was a director of the enforce- 
ment section of the Association of 
Casualty & Surety Companies be- 
fore joining the Insurance Institute 
for Highway Safety as a traffic con- 
sultant. 

Mr. Franey, his wife and five chil- 
dren will live at 112 Parsons Road, 
Camillus, N.Y. Robert J. O’Don- 
nell will remain as NSC district 
director for New York City. 


Safety in 
Vacation Plans 

A recent edition of the publica- 
tion of the Public Safety Division 
of North Dakota State Highway 
Department included an article en- 
couraging its readers to include 
safety in their vacation plans. The 
article mentions that a considerable 
amount of preparation is needed 
for a vacation, including deciding 
where to go, what type clothing is 
necessary, whether to take fishing 


gear, golf clubs or other equipment. 
The article asks its readers how 
many of them ever considered in- 
cluding “safety,” while making their 
vacation plans. 

Since our well-being depends on 

this six-letter word, the article con- 
tinues, it should be the No. 1 item 
on our vacation list. Some readers 
might comment, “That isn’t neces- 
sary for me. I’ve never had an acci- 
dent.” The one answer to this at- 
titude is: “There is always a first 
time for everything.” 
The article asks its readers how 
being safety conscious and aware 
of dangers surrounding you, your 
chances are much better for arriving 
at your destination safely and re- 
turning the same way. 


Kansas Council 
Prepares Leaflet 

The Kansas Safety Council re- 
ports it is preparing a leaflet on 
poison and fumigation. The sample 
distributed indicates it will cover 
such points as reading labels prop- 
erly, safe storage, not switching con- 
tainers, not spilling toxicants, wash- 
ing thoroughly, covering food 
containers, and other do’s and 
don’t’s. Cartoons are included in 
the layout, showing hazards to be 
avoided. 


Jaycees Build 
Driving Range 

The April issue of Trafc Digest 
and Review of the Traffic Institute 
of Northwestern University includes 
an article titled “Police School for 
Memphis Drivers.” 

The story concerns need for a 
safe place out of traffic, where be- 
gineers could learn to drive, as dra- 
matically illustrated several years 
ago by two serious accidents involv- 
ing beginning drivers within a few 
weeks. 

At the time, the Jaycees were 
looking for a place to hold their 
annual Teen-age Road-E-O, and 
took up the idea of building a driv- 
ing range. The Park Commission 
donated a tract of unused park 
property, and Department of Public 
Works engineers surveyed the land 
and drew plans. 

The City of Memphis assigned an 
officer to run the range, after it was 
built. Hundreds of beginning teen- 
age drivers came to the site and 

—To page 20 
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New from Wright! — 


Built-in Overload 


Protection for Operator, 


Load and Hoist 
with the New Wright 


Overload Cutoff’! 








er | 


e Now, for the first time on any electric hoist, 
you can have safe, sure mechanical overload pro- 
tection as a built-in feature with the WRIGHT 
Overload Cutoff. Designed and built to fit any 
new WRIGHT Speedway Electric Hoist, the Over- 
load Cutoff unit you see pictured above is a 
compact, integral part of the hoist frame itself. As 
a result, it becomes a functional part of the hoist 
at no sacrifice in headroom. The WRIGHT Over- 
load Cutoff is simple in design and should give 
dependable, trouble-free operation during the en- 
tire life of the hoist under normal operating condi- 
tions. Calibrated and sealed at the factory for the 
user’s protection, the unit takes rugged abuse up 


to the critical point of overload—then instanta- 
neously “‘breaks”’ the raising circuit of the hoist. 
This allows the load to be safely lowered to the 
floor and unhooked. Once this is done, the raising 
circuit of the hoist is again automatically restored. 

The Wricut Overload Cutoff is available now 
as standard equipment on all new WRIGHT Frame 
2 & 3 Speedway Electric Hoists, and as optional 
equipment on new Frame 1 & 1% models. 

Find out how Wricut Speedway Hoists 
equipped with Overload Cutoff can bring practi- 
cal, fast-acting overload protection to your 
material handling operations. For complete 
information, write our York, Pa., office. 

*Patent applied for 


WRIGHT HOISTS *¢° 


Wright Hoist Division - American Chain & Cable Company, Inc. 
York, Pa., Atlanta, Chicago, Denver, Detroit, Houston, Los Angeles, New York, 
Philadelphia, Pittsburgh, San Francisco, Bridgeport, Conn, 
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Industrial Conference 
—From page 10 


suggestions for revision of the 
chapter “Fire Prevention and Con- 
trol” in the Supervisors Safety 
Manual. 

The fire prevention session of the 
course on Fundamentals of Safety 
will be revised to include the sug- 


_ gestions of committee members. 


Industrial Safety Training. Seven 
classes have been conducted by the 
Safety Training Institute. A total of 
168 students attended. The basic 
course, Fundamentals of Industrial 
Safety, continues to be the most 
popular—so much so that it is a 


_ problem to accommodate all those 


who want to enroll. 
Forty applications have come in 


_ from a limited promotion of the 


Home Study Course. The first stu- 
dent was from Rotterdam, Holland. 
All Council members will receive a 


_ special brochure on the course soon. 
_ The tuition is $30. 


A new edition of the Superviso-s 
Safety Manual will be published in 
1961. 

Industry is faced with the prob- 
lem of 2,600,000 new people com- 
ing in from the schools each year. 
The committee’s plan to help with 


| this training task is: (1) Prepare a 


special brochure listing material 
available from NSC (2) Each mem- 


_ ber of the Industrial Conference has 


been requested to send to L. C. 
Smith, director of industrial train- 
ing, publications for new employees 
and outlines of training programs 
for new employees (3) The ma- 
terial is to be compiled and dis- 
tributed. 


Mechanical Safeguarding. A data 
sheet on guarding of two-color flat- 
bed printing presses is planned. In- 
formation and _ illustrations have 
been turned over to the Printing and 
Publishing Section. 

The Lawn Mowers Institute will 
consider the committee’s recom- 
mendations at their next meeting, 
and hope soon to publish an A.S.A. 
Standard covering their equipment. 

The committee pointed out the 
need for data sheets on: conveyor 
equipment, both transfer and auto- 
matic; snow removal and grounds 
care equipment; and power tele- 
scoping platforms. 


Industrial Conference members 
will be asked for illustrations for a 
mechanical safeguarding picture 
book. 


Nuclear Energy. D. A. Farrell, 
safety director, U. S. Steel Corpora- 
tion, will help provide information 
on uses of nuclear energy in steel- 
making and the protective measures 
taken. At least one data sheet, per- 
haps more, will result. 

The committee is following with 
interest a Z16.1 review committee 
charged with the responsibility of 
developing a definition of “nuclear 
radiation injury.” 

NSC members were urged by the 
committee to report radiation injury 
cases to their own trade associa- 
tions. The committee also urged 
continued attention to nuclear haz- 
ards in NSC news media. 

The Council’s Radiation Safety 
Course will be promoted to users 
of industrial radioisotopes. 


Off-the-Job. More companies are 
reporting their off-the-job experi- 
ence since the Industrial Conference 
approved a frequency rate calcula- 
tion and a quarterly reporting basis. 
At present, 171 companies are re- 
porting. 

Many companies are helping pro- 
mote National Safe Boating Week. 


Research Projects. Since the list- 
ing of 50 research projects in the 
March 1960 NATIONAL SAFETY 
News, 15 more projects have been 
recorded. 

Research Director John J. Fla- 
herty has collected and distributed 
to the committee members a list of 
Council publications dealing with 
research. He has also reviewed the 
literature from other sources to 
gather additional related informa- 
tion. He will continue to expand 
this specialized bibliography. 


Standards. The committee has 
reviewed suggestions for A.S.A. 
standards. Each industrial section 
executive committee will be asked 
to review the same list of suggestions 
to determine whether data sheets 
could be written on the subjects 
not being developed as codes. 

A complete explanation of the 
Serious Injury Index Method of 
Measuring Work Experience will be 
distributed to all executive commit- 
tees. 
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Adjustable 
temple,joints 


PATENT 
PENDING 


Front end of temple is de- 
signed so it can be adjusted 
for perfect temple fitting on 
all faces. For a narrow face, 
bend it in; for a wide face, 
bend it out; permits temple 
adjustment to provide ex- 
act amount of side tension 
to prevent slipppage. 


pp a 1 A aa 


NEW LENS SHAPE provides closer orbi- 
tal fit, wider vision, increased safety. 
SPECIAL SKULL TEMPLES of nickel silver, 
with molded plastic paddles. Easily ad- 
justed for perfect fit, no slippage. 
COLORED FRAMES — Available in flesh, 
bronze, cordovan and green. 


FENDALL PRODUCTS 





= 


Mutti-fit 
bridge 


PATENTED AND 
PATENT PENDING 


Fendall’s patented Multi- 
Fit Bridge automatically fits 
9 out of 10. Self-adapting 
to wearer’s face, no adjust- 
ing. You can fit practically 
every worker with this one 
bridge size. Reduces inven- 
tory. Unequalled fitting 
ease and wearing comfort. 


resistant. 





Lok-tite 
hinge pins 


PATENT 
PENDING 


This exclusive Fendall fea- 
ture eliminates the trouble 
and annoyance caused by 
loose and lost temple 
screws. Fendall’s Lok-Tite 
Hinge Pins snap in easily, 
lock in position, cannot fall 
out, yet they are simple to 
remove, if necessary, 


SPECIAL INSULATION on cable-type 
temples. Will not loosen. Perspiration- 


SMART MODERN STYLING — Sturdy and 
comfortable, without the bulky look 
and feel of “goggles.” 

Choice of acetate or metal frames, skull 
temples, cable temples, sideshields, etc. 


Send for complete details now! 


FEND ALL HAZARDS 


FENDALL COMPANY 


2 


2222 DIVERSEY BLVD., CHICAGO 47, 


ILLINOIS 
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Around the Compass 
—From page 16 


began asking questions. Only the 
Officer in charge was there to an- 
swer them. 

As interest increased, the officer 
was sent to the Driver Training In- 
structor’s Course at lowa State Col- 
lege. When he returned he was 
a lieutenant, with an assistant. Later, 
a classroom was constructed, and 
driver training cars were furnished. 

A complete driver training course 
was designed, and in three years 
more than 1,600 persons have com- 
pleted it. Adults and teen-agers are 
enthusiastic about this instruction. 


Safety Messages Promoted 

The Metropolitan New Orleans 
Safety Council recently sent a letter 
to various editors in their service 
area, enclosing a safety message and 
cartoon. The letter pointed out the 
need for continuing the battle for 
accident prevention, and encouraged 
the editor to use the safety message 
in his publication. 


Oklahoma Monthly Magazine 
Life Lines is a monthly magazine 
recently started by the Oklahoma 
Safety Council. The council says 
the magazine is available to its mem- 
bers and friends. It will be used to 
pass along information about safe- 
ty, gleaned from other publications 
as well as the observations of the 
council. The editors invite their 
readers to comment on the maga- 
zine and welcome news items which 
could be used in future editions. 


Youth Traffic 


Safety Conference 

The Safety Council of Greater 
Youngstown (Ohio) reports an en- 
thusiastic reception given their first 
all-Mahoning County Congress by 
hundreds who attended the confer- 
ence on May 7. 

The keynote speaker commented 
on the challenge to youth in this 
machine age, with a particular prob- 
lem existing in traffic safety for 
motorists and pedestrians. He out- 
lined reasons for holding a confer- 
ence designed to motivate students’ 
thinking of traffic safety as their 
problem, as well as a problem for 
adults. 
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The program included workshops 
on various subjects such as requi- 
sites for licensing of drivers, devel- 
opment of attitudes and skills, and 
what a person should know about 
his car. In addition, films were 
shown; a police cruiser demonstrat- 
ed stopping distances; and radar in- 
tercept and retriever cars were op- 
erated. 

In afternoon sessions, the work- 
shop chairmen gave two-minute 
oral summaries of their conclu- 
sions. The day ended with a con- 
ference summary of these conclu- 
sions and an analysis of the value 
of this conference to participants 
and to teen-agers in the area. 


Wallet-Size 
Information Cards 

The Racine County (Wis.) Safe- 
ty Council included three types of 
plasticized pocket cards with their 
April newsletter. The cards were 
made available as a public service 
by an industrial concern in Racine. 

One card emphasized rescue 
breathing and served as a good re- 
minder on how the new improved 
method approved by the Red Cross 
can be properly used. The Slow 
Down and Live card, to be used in 
this year’s campaign, lists the stop- 
ping distances of automobiles at 
various speeds and also combines 
the use of a current calendar. The 
third card shows the pressure points 
used to stop bleeding in the human 
body and includes the modern meth- 
od involving just four vital pressure 
points. 


Insurance Institute 
Increases Staff 

Three traffic consultants have 
been added to the staff of the In- 
surance Institute for Highway Safe- 
ty, Russell I. Brown, president, has 
announced. They are James Lat- 
chaw of West Liberty, lowa; John 
E. Smiley of Trenton, N. J.; and 
William J. Toth of Woodhaven, 
N.. VW 

Brown said the three new staff 
members will serve as consultants 
in IIHS technical traffic assistance 
work in selected states. Each will 
have a specialty: Latchaw in traffic 
law enforcement, Smiley in acci- 
dent records, and Toth in public 
safety education. 
Safety News, 1960 
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® New work-area view 
Working area is more visible at 
all times. Worker’s hand is out of 
the danger zone! 

Model shown here is actual size, 
holds tools up to 1%” in diameter. 


Injury 


Safe-Hi Tool Holder 
with plastic handle 
takes danger out of 
tool holding by mov- 
ing worker's hand to 
safety zone. 


© New use-range 
For use with steel stamps, 
chisels, star drills, drift 
pins, punches and even for 
laboratory test tubes. 


® New plastic handle 

Practically indestructible— 

will stand repeated direct 

hammer blows. 
Non-conductive plastic transmits 
neither cold nor heat nor electric 
shock to worker’s hands. 
® New wide holding surface 
Broad flexible rubber base and 
flexible holding band absorb the 
shock and give solid tool support. 
Tool creeping is eliminated! 
® New non-slip hand grip 
Positive grip has the right “feel” 
and gives freedom from ‘flying 
tools’. 


Also available: 2-man model, 18” long, knurled steel handle, long 
bearing surface, holds tools up to 2%” in diameter. 

For more information on Safe-Hi Tool Holder, Bo’s’n’s Swings, 
Automotive and Industrial Safety Belts, Lanyards, Shock Absorbers 


for Lanyards, Ladder Shoes.. 


.write for free brochure and catalog, 


Safe tt? Safety Equipment is made by 


Tose 


2700 W. BARBERRY PLACE 
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© ROSE MFG. co. 


DENVER 4, COLORADO 
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THE PROSPECT of an early adjourn- 
ment of Congress, due to the pres- 
idential conventions, has caused an 
accelerated pace in consideration of 
safety matters. 


Occupational Safety. Nuclear 
safety continues to attract wide at- 
tention in many circles. The Presi- 
dent approved seven recommenda- 
tions by the statutory Federal Ra- 
diation Council for the guidance of 
federal agencies in the conduct of 
their radiation protection activities. 

The statement eliminates the 
term “maximum permissible dose” 
and substitutes “radioactivity pro- 
tection guide” which it defines as 
“the tadiation dose which should 
not be exceeded without careful 
consideration of the reasons for 
doing so.” It sets forth a table of 
such doses related to types of ex- 
posure. 

The Joint Congressional Atomic 
Energy Commission held extensive 
hearings on the basis and use of 
radiation protection criteria and 
standards and problems connected 


WIRE FROM WASHINGTON 


By HARRY N. ROSENFIELD 


Washington Counsel, National Safety Council 


This report is an information service. Publication does not imply National 
Safety Council approval of or opposition to any legislation mentioned 


with health hazards caused by atom- 
ic radiation. The announced pur- 
pose of the hearings was to clarify 
the situation and study the organ- 
izational ability of federal and state 
governments to develop and apply 
radiation protection standards. 
The joint committee heard testi- 
mony on the balance between 
socially-useful radiation and its at- 
tendent risks. The AFL-CIO re- 
newed its plea for the creation of a 
statutory advisory committee to as- 
sure that peaceful use of atomic 
energy would not be made “at the 
expense of human safety.” AEC’s 
proposals for legislative amend- 
ments include a new provision that 
no report by the licensee or the 
commission on any accident is ad- 
missible in any suit or action for 
damages growing out of any matter 
mentioned in such report. The In- 
ternational Labor Conference con- 
sidered a convention on the protec- 
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THE MONTH IN WASHINGTON 


@ AEC proposes legislative amendment provision that no report by the 
licensee or the commission on any accident is admissible in any suit or 
action for damages growing out of any matter mentioned in such report. 


ICC issues annual summary of accidents reported by long-haul, switching, 


and terminal railroad companies. 


Governing body of ILO endorses effort toward considering international 
agreement banning sale, hire, and use of machinery not equipped with 


needed safety devices. 


FAA issues notices of proposed rule-making to amend regulations by 
establishing minimum performance standards for safety belts, life pre- 


servers. 


tion of workers against ionizing 
radiation. 

The U.S. Bureau of Mines issued 
regulations prescribing procedures 
for testing permissibility and ap- 
proving multiple-shot blasting units. 
The administrator of the Division 
of Public Contracts, U.S. Depart- 
ment of Labor, stated in a formal 
decision that the National Safety 
Council’s Accident Prevention Man- 
ual for Industrial Operations is “an 
authoritative code which guides the 
Department of Labor in the admin- 
istration of the Walsh-Healey Public 
Contracts Act and which is applied 
in determining whether in specific 
cases government contracts are 
being performed under safe and 
sanitary conditions.” 

The Interstate Commerce Com- 
mission issued its annual summary 
of accidents reported by all long- 
haul, switching, and terminal rail- 
road companies. The year 1959 saw 
4,047 train accidents resulting in 
345 casualties, compared with 
1958's figure of 3,662 accidents re- 
sulting in 326 casualties. 

The governing body of the Inter- 
national Labor Organization en- 
dorsed an effort toward considering 
an international agreement banning 
the sale, hire, and use of machinery 
not equipped with needed safety de- 
vices. The ILO’s director general 
said: “Built-in safety is usually bet- 
ter and cheaper than safety provided 
after construction, and it is particu- 
larly useful for small undertakings 
that have neither the knowledge nor 
the resources to make it safer where 
this is necessary.” 


Traffic Safety. Action was taken 
on two bills from the Roberts Com- 
mittee. The Senate passed H.R. 

—To page 90 
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When a 16-ounce hammer 
weighs FORTY pounds... 


. .. you'll be glad you’re wearing a Jackson Safety Hat 
or Cap—and any 16-oz. object falling 40 feet will create 
the same 40-foot pound impact as a 40-lb. weight would 
in falling one foot. Jackson Hats and Caps absorb and 
disperse impact forces. 

An instantaneous impact of 40 ft.-lbs. to a Jackson hat 
is reduced to less than 3 ft.-lbs. direct to the wearer! The 
hat is shock absorbent. Everything in the hat ‘gives’ a 
little, and the distance between the hat shell and your 
head becomes the stopping distance for the impact force. 
The Jackson hat headgear spreads that reduced blow of 
3 ft.-lbs. out over the 13 square inches of your head that 
is under the supporting straps. A bared head would take 
the original 40 ft.-lbs. impact all within an area the size 
of a dime. Jackson Hats and Caps reduce possibly lethal 
blows to just possible headaches. 

Jackson Safety Hats and Caps are comfortable and 
attractive, as svell as safe. The headgears quickly adjust 
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to regular hat sizes. They are soft and easy on the head. 
Many accessories are offered such as winterizers, chin 
straps, and a most complete line of attachable eye and 
face protection devices. 


Choose Your ‘Jackson’ 
from 3 materials: 


FIBER GLASS 
Compression molded of glass fibers and poly- 
ester resins with strong, two-way crown 
ribbing. In grey, white, yellow, orange, green, 
blue, brown, and red. They exceed Federal 
specifications. 


ALUMINUM 
Lightweight ‘Alumihats’ and ‘Alumicaps’ 
pass Federal specifications for impact and 
penetration resistance of construction workers’ 
safety hats. In natural, white, yellow, orange, 
green, blue, brown, and red. 


DIELECTRIC | 
‘Life Guard’ hats and caps are entirely non- 
metallic, pass Federal specifications for con- 
struction workers’ hats and Edison Institute 
specifications for electrical resistance. In white, 
yellow, grey, and orange. 


Sold Everywhere by Better Welding 
Supply and Safety Product Dealers 


Jackson Products 
PAIR REDUCTION SALES CO. DIVISION OF AIR REOUCTION COIN. 


31739 Mound Road, Warren, Michigan 
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“We're proud of Knapp Brothers’ reputation for quality. 
That is why Knapp service shoes have neoprene soles.” 


MR. ELWIN D. KNAPP 
Executive Vice President 

Knapp Brothers Shoe Manufacturing Corp. 
Brockton, Massachusetts 


Knapp Brothers service shoes are known for 
their durability. Mr. Knapp stresses three 
reasons for this—quality construction, com- 
plete factory fitting service and neoprene 
soles. He reports: “When our customers buy 
Knapp shoes, they know they can expect long 
service life under a variety of working con- 
ditions. Neoprene soles have helped us up- 
hold this reputation for the past 25 years.” 
Mr. Knapp is particularly proud of the 
many letters he receives from satisfied cus- 
tomers. For example, a letter carrier in New 
York writes: “Pounding city streets day after 
day, those neoprene soles wear like iron! 
They last about twice as long as any others 
I've worn.” A Texas chicken farmer has this 
to say: “No doubt the most rugged shoes on 
the market.” And a man from Kentucky 
says: “I wore the same pair every working 
day for three years, with no repairs. Those 
neoprene soles just don’t wear out!” 





Neoprene soles help Knapp satisfy many 
customer requirements. Noted for long wear 
and oil-resistance, neoprene soles are also 
resistant to abrasion, chipping, cold weather 
cracking, and to greases, acids and chemi- 
cals. This unmatched balanced combination 
of properties explains why Knapp continues 
to specify neoprene soles. 

Neoprene’s performance over the past 25 
years is important to shoe manufacturers 
like Knapp Brothers. Specify neoprene soles 
and heels and capitalize on this proven per- 
formance. E. I. du Pont de Nemours & Co. 
(Inc.), Elastomer Chemicals Department 
NS-7, Wilmington 98, Delaware. 





NEOPRENE 


SYNTHETIC RUBBER 
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Better Things for Better Living .. . through Chemistry 
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fire briefs 


First things first 


Britain’s 1959 Factories Act emphasizes fire pro- 
tection, so the managers of a London factory set up 
a fire drill program. The first full scale evacuation 
was stop-watched at three minutes, forty seconds. 
Pleased, the work manager ordered a return to 
work. Twenty minutes later the quitting whistle 
sounded. The building was empty in two minutes 
flat. 


Fumes in space 


Instruments now widely used in air pollution 
control and industrial processing will be adapted 
for use in space capsules. They will be consider- 
ably smaller and lighter systems requiring a min- 
imum amount of power. The infrared analyzer, for 
instance, can probably be redesigned to a package 
weighing about 1%% lbs. and requiring only 5 to 10 
watts to operate it. This instrument could keep 
a constant check on carbon dioxide, carbon mon- 
oxide, ammonia, and other toxic or combustible 
components. 


Mall, stall 


A thought to keep in mind in case the com- 
munity wants to build a downtown shopping mall: 
The International Association of Fire Chiefs has 
protested that the greenery keeps fire rigs from 
getting through. 


Alarm maintenance essential 


Alarm systems cannot be bought, installed and 
forgotten, if they are to do their job. Regular and 
periodic maintenance, month-in and month-out, is 
necessary. Heavy fire damage occurred in a New 
Jersey factory when a waterflow alarm system, 
untested for months, failed to call the fire depart- 
ment because its batteries were dead. Inspection 
and maintenance should be performed by quali- 
fied personnel. 


O. or CO.? 


Ohio State Fire Marshal Wilson M. McLaugh- 
lin points out a hazardous similarity between 
small cylinders containing either carbon dioxide 
or oxygen. The carbon dioxide cylinders are sold 
for propelling toy boats or automobiles, and ac- 
tuating other toys. Used properly, they are not 
hazardous. The danger is in similarity. Oxygen 


and carbon dioxide cartridges are the seme size 
and painted green. It is possible to put a carbon 
dioxide cartridge on an oxygen mask, where it 
would quietly snuff out the life of the wearer. 
And in one accident, a boy who put an oxygen 
cylinder into a carbon dioxide BB gun lost three 
fingers when the pistol exploded. 


Bonded protection 

High over Dixie Highway above the Brown- 
Forman plant is an enormous replica of a bottle 
of Old Forester. It is more than a symbol of ef- 
fective advertising. The “bottle” also is an enor- 
mous reservoir of water to protect the plant from 
fire. 


Rubber burns hot 


Sprinkler systems for rubber storage areas 
should be designed with adequate capacity. This 
involves proper orifice spray sprinklers and 
spacing, oversize distribution piping, and a water 
supply that can meet the demands of inside and 
outside hose streams while the sprinkler system 
is operating. One reported rubber fire was so in- 
tense, the entire sprinkler system fell from the 
ceiling; iron sprinkler fittings and a 6-in. valve 
were melted. 


$5-million arson 


A three-year investigation revealed arson as the 
cause of the January 1957 grain elevator fire in 
Chicago. An employee, resentful because he was 
given a two-week layoff for smoking, set the fire. 
When the sprinkler alarm sounded, he and two 
others turned off the sprinkler system. The fire 
burned until the following April, destroying 
2,000,000 bushels of corn and wheat. 


QO Sauk 





CUSTODIAL COLLEGE 


Men who direct industrial sanitation programs and train main- 


tenance staffs now go to school to learn modern methods 
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Maintenance supervisors study up-to-date 
cleaning methods at school conducted 
by manufacturer. (Hillyard Chemica! Co.) 


INDUSTRIAL SANITATION has 
gone scientific and professional, with 
increased benefits in health, safety, 
and comfort. It has been defined by 
the Institute of Sanitation Manage- 
ment: 

“Wherever men and women work 
—at manufacturing, in business, in 
the performance of services, the 
workplace must be maintained. That 
maintenance, when organized, su- 
pervised, and performed so as to 
provide human comfort, health and 
safety, and facilitate the productive 
function, is industrial sanitation. 

“By legitimate and logical exten- 
sion, it applies also to all those in- 
stitutions where learning, medical, 


The 
and social care, or recreation and 


Dustless sweeping is facilitated with disposable type sweeping cloth 
tcol has a foam rubber head. (Illinois Bell Telephone Co.) 
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entertainment are the purposes. . .” 
Sanitation functions, the Institute 


believes, are best managed by spe- 
cially trained and qualified person- 
nel who are distinct and separate 
from those engaged in production 
and mechanical maintenance activi- 


ties. 

In many industries, such as food 
processing, pharmaceuticals, and 
the manufacture of delicate instru- 
ments, cleanliness approaching hos- 
pital standards are needed for quali- 
ty products as well as for the health 
and comfort of employees. For such 
operations, equipment, supplies, and 
methods considered good enough 25 
years ago won't do an acceptable 
job today. Even the heavier indus- 
tries, where standards are less ex- 
acting, have shared in the general 
progress. 

Advances in selective detergents, 
which are more effective against 
dirt and easier on the hands, are 
known to every housewife—also to 
husbands who assist in houseclean- 
ing. And there are still a few per- 
sons who can remember when the 
vacuum cleaner took over the spring 
chore of rug beating. Newer floor 
coatings and furniture polishes have 
also lightened the homemaker’s 
work. 


r instructs a maintenance employee in the operation 


the job. (Illinois Bell 


Tele- fixtures 


Movable scaffold with bucket shelf used for washing light 
It can be moved over furniture, eliminating much 


reaching and furniture moving. 


On a much larger scale, similar 
developments have brought about 
striking improvements in industrial 
plants. And along with better sani- 
tation equipment and supplies has 
come more intensive training for 
the men and women who use them. 

Many large companies have es- 
tablished specifications for equip- 
ment and supplies and organized 


training courses for custodial super- 
visors and employees. And they do 
not expect a foreman to carry all 
the details in his head. Jobs have 
een analyzed and approved pro- 
cedures and materials outlined in 
mimeographed form for follow-up 
and on-the-job instruction. Some 
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“‘Maintaineers’’ learn that correct methods of wet 
mopping are easier on floor and muscles. (Hillyard). 








Devices and Ideas to Help 
Your Safety Program 


By Arthur S. Kelly, Industrial Department, NSC 
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THE DESCRIPTION of this idea as submitted by the contributor 
can hardly be improved upon so we will quote directly: “Communi- 
cating safety information to all employees in a large plant often leaves 
one to wonder whether information is... passed on down the line. 
To circumvent this problem and also to provide another means of 
safety education and training, each employee receives biweekly from 
his supervisor a safety newsletter. This newsletter contains safety 
news, safety illustrations, and also a touch of humor to make it 
attractive and insure interest.” 

We have shown the front of one issue of Safety Topics and the 


JUNE WINNER 


Last month’s winner was “See- 
Through Glass Eye” submitted 
by R. A. Koy, United States 
Gypsum Company, New Orleans. 
A peek through a drilled-out 


reverse side from another issue, principally because of the cartoon 
in the lower right hand corner. 

Submitted by Q. W. Goode, safety supervisor, Farm Implement 
Div., International Harvester Co., Memphis, Tenn. 
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glass eye revealed a sign 
reading, “Let this not be your 
last look—wear eye protection.” 
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WERE a little bit leery of publishing 
Orlon shop coat something in this department which in- 
volves a commercially available product. 
However, the nature of the hazard in- 
volved and the efforts made to overcome 
the hazard seem to justify mentioning this 
idea. The hazard here is a cleaning opera- 
tion for a nonferrous metal, utilizing 
molten caustic at 400 C as the cleaning 
agent. Many commercial synthetic mate- 
rial shop coats have been tried but were 
unsatisfactory, because the hot caustic 
would melt the material on contact. Plas- 
tic aprons did not offer sufficient protec- 
tion to the shoulders and arms. Plastic 
shop coats and smocks were much too 
hot, bulky, and uncomfortable. 

After conferring with a cooperative 
manufacturer, a number of materials were 
tried and the shop coat shown in the 
illustration proved to be the answer. It 
is made of Orlon liquid-repellant material 
with inside pockets. The coat shown had 
been in use for over six months with no 
holes, burns, or weak spots noticeable in 
the material. The white spots shown on 
the coat are caustics that had splashed 
on the coat and then dried. The darker 
spots are acid splashes. 

Submitted by H. V. Hodnick, Cleve- 
land Wire Plant, General Electric Co., 
Cleveland, Ohio. 


Farm tence fends falling fragments 


WE ARE featuring a very eco- 
nomical solution to an annoying 
problem. The photograph shows an 
overhead conveyor at the Appliance 
and Television Receiver Division of 
General Electric Company in Louis- 
ville, Ky. Occasionally parts would 
fall from the conveyor and not be 
caught by the protective screen be- 
low. Even though few parts fall 
over the side of the screen guard, 
it is a serious hazard. 

One of the supervisors, Mr. T. W. 
Perkins, thought of using 14 gauge 
poultry fence and attaching it to the 
framework with soft annealed wire. 
The cost differential between using 
the poultry fence and heavy screen- 
ing of the type used on the bottom 
of the conveyor for the full two 
miles of conveyor is a big item and 
represents a considerable saving in 
material and installation costs. 

Submitted by Roland Robinson, 
methods planner, Dishwasher & Dis- 
posall Dept. 
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(Fiction) 


THE DIARY OF A SAFETY ENGINEER 





By BILL ANDREWS 


A disaster calls our vacationing 


Safety Engineer back to the plant where 


he finds the situation under control. 


Resuming his vacation, he concludes that 


not being indispensable has its advantages 


Vacation and Disaster 


July 6, 1960 


I CAN NEVER LEARN to be quite 
easy in my mind the first few days 
of a summer vacation. I come out 
of a year’s work tired and tense, 
and I find myself waking up at the 
usual hour for a workday morning. 
As I lie lazy in bed, I find myself 
worrying about the plant, about 
how my assistants are handling 
things. 

No matter how much I have been 
looking forward to a vacation, the 
first few days are days of only slow- 
ly relaxing tension and discontent. 

Yesterday morning, for only the 
third time in 25 years of safety 
work, the emergency I feared hap- 
pened, and I was called back to the 
plant. 

Oh, I wasn’t actually called back. 
My boys assured me by phone that 
everything was under control—but 
1 was afraid it wasn’t. So I said I 
was coming in. 

Sue drove me from the dude 
ranch on Clark Fork of the Yellow- 
stone to Billings, and I let myself 
revel in the great beauty of the 
11,000-ft. summit of Beartooth 
Pass, in the long, switchbacked drop 
into Red Lodge, and the easy road 
from there to Billings, with its air- 
port perched high on the rimrocks. 

During the slow air trip to Chi- 
cago, I found myself needlessly 
trying to figure out what had hap- 
pened from the few facts the boys 
had given me by phone. 

The Sweet-Sweet plant had suf- 
fered an explosion. The damage to 
the building was significant but not 


30 


total. There were four dead. Four- 
teen were injured. I bought a paper 
in Minneapolis, and the story rated 
space on the front page—but it was 
a short item at the bottom of the 
page. It gave me no news I didn’t 
already have. 

My assistants were inclined to be- 
lieve the explosion came from leak- 
ing gas. I rather doubted it. Sweet- 
Sweet uses a good deal of starch in 
its candy making, and Lee told me 
on the phone that he had felt two 
light shocks before the big blast. 

My other assistant, Bert Hardin, 
met me at the airport with a com- 
pany car, and we drove hard across 
the prairie to the project, arriving 
about midnight. On the way, Bert 
briefed me on the information Lee 
and he had accumulated. 

Most important from my point 
of view was that Johnny Barman 
had arrived by chartered plane at 
noon and had spent all afternoon 
with my assistants and the Sweet- 
Sweet people. Johnny is one of the 
very best men in the business, and 
the insurance carrier which employs 
him had the coverage on Sweet- 
Sweet. 

Bert told me that Johnny had 
told him there apparently had been 
a very minor explosion in connec- 
tion with the use of a solvent. This 
had kicked a lot of starch dust into 
the air, and the dust exploded. This 
jolt filled a whole floor of the plant 
with finely divided starch dust, and 
within two or three seconds this 
carbon-charged atmosphere went 
off in a smashing, killing blast. 

Lee was waiting in the office for 


us, and the three of us went to the 
disaster area. Our flashlights lit an 
ugly scene on the third floor—a 
desolate, scorched interior with a 
power truck lying on its side on top 
of a crushed aluminum bin, outer 
walls gaping emptily where the win- 
dow sash had been, and water 
standing in pools under broken 
sprinkler piping, making a sodden 
mass of spilled sugar and fallen 
acoustical ceiling tile. 

| looked carefully at the degreaser 
which still bore the evidence of the 
initial explosion. I got on a ladder 
and ran a hand over the top of some 
insulated piping—dislodging as | 
did a little cloud of starch dust. 

I led my boys back to the office 
and read the medical reports. Then 
I sent the boys home, kicked off my 
shoes, put a dictionary on the con- 
ference table as a pillow, and lay 
down for a few hours’ sleep. 

Johnny was in my office by 
8:30, and between us we sorted 
out the few remaining loose ends. 
The starch room was supposed to 
have adequate ventilation to keep 
down dust, and a weekly vacuuming 
of all surfaces had been agreed on 
between Sweet-Sweet and Johnny 
when he approved the setup. 

Last week some major repairs 
had reduced the effectiveness of the 
ventilation. For three weeks the 
sweeper crew had been short- 
handed, and the vacuuming had 
been postponed. The plant superin- 
tendent was sick, and his harried 
assistant hadn't read a_ plaintive 
memorandum from the maintenance 

—To page 150 
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Properties 

1. Pure acetylene* at ordinary 
temperatures and atmospheric pres- 
sure is a colorless, odorless gas. The 
commercial grade of acetylene, gen- 
erated from calcium carbide, has a 
distinctive, garliclike odor. 

2. Some of the physical and 
chemical properties of acetylene are 
listed below: 


Formula C,H, H-C =C-H 
Molecular weight 26.04 
Density at 32F 
and | atmos. 
Specific gravity 
at 32F and | 
atmos. 
Specific volume 
at 61F and 1 
atmos. 
Explosive limits 
in air 
Heat of combus- 
tion (gross) 


0.0731 Ib./cu. ft. 


0.9073 


14.5 cu. ft./Ib. 
2.5 to 81% 


1,473 BTU /cu. ft. 


3. Acetylene releases considerable 
heat when decomposed. When 
burned in combination with oxygen, 
it develops a high flame tempera- 
ture. 

4. The minimum ignition tem- 
perature for acetylene-air mixtures 
of 30 per cent to 70 per cent acety- 
lene is about 581F. The ignition 
temperature varies according to the 
composition, pressure, water-vapor 
content and initial temperature of 
ihe mixture. 


Uses 
5. Approximately 80 per cent of 


*Acetylene should always be called by 
its proper name “acetylene.” Use of the 
word “gas” to mean acetylene should be 
discouraged 
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ACETYLENE 


Copies of this data sheet will be 


available for order within 30 days 





This Data Sheet is one of a series 
published by the National Safety 
Council, reflecting experience from 
many sources. Not every acceptab'e 
safety procedure in the field is nec- 
essorily included. This data sheet 
should not be confused with Ameri- 
can Standard Safety codes, federal 
laws, insurance requirements, state 
laws, rules and regulations, or munic- 


ipal ordinances. 











the acetylene currently produced in 
the United States is used for chem- 
ical synthesis. It is employed exten- 
sively as the raw material for a 
whole series of organic compounds, 
among them acetaldehyde, acetone, 
acetic acid, and acetic anhydride. 
These compounds in turn are used 
to produce such diverse products as 
plastics, synthetic rubber, dyestuffs, 
solvents, and pharmaceuticals. 

6. The remaining 20 per cent of 
the acetylene production is used 
principally in conjunction with oxy 
gen for welding, cutting, and heat- 
treating. Small amounts are used 
in the manufacture of carbon black 
and for lighting purposes in buoys, 
beacons, and similar devices. 


Hazards 


7. Acetylene is a nontoxic but 
potentially asphyxiating (because of 
air displacement) flammable gas 
that under pressure can decompose 
explosively when ignited by a high- 
energy source. The hazard from this 
type of decomposition increases as 
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the pressure, container size, or 
energy of the ignition source in- 
creases. 

8. Under certain conditions, 
acetylene forms explosive com- 
pounds (acetylides) with copper, 
silver, and mercury. Mixtures of 
acetylene and chlorine or fluorine 
are photosensitive and can be ex- 
ploded on exposure to sunlight. 


Containers 


9. Manufacturing specifications 
and shipping regulations for acety- 
lene cylinders are established by the 
Interstate Commerce Commission. 
For protection against the decompo- 
sition characteristics of acetylene, 
cylinders contain a porous mass 
packing material with minute cellu- 
lar spaces. This material is saturated 
with acetone in which the acetylene 
dissolves. 

10. Acetylene cylinders are fitted 
with safety relief devices to release 
the acetylene and prevent rupture 
of the cylinder upon exposure to 
abnormally high temperatures as in 


. a fire. These safety devices contain 


a fusible metal that melts at about 
212 F. In large cylinders, the devices 
are usually replaceable plugs with a 
core of fusible metal. Small cylin- 
ders may have in the valve or other 
cylinder accessory a passageway 
that is filled with fusible metal. 

11. The commonly used acetylene 
cylinders have nominal capacities of 
10, 40, 60, 100, 225, and 300 
cubic feet of acetylene measured at 
atmospheric pressure and room 
temperature. 


12. Acetylene cylinders must be 


1 





legibly marked “Acetylene” by 
means of stenciling, stamping, or 
labeling not readily removable, in 
accordance with specifications of 
ASA Standard Z48.1, Method for 
Marking Portable Compressed Gas 
Containers to Identify the Material 
Contained.* 


Shipping Regulations 

13. In the Interstate Commerce 
Commission regulations,** acetylene 
is classified as a flammable com- 
pressed gas, and may be shipped 
only in Specification ICC-8 or ICC- 
8AL cylinders. 

14. Except for carloads, truck- 
loads, and, under certain condi- 
tions, amounts less than truckloads, 
ICC regulations require that, in ad- 
dition to the ICC marking on cylin- 
ders, the ICC red label designating 
a flammable compressed gas be at- 
tached to each cylinder containing 
acetylene. When the cylinder has 
been emptied, the red label must 
be removed or completely covered 
by the “Empty” label. 

15. The red label is perforated 
so that when the cylinder is empty, 
part of the label may be torn off. 
The part which remains attached to 
the cylinder bears the return address 
of the gas supplier. This practice has 
been accepted by the ICC for many 
years as complying with its regula- 
tions. 

16. ICC regulations forbid the 
shipment of cylinders containing 
acetylene unless they were charged 
by or with the consent of the owner. 
In addition, cylinders may be 
charged only by a person or com- 
pany having complete information 
as to the nature of the porous fill- 
ing, the kind and quantity of the 
solvent in the cylinders, and the 
meaning of the markings on the 
cylinders. 


Storage 
17. In storing acetylene cylinders, 
the user should be guided by appli- 


cable local, state, and municipal - 


regulations and by the standards of 
the National Fire Protection Asso- 
ciation. 

18. For safety and orderliness, 
cylinders should be stored in as- 


*American Standards Association, 70 East 
45th Street, New York 17, N. Y. 

** Agent H. A. Campbell’s Tariff No. 10 
Publishing Interstate Commerce Commis- 
sion Regulations for Transportation of Ex- 
plosives and Other Dangerous Articles by 
Land and Water in Rail Freight Service and 
by Motor Vehicle (Highway) and Water 
Including Specifications for Shipping Con- 
tainers, Bureau of Explosives, 63 Vesey 
Street, New York 7, N. Y. 
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signed locations which are dry and 
well ventilated. They should be 
stored away from elevators, gang- 
ways, and locations where heavy 
moving objects may strike them or 
fall on them. The cylinders should 
not be dropped, nor should they be 
stored on rough ground because the 
unevenness of the ground could re- 
sult in damage to the bottom fuse 
plugs. 

19. Stored cylinders should be 
protected from abnormal mechani- 
cal shock and from tampering by 
unauthorized individuals. Caution 
signs forbidding smoking and the 
carrying of open lights should be 
posted conspicuously in the storage 
area. 

20. Cylinders are not designed 
for temperatures in excess of 130F. 
Accordingly, they should not be 
stored near sources of heat, such as 
radiators or furnaces, or near poten- 
tial sources of heat, such as highly 
flammable substances like gasoline, 
oil, and waste. 

21. Stored acetylene cylinders 
should be either segregated from 
oxygen cylinders and nonflammable 
gas cylinders or separated by a fire- 
resistant partition. On all cylinders 
not in use or empty, valves should 
be kept closed and covered by their 
protecting caps if caps are provided 
in the design. 

22. The total capacity of acety- 
lene cylinders stored inside a build- 
ing that is also used for other pur- 
poses should be limited to 2,000 
cubic feet of acetylene, exclusive of 
cylinders in use or connected for 
use. Quantities exceeding this total 
should be stored in a separate build- 
ing or room built in accordance with 
the requirements of NFPA Standard 
No. 51, Gas Systems for Welding 
and Cutting.* Separate buildings 
and rooms designated for acetylene 
storage must be well ventilated, and 
open flames must be prohibited. 

23. Acetylene cylinders stored 
outdoors should be protected from 
the ground beneath to prevent rust- 
ing. In winter they should be pro- 
tected from accumulations of ice 
and snow, and in summer from the 
continuous direct rays of the sun in 
localities where extreme tempera- 
tures prevail. 

24. Cylinder storage should be 
planned so that cylinders will be 
used in the order in which they are 


*Also published in “National Fire Codes,” 
Vol. 1, Flammable Liquids and Gases, Na- 
tional Fire Protection Association, 60 Bat- 
terymarch Street, Boston 10, Mass., and by 
National Board of Fire Underwriters, 85 
John Street, New York 7, N. Y. 


received from the supplier. Empty 
and full cylinders should be stored 
separately, and empty cylinders 
should be marked with chalk “MT” 
or “Empty” to avoid confusion. 

25. Acetylene cylinders should 
be stored in the upright position to 
prevent excessive loss of acetone 
when they are used and to minimize 
external corrosion of the cylinder 
walls. 


Handling Cylinders 

26. Tampering with the mark- 
ings stamped on acetylene cylinders 
must be prohibited. It is illegal to 
change these markings without writ- 
ten authority from the Bureau of 
Explosives. 

27. No attempt should ever be 
made to repair or alter cylinders or 
valves. Likewise, no tampering with 
safety devices in valves or cylinders 
should ever be permitted. If a cylin- 
der is leaking, the procedure indi- 
cated in paragraphs 59 through 63 
should be followed. 

28. Sparks and flames must be 
kept away from acetylene cylinders, 
and under no circumstances should 
a torch flame be allowed to come in 
contact with safety devices. Should 
the valve outlet of an acetylene 
cylinder become clogged by ice, it 
should be thawed with warm—not 
boiling—water. 

29. In welding shops and indus- 
trial plants using both oxyacetylene 
and electric welding apparatus, the 
compressed gas cylinders should 
not be permitted to come in con- 
tact with the electric welding ap- 
paratus or electric circuits. 

30. Personnel handling acetylene 
cylinders should be instructed never 
to use them as rollers or supports 
or for any purpose other than as 
acetylene containers. 

31. Acetylene cylinders should 
be transported in the vertical posi- 
tion and, while being moved, should 
be protected from contacts which 
might damage the cylinders, the 
valves, or the fuse plugs. Cylinders 
should not be dropped or permitted 
to strike one another violently. 
They are sturdy containers but 
should not be abused. 

32. To prevent cylinders from 
being dropped when they are un- 
loaded from a truck or a platform, 
a V-shaped trough is recommended 
as a skid, with a wooden or rope 
bumper at the bottom. 
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Figure 1. Welding truck for acetylene and 
oxygen cylinders. (Courtesy Linde Com- 
pany, Division of Union Carbide Corp.) 


33. It is sometimes necessary to 
transport cylinders by crane or der- 
rick. Lifting magnets, ropes, chain 
slings, or other devices in which 
the cylinders themselves form a part 
of the carrier should not be used. 
Instead, when a crane is used, a 
platform, cage, or cradle should be 
provided which will keep the cylin- 
ders from falling out and will pro- 
tect them from damage if the car- 
rier is slammed against obstructions. 

34. Cylinders are easily moved 
by means of a hand truck. When 
this method is used, the cylinders 
should be secured to the truck in 
such a way that they will remain in 
a relatively upright position. 

35. Before cylinders are moved, 
valves should always be closed. 
Also, pressure regulators should be 
removed and valve protecting caps 
(if provided) should be attached 
except when cylinders are secured 
to the carrier in an upright position. 


Using Acetylene 
36. Cylinders approved for use 


in interstate service are marked 
“ICC-8” or “ICC-8AL.” These 
markings certify compliance with 
the regulations and specifications of 
the Interstate Commerce Commis- 
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sion governing their manufacture, 
testing, filling with acetylene, and 
provisions for safety devices. 
(There may be in use a few old 
acetylene cylinders marked “B.E.- 
8,” which still are acceptable.) Only 
cylinders that are marked, stenciled, 
or labeled “Acetylene” are to be 
used. 

37. Acetylene cylinders must be 
filled only by the gas manufacturer 
and then only with acetylene. Acet- 
ylene must never be “transfilled” 
(transferred into any other cylin- 
der). 

38. When acetylene is used 
through torches or other devices 
equipped with shutoff valves on the 
acetylene supply connections, the 
pressure of the acetylene should be 
reduced through a suitable pressure 
regulator attached to the cylinder 
valve. 

39. Acetylene torches, hoses, and 
regulators are designed for dis- 
charge pressures not exceeding 30 
psi absolute (15 psi gauge). The 
30 psia pressure limit is intended 
to prevent unsafe use of acetylene 
in pressure chambers, such as cais- 
sons, underground excavations, tun- 
nels, and similar places. 

40. Acetylene cylinders should 
be used in the upright position. If 
a cylinder is in the horizontal or 
inverted position, acetone may be 
carried out in the gas stream. 

41. To open or close valves, only 
wrenches or other tools provided or 
approved by the acetylene manu- 
facturer should be used. 

42. After the valve protection 
cap has been removed, the valve 
should be opened slightly for an in- 
stant (“cracked”) in order to clear 
the opening of particles of dust or 
dirt. The employee should be care- 
ful to point the valve away from his 
body and should not blow danger- 
ous amounts of the gas into con- 
fined spaces. An acetylene cylinder 
valve should never be cracked near 
welding work, sparks, open flames, 
or other possible sources of ignition. 

43. Regulators and pressure 
gauges provided for use with acety- 
lene must not be used on cylinders 
containing any other gas. To pre- 
vent interchanging of equipment, 
the threads on acetylene regulators 
or other unions are matched to the 
threads on acetylene cylinder valve 
outlets. 


44. After the regulator has been 


attached and before the cylinder 
valve is opened, the adjusting screw 
of the regulator should be released. 

45. All connections and hoses 
should be tested with soapy water 
to make sure that they are gastight. 

46. The employee should open 
the cylinder valve while standing to 
one side of the regulator and gauge 
faces. The valve should be opened 
slowly about three-fourths of a turn 
(not over one and one-half turns) 
by means of a wrench or key pro- 
vided by the gas manufacturer. This 
wrench or key should be left on the 
valve spindle while the cylinder is 
in use. The valve should never be 
hammered to open or close it. 

47. Hose, tools, or other objects 
should not be piled on top of an 
acetylene cylinder to interfere with 
quick closing of the valve. 

48. The cylinder valve should be 
closed whenever the work is to be 
interrupted for more than a few 
minutes. Before the regulator is re- 
moved from a cylinder, the cylinder 
valve should be closed and all gas 
should be released from the regu- 
lator. 

49. Personnel should be warned 
never to apply a torch to the side 
of a cylinder to raise the pressure. 
Violation of this rule has resulted 
in serious injuries. 

50. Manifolds selected for use 
with acetylene cylinders should 
comply with the standards of a rec- 
ognized testing agency, such as Un- 
derwriters’ Laboratories, Inc., or 
Factory Mutual Engineering Divi- 
sion of Associated Factory Mutual 
Fire Insurance Companies, and 
should be purchased from a reliable 
manufacturer familiar with the 
standards of such testing agencies 
and the reasons for the standards. 

51. Manifolds should be con- 
structed and installed under the su- 
pervision of qualified persons fa- 
miliar with their proper construction 
and use. 

52. When acetylene is to be sup- 
plied through a system of shop pip- 
ing, the acetylene supplier should 
be consulted for recommendations. 

53. Acetylene cylinders are filled 
in accordance with ICC regulations, 
which specify maximum pressure of 
250 psig at 70 F. Cylinder pressure 
will vary with the average cylinder 
temperature and may be consider- 
ably in excess of this amount in hot 
weather. This is not a hazardous 
condition. 





Figure 2. Manifold system for acetylene cylinders. (Courtesy Linde Company, Division of Union Carbide Corp.) 


54. Acetylene cylinders fur- 
nished for use in public demonstra- 
tions (in connection with exhibi- 
tions, conventions, and displays) 
should be charged to not more than 
125 psig at 70 F. 

55. Since acetylene is in solution 
in acetone, the contents of an acety- 
lene cylinder, unlike the contents 
of oxygen or nitrogen cylinders, 
cannot be determined accurately by 
pressure gauge readings. A pressure 
gauge indicates only the “solution 
pressure” in the cylinder. 

56. Since the solution pressure is 
greatly affected by changes in cyl- 
inder temperature, variations are 
particularly noticeable at the tem- 
perature extremes experienced in 
summer and winter. For example, 
the gauge pressure of a certain cyl- 
inder may be 230 psig when the 
temperature is 70 F. If this same 
cylinder is allowed to cool to 0 F, 
the pressure will drop to less than 
100 psig without any acetylene hav- 
ing been withdrawn from the cylin- 
der. 

57. The contents of acetylene cyl- 
inders can, however, be accurately 
measured by weight, and it is on 
this basis that cylinder charging op- 
erations are conducted. The weight 
of acetylene can be converted to 
cubic feet by the factor of 14.5 
cubic feet per pound. 

58. When acetylene cylinders are 
empty, the procedure outlined be- 
low should be followed: 


a. The cylinder valve should be closed 
and the valve protecting cap re- 
placed, if a cap is provided. 

. The lower portion of the ICC red 
label should be removed (if one is 
attached to the cylinder). 

. The cylinder should be returned 


promptly to the supplier in accord- 
ance with his instructions. 

d. A copy of the bill of lading should 
be sent to the consignee. 


Acetylene Leaks 

59. Because acetylene mixed with 
air in certain proportions is ex- 
plosive, acetylene leakage must be 
prevented. Connections should be 
kept tight, and hose should be main- 
tained in good condition. Points of 
suspected leakage should be tested 
by covering them with soapy water. 
A leak will be indicated by bub- 
bles of escaping acetylene passing 
through the soap film. An open 
flame must never be used to test 
for leaks. 

60. If acetylene leaks around the 
valve spindle when the valve is 
open, the valve should be closed 
and the gland nut tightened to com- 
press the packing around the spin- 
dle. If acetylene is still leaking 
when the valve is opened again, the 
valve should be closed and a tag 
stating that the valve is unservice- 
able should be attached to the cyl- 
inder. The gas supplier should be 
notified, and his instructions as to 
the cylinder’s return should be fol- 
lowed. 

61. If acetylene leaks from the 
valve even when the valve is closed 
or if abusive handling causes any 
fusible safety plugs to leak, the cyl- 
inder should be moved to an open 
space well away from any possible 
source of ignition and should be 
plainly tagged as having an unserv- 
iceable valve or fuse plug. 

62. The valve should be opened 
slightly to let the acetylene escape 
slowly. A sign should be placed at 
the cylinder warning persons not to 


approach it with cigarettes or other 
sources of ignition. When the cylin- 
der is empty, the valve should be 
closed. 

63. The manufacturer should be 
notified immediately. He should be 
given the serial number of the cylin- 
der and whatever facts are known 
concerning the defect. His shipping 
instructions should then be followed. 


Personal Protective Equipment 

64. Acetylene acts as an asphyx- 
iant when present in air in sufficient 
concentrations. A supplied-air or 
self-contained oxygen mask will 
permit a person to breathe in 
an acetylene-bearing atmosphere. 
Since, however, the possibility of 
an explosion is reached long before 
the concentration of acetylene is 
high enough for it to act as an 
asphyxiant, the risk is too great to 
justify working in such areas unless 
a life-or-death emergency exists. 

65. Individuals who handle acet- 
ylene cylinders should wear leather 
gloves and safety shoes. 


Ventilation and Heating 

66. Proper ventilation requires 
venting at the ceiling as well as at 
floor level since acetylene is lighter 
than air. Heat should be provided 
by steam, hot air, or other indirect 
method to avoid ignition sources. 


Prevention of Fire 
and Explosion 
67. Acetylene is a highly flam- 
mable gas, with a wide explosive 
range and a comparatively low ig- 
nition temperature (as low as 581 
F). Accordingly, it is important to 
prevent leaks in acetylene storage 
To page 135 


National Safety News, July, 1960 





FIRE 
PROTECTION 
SECTION 



































|W Ale 


|N On Guard at the Air Force Academy 
THIS Understanding the Electron 
SECTION: United for Protection 
Microfilmed Maps Aid Fire Fighters 
Fire Fighters Face the Atom 





Exit Hardware for Fire and Panic 
A Suburban Plant's Brigade 
Sitting on Top of a Blaze 


35 





"Fire run” at the Air Force Academy’s Central Fire Station. 


On Guard at the 
AIR FORCE ACADEMY 


Elaborate system combines many features of in- 


dustrial, institutional and community alarm setups 


THE AIR FORCE ACADEMY re- 
cently completed at Colorado 
Springs, Colo., is both an institu- 
tion and a community. Protecting 
life and property at the multi-mil- 
lion-dollar base is an automatic sys- 
tem combining up-to-date techniques 
for detection and alarm into one 
integral system. 

The completely automatic alarm 
system combines essential features 
of municipal, institutional, and in- 
dustrial fire and evacuation alarm 
systems. Automatic fire detection 
devices, automatic extinguishing sys- 
tems, manual fire alarm boxes, evac- 
uation bells, and the fire base sta- 
tions are all tied together in one 
fully supervised and virtually fool- 
proof plan which protects the hous- 
ing areas as well as academy build- 
ings and barracks. 

Specified by the Air Force Acad- 
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emy Construction Agency, the fire 
protection system was designed by 
the American District Telegraph 
Company to meet standards estab- 
lished by the National Board of Fire 
Underwriters for proprietary alarm 
systems as described in NBFU 
Pamphlet No. 72. 

The Air Force Academy is pro- 
tected by its own fire department 
which is based at two strategic lo- 
cations on the reservation. The 
alarm system is controlled and su- 
pervised from a master control unit 
at the central fire station. Here 
coded alarms are received and re- 
corded and passed on automatically 
to the secondary academic fire sta- 
tion. The alarm codes indicate the 
location from which they originate, 
and the control unit operator dis- 
patches men and equipment to the 
scene. 


Fire Department Captain Allan Strain 
resets one of the alarm transmitters. 
Similar units send out coded alarms on 
receipt of signals from sprinkler and 
carbon dioxide systems and fire detectors. 
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Nerve center of the Academy alarm 
system at the Central Fire Station. Con- 
sole system and houses 
auxiliary power supply. It receives all 
coded signals, distinguishing between ac- 
tual alarms and trouble and test signals. 
Desk telephones are connected to base 
telephone system and conversations over 
them are automatically tape recorded. 
Wall phone mounted on control panel is 
connected to the alarm circuit through 
jacks at all alarm transmitters through- 
out the base 


unit controls 


More than 400 manual fire alarm 
boxes are located strategically 
throughout the Academy build- 
ings. Sending an alarm initiates the 
constant-ringing vibrating bell 


Vv 


Automatic alarm transmitters. The 
antennae of the fire alarm system 
are the automatic fire sensing de- 
vices and the manual fire alarm 
boxes. Over 2,500 of these units are 
located throughout the base. In- 
cluded in this total are: 

Over 2,000 automatic fire detection 

units 

Over 400 manual fire alarm boxes 

60 sprinkler supervisory and water- 

flow alarms 

2 carbon dioxide system switches 

All of these are normally closed- 
circuit devices. When their contacts 
open, either automatically or manu- 
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ally, they initiate the action of an 
alarm transmitter sending a coded 
fire alarm to the central fire station. 

The more than 2,000 automatic 
fire detection devices are called 
Detect-A-Fire units by their manu- 
facturer, Fenwal Incorporated, Ash- 
land, Mass. Employing the rate- 
compensation method of actuation, 
they operate to initiate an alarm 
signal whenever the surrounding air 
temperature reaches a_pre-deter- 
mined protection level, irrespective 
of the rate of temperature rise. The 
units respond to air temperature 
and do not themselves have to be 


Fire Chief C. John Riley discusses re- 
sults of Fire Prevention Week with Air 
Force Lieutenant W. R. Wallace. 


heated to a uniform temperature 
throughout before giving an alarm. 

This type of operation eliminates 
the time lag inherent in some fixed 
temperature devices when the rate 
of temperature rise is slow, yet 
eliminates the possibility of a false 
alarm when the increase in am- 
bient temperature is rapid but stops 
short of the actual danger point. 

Individual detectors are set to 
operate at 140 F and are spaced 
at a maximum interval of 12% ft. 
in the ceilings of protected buildings. 
Thus each unit protects an area of 
625 sq. ft. 

The two CO, extinguishing sys- 
tems are located in the base’s two 
paint shops. They operate together 
with CO, flooding systems designed 

—To page 60 
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The zigzag line represents a leakage path between the 
heater element and the frame of the hot plate.The frame 
then has the line voltage present on it. 


Safely grounded. The frame of the hot plate is brought to 
ground through a third wire. Thus, no potential difference 
can exist between it and ground. 








Understanding the Electron 


The current that provides power and light can also kill and burn. 


Respect for the hazard is the first step toward safe operation 


By JOSEPH G. HUFFMAN 


Research Department, 
Union Oil Company of California, 
Los Angeles. 


LAST YEAR in the United States 
about 1,000 persons met death by 
accidental electrocution; another 
5,000 received serious injury from 
electrical causes. Property damage 
ran into millions. 

Electrical safety, then, is an ex- 
cellent target to examine critically. 

First, let’s take a brief look at the 
nature of electricity to see why it’s 
a hazard. Then we'll examine the 
danger to personnel and property 
and see how it can be eliminated, 
or at least minimized. 

Electron flow or movement along 
a conductor is called an electric cur- 
rent. The rate of this electron flow 
or the number of electrons per sec- 
ond passing a given point is pro- 
portional to the magnitude of the 
current. A rate of 6 x 10** electrons 
per second is equivalent to one 
ampere. 

When current flows, it releases 
energy. The magnitude of the cur- 
rent and the character of the path 
through which it flows largely de- 


Presented before the Southern California 
Oil Industry Safety Conference sponsored by 
the Western Oil and Gas Association. 
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termine the quantity and type of 
energy released. An electric spark 
or a lightning flash is an example 
of this energy release. Here elec- 
trical energy is rapidly transferred 
into light, heat, sound, magnetic 
energy, chemical energy, and radio 
energy. 

It’s this ability of electricity to 
quickly convert its energy to other 
forms that makes it useful to us. It’s 
this same property that makes it 
hazardous. When this energy re- 
lease is uncontrolled, we get into 
trouble. 

It may be in the human body 
where this electron flow or current 
can destroy tissue or disrupt the 
nervous system. It can supply heat 
to trigger explosions of gases or ig- 
nite combustible materials, or it can 
supply mechanical energy which 
may directly damage equipment. 

First, let’s take a look at what 
can be done to protect personnel. 
An electrical current of only 
25/1000 ampere passing through 
the human body can be lethal. For- 
tunately, it usually requires consid- 
erably more, especially when the 
current path does not cross the heart 
or important nerve centers. 

Even though not lethal, serious 
burns can result where higher cur- 
rents are involved. Serious effect 
may result from the victim’s being 


violently thrown into some unyield- 
ing piece of gear possibly with sharp 
projections on it. 

Three things are necessary for 
sufficient current to pass through 
the human body to be dangerous. 
First, the circuit has to be complete. 
The current has to have points of 
contact where it can enter and leave 
the body, and these contacts have 
to be tight enough to allow a dan- 
gerous magnitude of current to flow. 

The second condition is that the 
voltage must be high enough to 
cause a large enough current to flow. 
If the contact is poor, more voltage 
is required to force sufficient cur- 
rent. Dry skin and a small area of 
contact, for instance, would be a 
poor contact. 

Finally, the source must have the 
capacity to supply the current, what- 
ever the voltage. Anyone who has 
leaned across the fender of his car 
and touched a spark plug terminal 
knows what I mean. He got a ter- 
rific jolt, but it really didn’t do any 
damage because there wasn’t enough 
current available. 

The commonest situation which 
can provide the three necessary con- 
ditions for serious shock is contact 
with an ungrounded portable device, 
such as a hotplate, a stirrer, or a pH 
meter. These devices often develop 
an electrical path between the in- 
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ternal wiring and the frame. If this 
path is a metallic one, it’s called a 
short; if it’s due to dirt or a break- 
down of insulation, it’s called a 
leak. In either case, the frame of 
the device would be hot electrically 
to ground. 

The same 115 volts that exist 
across the line would exist between 
the frame of the device and the 
ground, because one side of the 
power line is connected to the 
ground. A person touching the frame 
of the device and, at the same time, 
a ground such as a water pipe or a 
metal bench top would complete the 
circuit. 

The voltage present is sufficient 
to cause a lethal current to flow 
through that person; the line has 
more than enough current capacity. 
The difference between a lethal and 
non-lethal shock lies oaly in the 
nature of the leakage path in the 
device and the quality of the con- 
tacts between that person, the 
ground, and the device. 

Fortunately, in most cases the 
skin is dry, or the contact is light, 
or the leakage path has a high elec- 
trical resistance, and only a mild 
shock results. The potential is there; 


people do get killed this way fre- 
quently. 

This hazard can be almost com- 
pletely eliminated by the use of a 


three-wire receptacle, plug, and 
cable. The ground contact of the 
plug is connected through a third 
wire in the cable to the frame of the 
device. On the other end the ground 


es / 


50-kv supply in the electro microstage. Note grounding prod and heavy cable leading 
to ground. Note also shorting bar which fell across the insulator in the upper right 


when the door was opened. 


lug in the receptacle is connected to 
a good earth ground. 

It’s impossible for a potential dif- 
ference to exist between the frame 
and ground, since they have a com- 
mon connection. This is simple, but 
it can be the difference between life 
and death. 

Heating tapes with thin porous 
insulation represent a class of po- 
tentially hazardous devices which 
cannot be made safe so easily. Leak- 
age sometimes exists from the heat- 
ing wire in the tape through the 
insulation to the surface. It can be 
due to the insulation being worn thin 
or to some conducting material hav- 


— 


ee 


a i 


Control system in a CEC analytical mass spectrometer. The chassis carrying the con- 
trol knobs have as high as 4000 volts on them. 
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ing soaked into it. There is no metal 
frame to ground, so a third wire is 
of no value. 

However, it’s effective to add ad- 
ditional insulation after the tape has 
been installed. If this isn’t possible 
because of thermal considerations, 
a guard can be put up in such a way 
that accidental contact is impossible. 
One solution we’ve used in our 
labs is to install a large-diameter 
glass tube over the installed tape. 

Many pieces of electronic equip- 
ment in the lab involve the use of 
very high potentials or voltages— 
so high that accidental contact will 
almost guarantee a coroner’s in- 
quest. The electron microscope is 
such a device. 

The electron accelerating poten- 
tial in the microscope is 50,000 
volts. Yet, this instrument is safe. 
When a door is opened, exposing 
this high voltage, two things happen. 
An interlock switch is opened which 
interrupts the primary power to the 
power supply developing this high 
voltage; and » “strategically-located 
shorting bars are caused to fall 
across critical locations in the high- 
voltage section, where capacitors 
might store energy after the power 
was turned off. 

An additional precaution is taken 
despite these automatic safeguards. 
A prod with an insulated handle 
and a cable connecting it to ground 
is touched to-critical spots in the 
high-voltage section before any work 

—To page 171 
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Minneapolis Industries are 


A typical Minneapolis plant 
fire brigade with completely 
equipped fire cart. 
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NOW IN ITS 10th year, the Min- 
neapolis Industrial Fire Safety Pro- 
gram is well along in establishing 
an efficient fire brigade—versed in 
fire prevention, control, and safety 
—in every industrial plant in the 
city. 

“Management fully realizes it 
can’t afford to have fires, with crip- 
pling of business and serious loss of 
income to employees,” Fire Chief 
Reynold C. Malmquist, originator of 
the program, said. 

“And many times, where an in- 
dustrial plant has been destroyed by 
fire, management often seeks other 
areas of the country in which to 
relocate and re-establish its busi- 
ness. This results in the loss of taxes 
to Minneapolis.” 

The program depends on trained 
brigades of men and women, includ- 
ing superintendents or foremen from 
each firm’s departments, to confine 
or extinguish a blaze while the local 
fire unit is en route. This project 
also helps prevent fires by creating 
personal interest among workers in 
eliminating potential fire hazards. 

The MFD trains plant personnel 
as effective fire inspectors in indus- 
trial operations, able to recognize 
and get rid of fire hazards in their 
departments or areas. Such instruc- 
tion and first aid techniques often 
are also used off the job. 

“Each plant has its own problems 
and hazards,” Chief Malmquist said. 


“We work with it on a fire safety 
procedure plan to fit its particular 
needs.” 

After the MFD receives manage- 
ment’s approval, members of the 
firm are selected for the fire safety 
committee. A thorough inspection of 
the plant by this committee, man- 
agement representatives, and fire de- 
partment personnel reveals potential 
fire hazards and unsafe operations. 
These are slated for prompt correc- 
tion. 

Chief Malmquist and his aides 


feel an explanation on the use of 
various first aid and fire fighting 
appliances is important to newly- 
formed brigades. Initial meetings in- 
clude discussions of the types of 
fires that might occur and the proper 
extinguishers to use on them. Later, 
brigade members demonstrate this 
equipment in putting out Class A 
and B fires. 

The First Five Minutes, a film 
suggesting what a brigade must do 


—To page 42 
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WHY A PLANT SHOULD HAVE A FIRE BRIGADE 


An industrial fire brigade will: 


. Make sure the fire alarm is turned in to the fire department. 

. Sound the alarm to evacuate the plant. 

. Check all areas to be certain everyone is out of the plant. 

. Have a man meet the fire department and direct it to the blaze. 


. Shut off the ventilating systems. 


. Fight or control the fire until the fire department arrives. 
. Conduct periodic self-inspections of the plant. 
. Obtain corrections of hazardous conditions. 


. Conduct evacuation drills. 


. Practice using first aid fire equipment. 
. See all fire fighting equipment is properly maintained. 
. Hold safety meetings to keep up interest in fire safety. 
. . Cover or move supplies in affected areas. 
. . Clean up, salvage, and help in resuming operations. 


. Use first aid training. 


. Help provide a cleaner, safer, healthier work place. 
. Help insure continued production and sales for the company. 
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Respiratory Protective Equipment 
is the Answer 


Today more than ever before, hazardous atmos- 
pheres present one of the greatest causes of accident 
frequency and severity. Technological advances in 
process industries create atmospheric unknowns 
that cause neurological and pathological damage. 


Scott builds respiratory protective equipment to 
meet every type of breathing hazard. Whether the 
atmosphere is highly toxic, or- not immediately 
injurious to health; whether the wearer must be 


Scott 
Inbalator 


Scott High- 
Pressure 
Hose Line 
ir-Pak 





Scott 
AVIATION CORPORATION 


211 ERIE STREET, LANCASTER, N. Y. 


Export: Southern Oxygen Co., 250 West 57th Street, New York 19, N. Y. 
Canada: Safety Supply Co., Toronto — Branches in Principal Cities 
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protected for a short-duration maintenance job, or 
for a full day —- there is Scott equipment to insure 
his breathing safety. 


The Scott Aviation Corporation is a pioneer in, 
and one of the world’s foremost producers of 
breathing equipment for aviation and industry. If 
you have accident problems that result from respi- 
ration of toxic atmospheres — let us give you the 
answers. Put your problem in the hands of experts. 


—_—- oa 


Scott 
Respirator 





SCOTT AVIATION CORPORATION ¢ 211 Erie St., Lancaster, N. Y. 
Please send me the following literature and prices: 
() Scott Air-Pak Brochure, i 


6-pages, 2-color. 
(1 Scott Inhalator Brochure, 6-pages, 2-color. 


NAME TITLE. - 
COMPANY 
ADDRESS 











City._____ZONE__STATE____ 
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in the first few minutes after dis- 
covery of a fire, is shown and dis- 
cussed. Frequently, films and slides 
emphasize procedures and tips on 
fire prevention and control; these 
visual aids keep the brigades in- 
terested. 

“Then we map out evacuation 
routes and see that exit markers and 
signs are installed. Each firm also 
conducts evacuation drills periodi- 
cally to prevent panic in event of a 
real emergency,” Chief Malmquist 
said. 

The MFD instructs in artificial 
resuscitation, treatment of burns, 
and in its rescue squad services. 
The department shows its first aid 
rescue equipment, available to Min- 
neapolis through 12 fire companies. 

Many industrial organizations in 
this project hold safety committee 
meetings frequently to keep up to 
date on new fire hazards and meth- 
ods of fire prevention, control, and 
fighting. 

The 


Minneapolis Chamber of 


A city fire brigade member makes a plant inspection to dis- 


cover potential fire hazards. 
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Industrial plant fire evacuation drills are conducted periodically throughout the 


yeor—even in winter 


Commerce has set up a Fire Pre- 
vention Committee and is cooper- 
ating closely with the MFD in its 
over-all program to reduce fire 
losses, eliminate delayed alarms, and 
make management and employees 
more fire safety conscious. 


Chief Robert T. Palmer of the 
Fire Prevention Bureau is super- 
vising the program through Inspec- 
tor Harry W. Jordan of the MFD 
Educational Division and on full- 
time assignment as industrial plant 
brigade organizer. 


Two lady members of the Minneapolis-Honeywell fire brigade 


are timed by Inspector Harry Jordan. 
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Microfilmed Maps 


Aid Fire Fighters 
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Deputy Chief F. Lee Cockey of the Baltimore County Fire Bureau shows how micro- 
filmed maps, mounted in '’Filmsort’’ aperture cards provide quick directions to more 
than 40 fire companies in the county. Charles S. Burk, superintendent of the 
Communications Bureau, is at the reader for large size records 


BALTIMORE COUNTY, a fast- 
growing residential-industrial area 
of some 500,000 population spread 
over 615 square miles, virtually sur- 
rounds, without including, the city 
of Baltimore. 

It was this geographical spread 
which prompted the Baltimore 
County Fire Bureau to turn to mi- 
crofilm as a means of quickly ob- 
taining and transmitting information 
to companies engaged in fighting 
fires. 

In 1951, when the 30 volunteer 
and 10 paid fire companies protect- 
ing the area were consolidated into 
a county department under the su- 
pervision of one chief’s office, it 
became apparent that the setup 
needed a system which would per- 
mit the new central headquarters to 
give immediate routing information 
to companies going into strange dis- 
tricts. 

Before consolidation, each com- 
pany acted independently, receiving 
its own calls at a local fire house, 
and usually serving only its own 
area. When they were required to 
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leave the district to assist a brother 
company, the call invariably came 
from a local telephone operator who 
was familiar with the roads and 
could tell the quickest routing. 

With the introduction of the uni- 
fied system, all calls came to the 
chief's headquarters in Towson, 
Md., from which they were imme- 
diately sent to the proper company, 
either by radio to volunteer com- 
panies or by direct line telephone 
to paid companies. 

While the dispatchers were much 
better qualified than the local opera- 
tors, their knowledged of all county 
roads was not sufficient to guarantee 
the desired speed of transmittal. 
They needed a plan that would en- 
able them to obtain and transmit 
routing information almost instantly 
to the farthest point in the county. 

After examining several compli- 
cated map systems, Deputy Chief 
F. Lee Cockey of the Fire Bureau 
and his associates decided on adap- 
tation of a microfilm system then in 
use in the county clerk’s office. 

First, official county maps were 


divided into areas and corrected. 
Nonexistent streets and roads were 
eliminated and recently added thor- 
oughfares drawn in. Much of the 
credit for this, says Chief Cockey, 
goes to the volunteer companies who 
studied the territory, doing much of 
the work on their own time. 

When the areas had been cor- 
rected, they were further subdivided 
into sections showing the specific 
area assigned to each company. 

The areas and sections were then 
microfilmed by Recordak Corpora- 
tion, Washington, and mounted in 
“Filmsort” aperture cards which 
were returned to the Towson head- 
quarters, properly tabbed as to area 
and section. 

Two sets of cards, which are up- 
dated every six months, were made 
to permit cross-indexing by inter- 
section. Each card showed all roads 
and intersections and, where possi- 
ble, building numbers on each street. 

Also installed was a “Filmsort” 
Surveyor, or reader, through which 
the fireman on duty views the aper- 
ture card for needed information. 

The aperture cards were tabbed 
alphabetically by areas and numeri- 
cally by sections and a swivel card 
file was created, carrying complete 
information on areas, sections, the 
order in which companies were to 
respond to alarms, and the order 
in which adjacent companies were 
to be alerted to standby to cover for 
one out of service fighting a fire. 

When a fire occurs anywhere in 
Baltimore County, the alarm, wheth- 
er by telephone or call box, is re- 
ceived by a trained dispatcher who, 
through the use of aperture cards, 
reader, and the swivel card file, is 
able immediately to notify the 
proper company of the location and, 
if necessary, to give accurate infor- 
mation as to the quickest route to 
follow in reaching the fire. 

Currently the locations of all fire 
hydrants and alarm boxes in the 
county are being added to the micro- 
film cards—information certainly 
important to any company out on a 
call. 

As funds become available, Dep- 
uty Chief Cockey hopes to be able 
to expand the system. Of particular 
interest is the possibility of micro- 
filming drawings of the interiors of 


large public buildings—industrial 
plants, schools, libraries, audito- 
—To page 68 
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| WEED AND GRASS KILLERS 


WEEDS ARE A HAZARD YOU CAN’T AFFORD! 
Get rid of the danger chemically with low-cost GARLON 


Tinder-dry weeds clustered around a tank car full of 
flammables. That’s an expensive target for a carelessly 
flipped, burning cigarette. And when the raging blaze 
follows, all the modern fire prevention measures inside 
the plant won’t keep the flames out. 


Garion*, a modern chemical killer, knocks out dangerous 
weed and grass problems the low-cost way. Spray the 
actively growing foliage, and Garlon goes to work sys- 
temically—kills the whole weed or grass plant—roots and 
all! And you can use Garlon at your convenience any 
time during the growing season. 

Simple to use, Garlon needs only to be mixed well with 
the recommended amount of water, and it’s ready for 
spraying. Your crews can readily do the job—or a pro- 
fessional spray contractor will do it for you. 

For all troublesome areas — sidings, docks, fences, 
ditches, parking lots, outdoor storage areas—the use of 


THE DOW CHEMICAL COMPANY ~- 
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Garlon minimizes labor, immediately cuts your weed and 
grass control costs. Best of all, it cuts them more each 
year, because fewer spray applications are required. 


Hand-cutting costs stay 1 Chemical maintenance costs 


constant from year to year ’ actually diminish each year 


Learn more about how modern chemical vegetation con- 
trol can save money for your company. Write THE DOW 
CHEMICAL COMPANY, Agricultural Chemicals Sales, 
Dept. 209CX7, Midland, Michigan. cinta 


MIDLAND, MICHIGAN 








Fire Fighters 


Face the Atom! 


By FRANCIS L. BRANNIGAN and GEORGE S. MILES 





The fire department of an AEC plant attacks a fire in a radioactive 
storage area. Note the use of masks and radiation monitors taking 
radiation readings and air samples. (Photo by: U. S. AEC. Idaho Falls) 


EVERY new advance in science 
and technology brings about new 
problems for the fire fighter. In most 
cases, these problems are not even 
recognized until a disastrous inci- 
dent occurs. For instance, in the 
early development of multistory 
buildings in the United States, it 
was soon found that about 25 feet 
was the maximum practical width 
of a building from bearing wall to 
bearing wall, because that was the 
size wooden joists would permit. 
When it was necessary to erect 
larger buildings, wooden columns 
were used to take up the load at the 
end of each set of joists. Of course, 
wooden columns burned. Conse- 
quently, it appeared quite sensible 
to construct buildings with cast iron 
columns rather than with wooden 
ones. Everybody “knew” that cast 
iron would not burn. 
Unfortunately, when these build- 
ings were involved in fires, the cast 


The authors are nuclear safety specialists 
of the U. S. AEC. This material appears in 
Living with Radiation, Part 2—Fire Service 
Problems. 


46 


iron columns got red hot. When 
struck with a stream of water in 
this condition, they immediately 
shattered, bringing about serious 
collapses of the buildings. 

When gasoline was first intro- 
duced into our retailing facilities, as 
the use of automobiles developed, it 
was sold in drugstores. Many of us 
remember the disastrous accidents. 
The hazards remain, but they have 
been brought under control by 
knowledge and planning. 

In the field of atomic energy, we 
are really attempting to analyze, 
evaluate and plan for a potential 
hazard before it exists to any great 
extent. Having determined the di- 
mensions of the hazard and the pre- 
cautions we must take, we will be 
prepared to act intelligently should 
this hazard be introduced or should 
the use of radioactive materials ex- 
pand greatly. Note these problems: 

1. The presence of radioactive 
material may create a health hazard 
to the fire fighter. Normally, when 
we consider a new fire hazard prob- 
lem, we are concerned with the spe- 
cific fire characteristics of the ma- 


terial which makes it dangerous to 
handle. In this case, however, there 
is no change in the fire character- 
istics of the material. Fire is a chem- 
ical reaction, and materials react to 
fire in accordance with their chemi- 
cal nature. There is no difference 
in the reaction rate of radioactive 
carbon with oxygen and the reaction 
rate of nonradioactive carbon with 
oxygen. However, the fact that the 
material on fire may be radioactive, 
or that radioactive material may be 
present in the fire area, presents a 
possible health hazard to the fire 
fighter. 

2. We may have a fire in or 
about radiation machinery such as 
a cyclotron, Vandegraff generator, 
or X-ray machine. Therefore, we 
should be familiar with these haz- 
ards and the problems of this type 
of equipment. 

3. If radioactive materials are in- 
volved in the fire, or present in the 
fire area, there is the distinct possi- 
bility that our fire-fighting equip- 
ment may become contaminated. 
We may carry the contamination 
back to the firehouse, and, possibly, 
by means of the clothing of the fire 
fighters, carry the material to their 
homes. Cleanup may be quite simple 
or extremely costly, depending on 
the degree and type of contamina- 
tion. 

4. The objective of a fire depart- 
ment is to limit a fire as closely as 
possible to the point of origin, in 
order to bring about the smallest 
possible loss of life and property. If 
radioactive materials are carelessly 
or indiscriminately spread about the 
building by the first department, we 
must consider that the fire depart- 
ment is, in truth, guilty of increasing 
the fire loss unnecessarily. 

5. Much of the popular informa- 
tion about atomic energy progresses 
from the discovery of radiation, to 
the atomic bomb, then to the peace- 
time uses of atomic energy. We hear, 
“An atomic reactor is really a con- 
trolled atomic bomb.” It is quite 
understandable, therefore, that many 
persons should exhibit a natural 
concern when they hear that an 
atomic energy plant is to be erected 
nearby. They are concerned about 
the hazards of an accidental nu- 
clear explosion. 

6. We know that many metals 
are pyrophoric. That is, when in 

—To page 50 
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PYRENE-C-O-TWO 


offers 10 Dry Chemical Extinguishers 
for complete Class B and C 
fire protection 


Your local Pyrene-C-O-Two distributor now offers 10 dry chemical extin- 
guisher models, 242 to 150 Ibs., to give your plant complete protection against 
all flammable liquid, gas and electrical fires. Every dry chemical unit is charged 
with patented “Formula H,” an exclusive, moisture-repellent, heat-resistant, 
non-caking powder that flows freely under all conditions. Every model is ap- 
proved by Underwriters’ Laboratories and Factory Mutual. 


If you prefer stored pressure types, you can select from 22, 5, 10, 20 and 
30 Ib. models. These units expel powder in a thick, blanket-like stream when 
the lever of the squeeze-grip nozzle is pressed . . . visual gauge shows operating 
condition. Or you can choose from 4, 20 and 30 Ib. cartridge-operated models. 
After these extinguishers are inverted and the cartridge-piercing mechanism 
bumped, the dry chemical stream can be controlled by the squeeze-type dis- 
charge nozzle. Completing the line are 75 and 150 Ib. wheeled portables which 
can easily be maneuvered indoors or out. 


..every model charged with 
exclusive, patented “Formula H” 


Your Pyrene-C-O-Two distributor will help you make your dry chemical 
extinguisher selections ...or he can also show you a complete line of liquid 
agent or carbon dioxide extinguishers. Look for his local listing in your Yel- 
low Pages under “Fire Protection Equipment.” 


products of THE FYR-FYTER COMPANY, Dayton 1, Ohio 


Branches: Atlanta, Baltimore, Boston, Chicago, Dallas, Dayton, Detroit, Los Angeles, New York, 
Newark, Philadelphia, Pittsburgh, Portland, Rochester, San Francisco, Toronto (Ontario). Repre- 
sentatives and Distributors in all principal cities. 
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RESUSITUBE 


AIRWAY 


facilitates mouth-to-mouth breathing — 
today’s preferred method of artificial respiration 


Nationwide organizations most concerned with first aid now recommend exhaled air 
resuscitation—using the rescuer’s own breath—to prevent or relieve asphyxia. 

The RESUSITUBE Airway makes such rescue breathing even simpler and more effec- 
tive than ever before. This compact plastic device keeps air passageway open...helps 
get more air into lungs...reoxygenates within 10 to 20 seconds. Its use is less tiring to 
the rescuer and more sanitary because it eliminates direct oral*contact with victim." 
The RESUSITUBE has proved effective in field and hospital emergencies with profes- 
sional and lay rescuers. It is now widely used by many police and fire departments, 
rescue squads, hospitals, factories, power companies, schools, camps, beach resorts 
and boat owners. 

Available wherever Johnson & Johnson First Aid supplies are sold. 

FREE sound and color motion picture, “50,000 LIVES” available for group instruction 
in mouth-to-mouth and mouth-to-airway artificial respiration. Write for details. 


effective - easy to use - simple to learn 


(1) Safar, P., and McMahon, M.: two sizes: 

J.A.M.A. 166:1459 (March 22) RESUSITUBE | ¢ Adult/Child over 3 years 
1958. (2) Safar, P., et al.: * Pediatric — for younger 
Anesthesia and Analgesia children and newborns 
38:394, 1959. 








quiron aGohmsen 
d 0 


EASY-TO-FOLLOW INSTRUCTIONS IN CARTON 


New Brunswick, New Jersey 


PRESUSITUBE IS A TRADEMARK OF JOHNSON & JOHNSON 44660 
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asphyxiation 


. unless rescue breathing is started immediately. A life may be saved even 
when breathing has stopped if mouth-to-mouth breathing is started to sustain 
life until the E & J® Resuscitator with lifesaving oxygen arrives. 


The E & J will get oxygen into the victim’s lungs despite partial 
blockage, and breathes automatically for the patient until normal 


breathing can be restored. 


oy ...first name in resuscitators! ICR MODEL 


LYTPORT I ® 
LYTPORT I 


We would like to demon- 

strate the versatility of 

these E & J lifesaving 

units—just mail the cou- 

Serving the ; 3 . , Zn ane Bead ~ adn 

Medica/ Profession EMERGIKIT ® safety equipmen -s 
for Over Fifty Years 
1910-1960 


MAIL TODAY! 

Ohio Chemical & Surgical Equipment Common, Dept.NS7 
1400 East Washington Avenue, Madison 10, Wisconsin 
Check below: 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. ( ) Sood descriptive folder on E & J equipment, Form. No. 


Madison 10, Wisconsin ( ) | would like a demonstration 


Ohio Chemical Pacific Company, Berkeley 10, Calif. * Ohio Chemical Canada NAME 
Limited, Toronto 2, Ontario * Airco Company International, New York 17, N.Y. 
Cia. Cuboha de Oxigeno, Havena ADDRESS 


All divisions or subsidiaries of Air Reduction Company, Incorporated) GD CITY ZONE. _STATE 
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Fire Fighters Face Atom 
—From page 46 


finely divided form, they will often 
ignite spontaneously. The hazards of 
- finely divided iron, bronze, alumi- 
num, and magnesium are all familiar 
to us. Three of the principal radio- 
active materials in the atomic energy 
program—uranium, thorium, and 
plutonium—have this  character- 
istic. Finely divided forms of these 
metals, or even relatively coarse 
forms, such as chips, shavings, and 
turnings, can ignite spontaneously, 
and will do so, unless proper pre- 
cautions are taken. Though these 
materials are also radioactive, there 
. is no relationship between the two 
characteristics. 

7. In the use of atomic power, 
we convert heat from the fission 
process to power. In removing the 
heat from the reactor, many heat 
transfer agents are used. In some 
types of reactors, liquid metals are 
used. These liquid metals include 
alkali metals, such as sodium, potas- 
sium, sodium-potassium mixture 
(called Nak), and lithium. All of 
these metals have serious fire haz- 
ard characteristics. Under certain 
circumstances, they may also be 
radioactive. Much research work on 
the heat transfer properties of these 
metals is done at locations where 
the heat transfer characteristics alone 
are being studied, and there is no 
radioactivity. 

8. A number of materials are 
not in themselves radioactive, but 
have come into prominence because 
they have certain desirable physical 
properties making them useful in 
conjunction with atomic energy ap- 
plications. These metals, in finely 
divided form, present serious fire 
and explosion problems. The most 
important is zirconium. There have 
been a number of serious accidents 
involving metal explosions. 

9. There are other miscellaneous 
problems of the atomic age. For 
instance, if radioactive materials are 
airborne in the process, it is ob- 
viously necessary to trap these ma- 
terials before the air from the plant 
is permitted to go outside. In re- 
taining these materials, many air 
cleaning devices are used. One of 
the principal means of capturing 
such materials is by the use of filters. 
Flammable paper filters, sometimes 
in massive filter units, present a 
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These illustrations apply aptly in exposure to radiation, with two exceptions. The 
man coming out of the fire should have his boots fully drawn up for maximum pro- 
tection, and the man hosing down the fireman should be wearing rubber clothing. 


serious and unique fire problem. In 
preparing a laboratory for antici- 
pated contamination by radioactive 
materials, one of the techniques used 
is to spray the walls of the labora- 
tory with a so-called strippable film. 
The hazard in the use of this ma- 
terial is that some of these strippable 
films contain methyl-ethyl keytone 
or other similar solvents. Often 
these low-flash-point, highly volatile 
solvents are sprayed by personnel 
with little appreciation of the hazard. 
These, therefore, represent the 
principal problems which the atomic 
age brings to our fire departments. 
The next question which comes to 
mind is, “Where might we find these 
problems in our fire area?” 


How to Locate Nuclear Energy 
Hazards 


You may find radioactive ma- 
terials in universities, industrial lab- 
oratories, industrial plants, hospitals, 
doctors’ offices, atomic power plants, 
and in transportation facilities. 

We should all be familiar with 
the standard radiation warning sign 
and the warning labels specified by 
the Interstate Commerce Commis- 
sion. 

The Atomic Energy Commission 
notifies the state health departments 
in each state of all persons licensed 
to use radioactive materials. This in- 
formation is intended for distribu- 
tion to other state and municipal 
agencies. Fire departments should 
request from their state health de- 


notification of Atomic 
licensees in 


partment 
Energy Commission 
their area. 

The Atomic Energy Commission 
does NOT have general control over 
all radioactive materials. The Com- 
mission licenses the use of source 
materials, fissionable materials, and 
byproduct radioisotopes. 

Source materials are materials 
from which fissionable materials 
can be made. 

Fissionable materials are materials 
capable of self-sustaining chain re- 
actions. That is to say, they can 
be used for atomic power. 

Byproduct radioisotopes are ma- 
terials made radioactive in an atomic 
reactor. Many naturally radioactive 
materials, such as radium, and ma- 
terials which are made radioactive 
in a particle accelerator, are not 
under Atomic Energy Commission 
regulations. 

Once AEC licensed materials are 
introduced into a plant, the total 
radiation hazard comes under the 
AEC regulations. The plant man- 
agement cannot say, “The radiation 
hazard from the licensed material 
meets the AEC standard, and the 
radiation hazard from this other 
unlicensed material is no concern of 
AEC.” The total hazard from all 
materials licensed and unlicensed 
must be within the limits permitted 
by the federal regulations. 

This leaves open the area of ra- 
dioactive materials not licensed by 
the Atomic Energy Commission. 

—To page 169 
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What you can do 


Provide your plant with complete 
protection with a Gamewell FLEX- 
ALARM system that identifies the 
zone location of the fire, and one that 
can be directly connected with the 
Municipal Fire Department. 

A FLEXALARM system can be pre- 
engineered to meet the precise needs 
of your plant. FLEXALARM is avail- 
able as a coded or non-coded system, 
semi or completely automatic, with 
practically limitless possible com- 
binations of annunciators, special 
drill, test and alarm features. For 
example, it can be tied into the 
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municipal alarm system at the curb; 
integrated with the sprinkler system; 
or automatic fire detection devices. 
It’s simple to specify, easy to install, 
efficient and economical. 

Specify Gamewell . . . for maxi- 
mum protection at minimum cost. 
Write THe GAMEWELL COMPANY, 
1291 Chestnut St., Newton Upper 
Falls 64, Massachusetts. 


*Facts on chart, itemized by The 
Gamewell Company, were taken from 
an article entitled ““The Easiest Help 
Your Competitor Ever Got,’’ in the 
May-June, 1959, issue of MODERN 
PLANT AND OPERATION MAINTENANCE. 
Reprints of this article may be obtained 
by filling out the coupon. 


next? 


If you’ve ever thought that this 
couldn’t happen to your plant, a few 
facts may quickly change your mind. 
It can and does happen to 305 indus- 
trial plants every day! Staggering? 
— so are the losses, $52,260,000 
worth every year. 

But your plant needn’t be chalked 
up as just another statistic! You can 
do something about it! 

First, let’s consider the cause of 
such large loss fires. It’s a known 
fact that one of the main reasons 
small fires become blazing infernos 
is — the delay in reporting the dis- 
covery of a fire or immediate notifica- 
tion to the local fire department. The 
chart below is a grim, factual 
reminder of 
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CoG eSGRQe0! 











Tinctudes loss of buildings, material ond equipment, 
but not loss of business records ond other intang bles. 








amewell 


FIRST...WHEN SECONDS COUNT 


—------------4 


| THE GAMEWELL COMPANY 
1291 Chestnut St. 
Newton Upper Falls 64, Mass. 
O Have a Gamewell Fire Protection 
Engineer call. 
© Send me a Gamewell Fire Alarm System 
Planning Guide. 


Send a reprint of article “The Easiest 
Help Your Competitor Ever Got.” 
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Checking emergency exit hardware after three-hour fire test at Underwriters’ 
Laboratories. Thermocouple temperatures are recorded automatically. 


Approve Exit Hardware 
For Both Fire and Panic 


Exit DEviceEs for fire doors, re- 
cently developed by Sargent & Com- 
pany, New Haven, Conn., have been 
approved by Underwriters’ Labora- 
tories for both fire and panic. 

Hardware previously used on 
pairs of doors for “A” openings 
afforded the necessary fire protec- 
tion but because of the way these 
doors were trimmed, they were in- 
convenient in certain locations dur- 
ing everyday use of the building. The 
hardware did not meet panic re- 
quirements. 

The new devices, the manufac- 
turer reports, can be used wherever 
doors must meet the fire test re- 
quirements for an “A” or “B” open- 
ing and also function as emergency 


exits. Hardware used in “A” open- 
ings in fire walls must be applied 
by the manufacturer. For openings 
rated “B” or lower, it may be ap- 
plied at the job site. 

Because of the testing and ap- 
proval of the Sargent devices, Under- 
writers’ Laboratories will now label 
fire exit hardware separately. Sar- 
gent’s vertical rod device was the 
first of its kind to withstand the 
three-hour fire test at UL. The mor- 
tise device was the first fire-ap- 
proved hardware to meet the panic 
test. 

The hollow fire doors were de- 
veloped to accommodate the new 
hardware by Overly Manufacturing 
Company of Greensburg, Pa. 





City Council Commends 
Plant Safety Record 


An outstanding safety record re- 
ceived recognition from an unusual 
source in Lorain, Ohio. The Lorain 
City Council unanimously passed a 
resolution commending the Nation- 
al Tube Division, Lorain Works, 
United States Steel Corp., for estab- 
lishing a world safety record. 
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The council’s resolution read in 
part: “That in recognition of this 
outstanding world record of 8,260,- 
000 injury free man-hours by the 
employees of the National Tube 
Division—Lorain Works, United 
States Steel Corp., we, the council 
of the City of Lorain, Ohio, do re- 
spectfully commend management 
and labor for making it possible to 
achieve this outstanding record.” 


Offer New Hope 
For Aching Backs 

There’s a sound medical reason 
for the saloon’s brass rail, Dr. M. 
Laurens Rowe told a meeting of the 
recent Industrial Health Conference 
in Rochester, N. Y. 

Speaking on newer concepts of 
low back pain, Dr. Rowe pointed 
out that one way to reduce hyper- 
extension, and consequent low back- 
ache during long periods of standing, 
is to place one foot on a low stool 
or platform. This method is particu- 
larly helpful to housewives with back 
trouble getting through the week’s 
ironing, he said. 

Dr. Rowe outlined a new theory 
of degenerative disc disease as an 
explanation of recurrent low back 
pain, and outlined methods for 
treatment. 

Intervertebral discs serve as posi- 
tive springs between the vertebrae 
to keep them pried apart to the full 
extent allowed by the ligaments in 
every position of the spine, Dr. 
Rowe said. This maintains correct 
alignment of the vertebrae and pre- 
vents forward and backward slip- 
ping of one vertebra on another. 
“Long regarded as a simple shock 
absorber, the disc now emerges as 
the most important stabilizer of the 
spine,” Dr. Rowe explained. 

Cumulative injuries to the disc 
over a period of years may cause 
a “blowout” of a gelatine-like sub- 
stance inside the disc, making it lose 
elasticity. The vertebrae then im- 
pinge on the nerve root, causing 
back pain. From the normal curve 
of the spine, most pressure falls on 
the lower vertebrae and pain is 
therefore concentrated in the lower 
back, especially when lifting or 
twisting the body trunk. 

Dr. Rowe outlined methods of 
treatment for this type of back pain, 
and reported that if the patient can 
avoid severe nerve pressure by these 
means, he will ultimately lose his 
back pain and regain stability be- 
tween the two vertebrae adjoining 
the degenerated disc. This occurs 
when sufficient fibrous tissue is laid 
down across the space formerly oc- 
cupied by the disc nucleus to pro- 
duce a scar tissue body-to-body 
bond between the vertebrae. 

Dr. Rowe stressed that other 
causes must be investigated in-all 
patients since backache is a “brew 
of many blended ingredients.” 
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Now you can chalk up big savings in weed control! 
Urneasor weed and grass killer makes this possible. 
Your own men can apply this dry granular material 
safely anytime during their regular rounds. One 
treatment does the job for the year; takes only a 
few minutes of their time. UnEaBor weed killer is 
always ready to use direct from the convenient 
50-lb. sack. There’s nothing to mix... no water to 
haul ...no need for costly spray equipment. And, 


‘Soar 


Any man can weed-proof 10,000 sq ft 
UREABOR 


in 10 minutes — with 


this modern concept of weed control 
will cut your costs of maintenance 


because Urneasor is applied DRY, there is no 
spray-drift hazard to adjacent vegetation. Applica- 
tion rates are low. Only 1 to 2 Ibs. per 100 sq. ft. 
The handy PCB Spreader does the job quickly and 
easily. (See photo) So, do as scores of other indus- 
tries are doing . . . start saving time and money on 
your weed problems with Ureasor. It has been 
proved safe and effective during the past six years! 
Write today for literature. 


UNITED STATES BORAX & CHEMICAL CORPORATION 


July, 1960 
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LOS ANGELES 5, CALIFORNIA 
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630 SHATTO PLACE *¢ 


-just apply UREABOR ‘and you can forget about weeds for the season! 
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WILLSON 


Scottoramic Facepiece 
Gas Mask 


Respiratory and face protection 
against fire-fighting hazards is 
solved with shockproof, crystal- 
clear safety lens securely locked 


WILLSON 


Window-Indicator 
Universal Canister 


Dependable window indicator 
visually signals when canister 
no longer protects against carbon 
monoxide. Right half of the win- 
dow contains a reference color; 
the other half contains an indi- 
cating color. When both colors 
match, service life of the canister 
for protection against carbon 
monoxide is spent. 


¢ Premature canister replace- 
ment is avoided by accurate win- 
dow indicator. 


¢ Canister Styles N1W and N2W 
protect against all gases, includ- 
ing carbon monoxide, smokes, 
fumes, mists, fogs, and dusts. 


SAFE, 100% 


VIQIUILIT Y 


in place by stainless steel frame. 
Dual, airtight seal of facepiece 
gives added protection against 


gas leakage. 


@ Full, undistorted forward visi- 
bility. Full 180° horizontal vision. 


@ Inhaled air passes over curved 
safety lens ... reduces fogging. 


@ Exhaled air easily ejected. Voice 


Witisén 


UNIVERSAL GAS MASK CANISTER 


carries through exhalation valve. 


e Accurate mask contouring per- 
mits unusually comfortable fit, 
even when worn for prolonged 


periods. 


e Approved by U. S. Bureau of 
Mines for use with all B. of M.- 


approved Willson canisters. 


e External check valve prevents 
moist air from entering canister 
—seals out moisture when mask 
is in storage. 


e Approved by United States 
Bureau of Mines. 


@ Eliminates mechanical timer. 


Ask your nearest Willson safety 
equipment distributor for full 
details on these and other pro- 
tectors for eyes, lungs, hearing, and 


head. 





ORTH pw 
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Zz 


WILLSON @ 
SAFETY 
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A Suburban Plant's Fire Brigade 
At the Comm } unity s Se) va 


A 12-MAN FIRE BRIGADE at 
the Charles Bruning Company’s 
plant in Mt. Prospect, Ill., demon- 
strates how a business firm can 
serve its community and itself. 

The firm’s fire fighters not only 
serve as the company security force 
but also provide additional safety 
insurance for the town. They have 
a standing agreement to send six of 
their men into action with the town 
fire department, if their help should 
be needed in a serious blaze. They 
also have volunteered for a role in 
the civil defense system, when a 
plan for this activity is formulated. 

Led by Edward Martin, a design 
engineer who doubles as fire chief, 
the brigade has been summoned for 
help in the plant on 10 occasions 
since the fire unit was organized 15 
months ago. The team has extin- 
guished blazes ranging from minor 
conflagrations started by carelessly 
dropped cigarettes to a potentially 
serious machine fire. 

Half of its emergency calls have 
been to give first aid. During the 
winter snow storms, for example, a 
woman employee slipped in the 

—To page 70 
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Fire Chief Edward Martin 
checks gas masks in fire drill. 
Bruning fire fighters are alerted 
to cooperate with the suburb’s 
fire department in the event of 
a serious blaze in the com- 
munity 


Bruning first-aid squad is pre- 
pared to give immediate help 
in plant accident cases. Here 
they are “‘reviving’’ a member 
of the fire brigade under the 
direction of Plant Nurse Alice 
Archambault 


a 
The volunteer plant fire bri- 
gade rushes a homemade fire 
rig to scene of ‘‘emergency”’ 
in drill at Charles Bruning 
Company's plant. Mt. Pres- 
pect, Ill 





Will you be in Harry’s spot one day? 
Don’t risk it! Install... 


AIBC THE ONLY FIRE EXTINGUISHERS 
= APPROVED BY UNDERWRITERS 
LABORATORIES FOR A! 0150S OF 


FIRES: CLASS A, B, © and MAGNESIUM 


It’s now possible for you to put one type of fire extinguisher, 
the ABC AliClass, wherever a fire extinguisher is necessary. 
Out-moded, restricted-use fire extinguishers are now obsolete. 
With the ABC AliClass there’s no need for a different type 
of extinguisher for different types: of fires . . . no risk of 
inadvertently using the wrong extinguisher . . . no possibility 
of purchasing or installing the wrong type of extinguisher. 
So install the best .. . ABC AllClass. 


Other fire extinguisher manufacturers put standard, 
restricted-use extinguishing agents into new containers of 
different shapes and sizes and claim “great advances” in fire 
protection. But Alim Corporation — specialists in industrial 
and military fire protection — set itself the task of discover- 
ing the ultimate in fire extinguisher effectiveness : a universal, 
all-purpose fire extinguishing agent. 


Result: Alim ABC AllClass Powder, contained in all ABC 
AllClass Fire Extinguishers, 


To you, the ABC AllClass represents a revolutionary advance 
in fire-fighting equipment. Now available throughout the 
United States and Canada from franchised distributors. 


Manufactured for ALIM CORPORATION Write to ALIM CORPORATION 


Manufacturers of 1l Park Place 
Fire Retardant Paints New York 7, N.Y. 
cimary 8-C 


y chemical by STOP-FIRE Inc., New Brunswick, N.J. | for full information Specify Brochure $14 





Distributed in Canada by Levitt Safety, Ltd. Toronto 


rh 


News, July, 1960 Circle Item No. 24—Reader Service Card Circle Item No. 25—Reader Service Card -————>} 

















2, ane ge 





EMERGENCY OXYGEN 


A Lif-O-Gen unit on hand means oxygen is avail- 
able instantly —before regular oxygen therapy 
equipment can be brought into use. It’s so com- 
pact and inexpensive that you can keep several 
kits spotted at critical points. 

Anyone can operate the Lif-O-Gen unit. Press 
the nozzle on inhale, release on exhale. There’s 
enough U.S.P. oxygen in the container to last 
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through almost any emergency. A plastic face 
mask and tube are included, but the unit 
will also work directly through the nose or 
mouth. 


A Lif-O-Gen unit is just under a foot high. It 
weighs only 20 ounces. It will fit into a briefcase, 
desk drawer, medicine cabinet, or locker. And 
it costs only $6.95. 
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... SECONDS 


Keep several units on hand at strategic loca- 
tions. Lif-O-Gen units are readily available from 
your LINDE distributor. Or write Dept. NS-07, 
Linde Company, Division of Union Carbide eit TT titel* 
Corporation, 30 East 42nd Street, New York 17, ~ roo N-1-11 01 = 
N.Y. In Canada: Linde Company, Division of 


Union Carbide Canada Limited, Toronto. “Eide” and “Union Coste’ ann catetened 
trade marks of Union Carbide Corporation. 
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Air Force Academy 
—From page 37 


to give immediate fire protection at 
these hazardous locations. When 
the flooding system is tripped, the 
CO, switch opens, sending an alarm. 

Both the automatic fire detectors 
and the CO, system switches oper- 
ate ADT automatic fire alarm trans- 
mitters centrally located in locked 
panels in the buildings being pro- 
tected. 

Thirty-seven of the manual fire 


alarm boxes are located strategical- 
ly out of doors. The remaining 400- 
plus alarm boxes are located inside 
various buildings. The boxes are of 
the pull-lever, closed-door type, op- 
erated by opening the door in pull- 
ing the lever. Once the lever is 
pulled and released, the signal of 
the integral alarm transmitter can- 
not be interfered with. 

The fourth type of alarm-initiat- 
ing device are the ADT waterflow 
alarm transmitters connected to the 
sprinkler system’s alarm valves. A 


On-the-spot toxic 

gas detection 

for over 60 gases by 
non-technical personnel 





DAVID 


TOXIC GAS 
DETECTOR KITS 


Now, untrained personnel can perform tests for quick, simple, 
semi-quantitative detection of toxic gases and vapors in the 
field. Two portable kits available: one (Model N.F.) for gases 
to be passed directly through detector tubes for analysis; the 
other (Model F) for gases that first require a pyrolysis train. 


Send for Bulletin 1160 
with full information, 


preset time interval after a sprinkler 
system valve opens the flow of 
water in the wet-pipe sprinkler sys- 
tem causes an alarm transmitter to 
send an alarm signal to the central 
fire station. When water stops flow- 
ing, the transmitter automatically 
restores itself to normal. 

In addition to their function in 
the fire alarm system, all automatic 
alarm transmitters, those in the 
manual alarm boxes and those as- 
sociated with the automatic detec- 
tors, CO, systems, and sprinklers, 
provide telephone communications 
through the control unit in the cen- 
tral fire station. Telephone jacks ac- 
commodate portable phones which 
are normally used in testing and 
maintaining the alarm system. How- 
ever, they also provide an additional 
means of communications with base 
fire department headquarters, and 
through headquarters to other alarm 
transmitters, should radio or normal 
telephone circuits be temporarily in- 
operative. 


Audible alarms. Besides sending 
a coded alarm signal denoting the 
location of the fire to the central 
fire station, the transmitters actuate 
constant ringing, vibrating evacua- 
tion bells within the building in 
question. These bells sound on fire 
alarm signals only, not on the trouble, 
restoration, or test signals by which 
the system is constantly supervised 
and regularly monitored. In most 
buildings the fire alarm system also 
shuts down air conditioning fans 
and other services that should be 
discontinued during a fire. 


Control stations. If the alarm 
boxes, detection units and other 
alarm-initiating devices are the sen- 
sitive nerve ends of the fire alarm 
system, the control and recording 
unit at the central fire station is its 
nerve center. Here, at a completely 
self-contained console and desk unit, 
coded alarm signals are received, re- 
corded, and retransmitted to the 
other base fire station, and from 


here all alarm circuits are constantly 
supervised. 

The control unit receives coded 
signals from all alarm transmitters. 
It distinguishes between an actual 
fire alarm and other signals. In ad- 
dition, it records all signals and re- 
peats them immediately to the aca- 
demic fire station. 

Should trouble occur on any of 


Model F: For gases that require pyrolysis 
before passing into tubes for analysis. 
Contains 24 detector tubes, spare parts 
and manual of operation. Pyrolysis unit 


Model NF: For gases that can 
be passed directly through the 
tubes for analysis, Contains 24 
detector tubes, spare parts and 
manual of operation, may be removed from case, 


NN DAVIS CO.,INC, 


55 Halleck St., Newark 4, N. J. 
In Canada: Levitt Safety Ltd., 747 Vaughan Road, Toronto 


EMERGENCY 
EQUIPMENT 
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the code transmitting circuits, the 
unit automatically conditions itself 
to receive signals despite the trouble 
and presents a visual indication of 
the type of malfunction and its lo- 
cation through a pilot light on the 
panel. Trouble conditions within the 
console itself are also detected and 
indicated. 

Automatic relay control equip- 
ment receives the transmitted code 
signals, records, and _ retransmits 
them. This equipment also performs 
system supervisory functions. 

Transmitted code signals from the 
six alarm circuits are permanently 
recorded on paper tape as a series 
of triangular marks. A time stamp 
automatically prints the date and 
time the alarm is received on the 
upper edge of the tape at the first 
impulse of each round of the signal. 
The tape becomes a permanent rec- 
ord of all trouble, restoration, and 
test signals as well as all alarm sig- 
nals. Four of the six circuits are 
currently being used in the fire 
alarm system. The fifth is a spare, 
and the sixth is used by the universal 
transmitter which is used to manu- 
ally transmit signals to the academic 
fire station. It also sounds the coded 
alarm bells in both stations. 

Meters and pilot lights located on 
the control unit panel light to in- 
dicate the condition of the various 
code transmitting circuits. Other 
pilot lights indicate the type and 
location of any trouble which may 
occur in any of the transmitting 
circuits. 

Supervision of the console and 
the entire alarm system is provided 
in the supervisory panel. When 
trouble occurs, a buzzer sounds and 
the appropriate circuit-trouble pilot 
light glows. A trouble reset switch 
is also used to test these circuits. 


Telephone alarms. Calls received 
on the console’s telephone, which 
is connected to the base telephone 
system to receive telephone alarms, 
are recorded on a tape recorder. 
This is entirely automatic, requiring 
no operator attention during the 
telephone conversation. A key-oper- 
ated switch in the rear of the console 
permits playback. 


Operation and maintenance. The 
Air Force Academy fire alarm sys- 
tem is continuously manned by six 
operators from the base fire depart- 
1960 


National Safety News, July, 





ment under the command of Fire 
Chief C. John Riley. 

Maintenance of the alarm system 
is performed by the fire department. 
Not only are trouble signals checked 
out and the trouble repaired imme- 
diately, but the entire system is 
tested regularly. 


Emergency power. In the case of 
an a.c. power failure, a storage bat- 
tery immediately takes over to oper- 
ate the alarm system. Rated at 48 


volts and 100 ampere hours, the 
battery provides a minimum 72 
hours of standby operation. The 
fluorescent lights which illuminate 
the console cortinue to light during 
storage battery operation through an 
inverter. However, if the fluorescent 
lights of the control unit are not 
operated during this standby period, 
the battery is capable of operating 
the system for at least a week. 
Should battery voltage fall to 80 per 
cent of its rated value, a buzzer and 
a pilot light indicate this fact. 





HES 
ON 
THE 
JoB 
TONIGHT 
-is 
YoUR- 


GUARD? 


Are you sure your guard is on the 
job tonight? Danger takes no “time 
off”; most burglaries and serious fires 
occur at night and on weekends. 


THousands of companies, large 
and small, are sure. They supervise 
their guards with DeTtex Guardsman 


Watchclock Systems. Detex-super- 
vised guards know you have a minute- 
by-minute, tamper-proof record of 


their vigilance. They know they must 
stay alert, throughout the lonely night. 


Guardsman supervision saves 
money while protecting you—even 
over long holidays and weekends. 
There is no need for a supervisor to 
return to the plant to change a 24- 
hour dial. 


Shall we send you complete in- 
formation? 
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In addition to training in the use of 
extinguishers, brigade members are acquainted 
with various sizes of hose and types of 
nozzles. Each man takes various positions 
in handling hose. Members of brigade are 
compensated for time spent in training. 


Sitting on Top of a Blaze 


“STOP A FIRE TO SAVE A JOB” 
is the motto of the newly formed 
volunteer fire brigade of a firm that 
is literally sitting on top of a blaze 
—100 of them, to be exact. 

The 4l-acre plant of Wyman- 
Gordon Company’s Ingalls-Shepard 
Division in Harvey, Ill., is a com- 
plex with more than 100 furnaces. 
These burn propane, natural gas, or 
oil in the making of heavy, closed- 
die forgings. Additional hazards are 
the presence of lubricating oil, die 
compound, liquid oxygen, and other 
flammables. 

This company must keep its fire 
prevention and fighting techniques 
up to date. Last year it took two 
steps in modernizing the plant’s fire 
protection. 

One was erection of a 100,000- 
gal. standpipe feeding a recently in- 
stalled sprinkler system in vital 
areas. The second step involved for- 
mation of a volunteer fire brigade. 

Chief of the brigade is E. Paul 
Kipley, I-S employment managdr, 
chief of the Dolton, IIl., fire depart- 
ment, and a man with 17 years of 
practical fire experience. Deputy fire 
marshal is Robert L. Bowman, 
company forge shop personnel su- 
pervisor and a lieutenant in the 
Blue Island, Ill., fire department. 

Kipley and Bowman first trained 
a core around which the full-strength 
brigade was to be formed. Logical 
choices for this nucleus were per- 
sonnel of the Plant Protection De- 
partment, composed of guards, 
watchmen, and one full-time fire 

—To page 66 
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Actual use of all types of 
apporatus on various 
types of fires enables 
brigade members to get 
the “‘feel’’ of equipment. 
Here they are extinguish- 
ing a flammable liquid 
fire with dry chemical. 


Analyzing protection needs of the 
Ingalis-Shepard plant was one of 

the first steps in the organization of the 
fire brigade. E. Paul Kipley, fire marshal 
(standing), and Robert L. Bowman, 
deputy fire marshal, study master chart 
showing deployment of brigade members 
and location of fire apparatus. 
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most 


fire 


p r° ” fee tion ever carried on two whee/s/ 


Need an inexpensive utility trailer built to meet specific 
needs? National Foam has it! 

Here's a versatile, variable vehicle designed so that it can be 
custom-equipped to fit the requirements of any user... 
industrial, municipal, or volunteer. 

Your choice of tank capacity: 100 gallons or 150 gallons. 
Extendable drawbar makes it easy to pull by hand. There’s 
also a ball-and-socket hitch for towing. Capacious bins, for 
fire hose or accessories, are built-in fore and aft. 

Think how this basic cart (Photo |) adapts easily to special needs: 
(Photo 2) Add a monitor-mounted PW-50 Nozzle, with line 
proportioner. With Aer-O-Foam Liquid in the tank and 150- 
pound pressure from hydrants, you can throw a 4000 GPM 
foam stream as far as 180 feet. You can pump foam steadily 
as long as 10 to 15 minutes. Add a tool box and dry chem- 
ical extinguishers and you're equipped to combat a wider 
range of fires. 
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(Photo 3) If manually operated nozzles are preferred, mount 
two RP-12 Nozzles, connected to suitable line proportioners. 
This same foam cart also serves as a source of foam liquid 
for foam chambers on small storage tanks. 

(Photo 4) Use the tank for water, add a gasoline-powered 
pump, and draw Aero-O-Foam Liquid if needed from 5-gallon 
containers carried in the cart’s storage bins. 

Maybe your situation calls for still another variation . 
including many outside the fire protection field, such as weed 
killing. National Foam’s engineers are ready to help with 
specifications and designs. Send your inquiry today. 


National Foam 
System, inc. 


West Chester, Pa. 
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One man operation 
... an easy reality 


HIMCO 
fiberglass 


LADDERS 


with 








LIGHT WEIGHT 
(25’ EXTENDED 
WEIGHS 60 LBS.) 


GUARANTEED 6 TO 1 
SAFETY FACTOR 


NON-CONDUCTIVE 


AUTOMATIC 
SAFETY LOCK 
ENDS RUN-AWAYS 


P = Piya '2 
ANG 


The members of the executive 
committee of the National Safety 
Council’s Construction Section met 
in Milwaukee, May 18-20, to 
further consolidate the section’s re- 
cent reorganization into five sepa- 
rate divisions. 

The Building Division’s Chair- 
man Fred Deeg (in hard hat), safety 
engineer for the National Associa- 


presides at workshop session amidst 
an array of personal protective 
equipment. The Building Division, 
like the four other divisions—High- 
way, Heavy, Home, and Specialty— 
met in separate sessions. At each of 
the workshops, between 7 and 21 
safety men worked out plans for the 
production of safety materials for 
their particular phase of the huge 


FIRE RETARDANT, 
SELF EXTINGUISHING 


tion of Mutual Casualty Companies, 


construction industry. 





MAINTENANCE FREE 


HERE'S SAFETY 


SPLINTERPROOF 


plus ECONOMY 


for cleaning parts 
that require 
individual 
handling 


SAN RAFAEL, CAL. | | | T 


TIME SAVING 





riser HIMCO crass 
TRADE MARK 











GRAYMILLS 


LEAN-O-MATIC 
PARTS WASHERS 


When faced with cleaning dies, gears, bearings, motor parts, machined 
parts, cavities, blind holes, assemblies and other parts that require indi- 
vidual handling, you can do it better and safer with CLEAN-O-MATIC. 
They have more features and are lower priced! 
@® AUTOMATIC SAFETY COVER with fusible link to reduce fire hazard. 
Self setting with thumb release. Can be operated with one hand from 
front of unit. 
SANITARY—EASY TO CLEAN Solvent filter located above liquid 
level. Replaceable filter cartridge. Removable sludge trays. Tank drain 
@ NO-FATIGUE WORKING HEIGHT. Unit uses cold solvents. Eliminates 
toxic vapors. No heating or rusting. 
@ 3-WAY CLEANING ACTION .. . jet-spray pistol-grip nozzle, 
flow metal flush hose and hydraulic or air agitated soak tanks. 
. . plus many more. Write for complete catalog on 4 low cost models. Also 
safety solvents and safety soak tanks. 


GRAYMILLS CORPORATION / ditto is Sthxsis 


. with a CLEAN-O-MATIC 





CLEAN - O- MATICS 
are built so rugged 

and so dependable, the 
pump and tank carry » 
a 5-year warranty 


SOLD BY LEADING IN- 
DUSTRIAL DISTRIBU- 
TORS .. . FROM COAST 
TO COAST! 


steady 


ALSO ...A FULL LINE OF 
INDUSTRIAL LADDERS 


Write to: HIMCO 
P. O. Box 54, San Rafael, Calif. 


Clean it easier, faster and better. 
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IMPACT PROTECTION! 


Heavy, flaming debris smashing over fire fighters’ heads is among hazards that top the list 
y frequent fire department injuries. 


, = 
ing this, it’s easy to see why our engineers have designed HARDBOILED® fire helmets to —— 
insure maximum impact protection, with minimum impact transmission. Even when exposed 
to temperatures as low as ~ 60°F. or as high as ~ 2,400°F., these tough fiber-glass shells y) 











surpass Federal and State Specifications for head protection. Yet, complete with either INDUSTRIAL SAFETY EQUIPMENT 


POWER-BLOC® or standard suspension, they weigh only 22 ounces. _— 
a 














We can safely say, “Bullard fire helmets are the best impact protection a fireman can use 
Try it and youll see that no fire helmet surpasses Bullard...in comfort, safety and economy.” 


Write for fire department catalog 


Ee. D. BULLARD COMPANY - SAUSALITO, CALIFORNIA = 














oe Sitting on Top of a Blaze 


—From page 62 


inspector. These men were trained 
in all areas of industrial fire fighting 
and fire prevention and took several 
plant tours to familiarize themselves 
with the location and types of fire 
equipment available. 

The marshal and his deputy an- 
alyzed the entire plant layout. They 
coded the plant according to degree 
of fire hazards present at various 
times of the day. From this study 


they estimated manpower needed for 
the brigade, depending on work lo- 
cation and shift time. 

The call for volunteers was then 
published in the plant newspaper 
and posted on all bulletin boards. 
Application forms sought facts on 
applicants’ previous fire experience, 
shift, work area, and general physi- 
cal condition. A deadline date was 
set. In the meantime, Kipley and 
Bowman attended the Seventh An- 
nual Industrial Fire Control Con- 
ference at Purdue University to 





Show this dramatic safety film... free 


all new... 
all-important 


@ Use this forceful public service film as the highlight of 


your program on safety and safety training. In no sense a 


product story, “Safe Exit” is a thought-provoking contribu- 


tion towards arresting our record of more than 30 lives a 


day due to fire and panic. 


Schedule “Safe Exit” for your club, class or meeting now. 


10 minutes... 16mm... black and white... sound... 


no charge ... postage paid both ways. 


408 West Maryland 
Indianapolis 25, Indiana 


Date desired 


VONNEGUT HARDWARE CO., VON DUPRIN DIV. 


Yes, we wish to show the 16 mm, sound, B& W movie, “SAFE EXIT.” 





Type of audience 


Organization 


We understand film is rent-free, postage paid. We 
agree to return film the day following our showing. 


Date 





Authorized by 





Address 





City........ sacha Zone 


State 
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| ‘lt was your wife, your baby, your cigar.’ 


refresh themselves on recent devel- 
opments in training techniques. 

Members of the brigade were se- 
lected from the applications accord- 
ing to shift, work area, and past 
experience—based on the previously 
mentioned study of plant needs. 

Brigade training includes exten- 
sive use of audio-visual aids dealing 
with fire fighting and prevention. 
After the viewing of a motion pic- 
ture or filmstrip, a session is held for 
brigade members to compare what 
they have seen to conditions existing 
in their own work area. 

Practical demonstrations of the 
plant’s fire fighting equipment offers 
each volunteer a chance to extin- 
guish actual A, B, and C fires with 
each type of apparatus he may need 
to use. 

Another important phase of the 
training is familiarization of bri- 
gade members with the plant’s sprin- 
kler system and location of fire ap- 
paratus. This is accomplished on 
tours. At the same time, fire pre- 
vention is stressed by pointing out 
possible fire hazards and malprac- 
tices. Members of the brigade are 
paid for training time. 

The fire marshal and deputy fire 
marshal use firemanship training 
manuals from Ohio and Maryland, 
and the National Fire Protection 
Association’s Industrial Training 
Manual. 

The success of the I-S Fire Brig- 
ade is assured by the complete back- 
ing of management and the enthusi- 
asm of its employee-members. The 
brigade’s motto typifies the spirit of 
its members. 
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On the fireboat “City of Portland’, a Rockwood FOAM system with variable 
automatic proportioning of the fire smothering foam liquid includes Rockwood 
turret nozzle convertors, hose nozzles, applicators and extensions. Pumping 
power supplies a continuous output of 7,000 gpm. Smaller photo shows refuel- 
ing on this boat with Double Strength FOAM liquid through a trough-like 
funnel into a 250 gallon FOAM storage tank. 


en Be 
PRE PVP 


'.ee 


Rockwood helps protect Portland 


Fireboat’s FOAM system pro- 
vides 3600 cubic feet of fire- 
smothering blanket — in 3 
minutes! 

For up-to-the-minute protection 
of the harbor area of Maine’s me- 
tropolis, the fireboat ‘City of Port- 
land’”’ carries a Rockwood FOAM 
system engineered for fast, effective 
fire fighting. 

This Rockwood balanced pressure 
proportioning system incorporates 
all latest mechanical developments, 
including automatic control of 
FOAM liquid injection, variable per- 
centage selection, individual selec- 
tion of FOAM or water discharge 
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and use of nozzles that can discharge 
FOAM, FogFOAM, WaterFOG or 
straight water streams. 

The FOAM metering valves can 
be set for Double Strength (3%) or 
Regular Strength FOAM Liquid 
(6%). System will maintain the de- 
sired percentage automatically, re- 
gardless of pressure or flow varia- 
tions. FOAM tank can be quickly 
refilled for maximum discharge of 


82,000 gallons of expanded FOAM 
per tankful. 

Protective advantages like these 
are typical of Rockwood systems 
and products for fire fighting vessels, 
vehicles or industrial hazards. Tested 
and Listed By Underwriters’ Labo- 
ratories, Inc. For details, write to 
Rockwoop SPRINKLER DIVISION, 
461 Harlow Street, Worcester 5, 
Massachusetts. 


ROCKWOOD SPRINKLER DIVISION 


of The Gomewell Company . 


Engineers Water...to Cut Fire Losses 


Subsidiary of E. W. Bliss Company 


Fock e 


Distributors in all principal cities 
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Somebody lives, because somebody else had a | Microfilmed Maps 
—From page 44 


M I iv U T E M A he riums—showing electrical installa- 


tions and cutoffs, water supply lines, 


RESUSCITATOR ; : and controls as well as potential 
3 “hot spots” to be investigated im- 


mediately in the event of a fire. 
Ultimately, with the inclusion of 
this and other information, it would 
be possible for a company com- 
mander on the scene of a fire, by 
using aperture cards in a hand view- 
er and their two-way radio system, 
actually to direct the step-by-step 
battle against a stubborn blaze right 
_ never know when you'll need a tions of resuscitator, inhalator and from the scene of a fire. 
STEPHENSON MINUTEMAN — today, aspirator. With an extra Midget attach- To date, the system has proved 
tomorrow, next month, Better assume ment it will resuscitate 2 patients and len eaten | ; ’ , ee 
you'll always need it, even though you aspirate a third simultaneously. Pres- its value In many ways. Insurance 
may never use it. Regard it as 28 sures are adjustable from Adult to In- costs are lower in areas in which 
pounds* of prevention, worth tons of fant, with manual override when need- eT ras . . ; z 
regret. ed. Easily regulated to mixtures from the efficiency of the fire department 
Although it is compact, 2412” x 834” x 100% oxygen to 50% oxygen, 50% nitro- has been increased. And by solving 
a oh ee ee ate. the key problem of headquarters 








having total knowledge of all areas 
of the county and of the roads lead- 
ing into them instantly available for 
transmission, the chief's office is 
able to concentrate on more efficient 
use of personnel and equipment. 
Trained dispatchers receiving and 
transmitting calls are much more 
likely to obtain necessary informa- 
tion from excited home owners than 


® 
CARDOX ~ were the local operators or the duty 
Carbon Dioxide firemen, tense at the prospect of 


Fire Extinguishing Systems immediate action. And for the initial 


call, radio and private telephone are 
faster than the previously used com- 
MAXIMUM | mercial telephone—particularly in 
— | cases where a company on the scene 
PROTECTION for each specific hazard condition | is radioing in for additional assist- 
, ance. 
to the maximum-safety standards 
for MAXIMUM established by CARDOX research 
‘4 ~ ” and proven in thousands of 
H OT S POTS installations. No extinguishment 
damage. Fully automatic where 
required, 


mm 


SEND COUPON FOR FULL INFORMATION » | STEPHENSON CORPORATION, Red Bank, New Jersey | 
C) Please send Minuteman Folder G-15 
] Please arrange for demonstration 


NAME 
TITLE 





in Canada—Wilson & Cousins, Toronto cITy 
*That’s all it weighs, with D cylinder 


l 

| 

| 

STREET 7 
J 





NEW HIGH PRESSURE SYSTEMS 


The first PERFORMANCE - EN- 
GINEERED high pressure sys- 
tems for smaller capacity needs 





or particular physical condi- 


LOW PRESSURE SYSTEMS 

Originated, pioneered and perfected by 
Cardox. Centralized Storage in any quan- 
tity of carbon dioxide—from 750 pounds to 
125 tons—for any number of hazards indoors 
or out. Provide unique advantages and 
widest margins of safety with mass appli 
cation at any required rate. Highest form 
of protection for critical, special hazards 


CARDOX prooucts: Carbon DIVISION OF ; 
gg Md. a Fie CARDOX CHEMETRON CORPORATION ‘ushimenhsmmendau 
Dioxide. s ene tn. 840 N. Michigan Avenue, Chicago 11, Illinois 


Dry lee. District offices in Principal Cities 


tions where cylinder-type sys- 
tems offer advantages. Exclu- 
sive constantly energized, con- 
tinuously monitored pneumatic 
control system. Total flooding 
and local application, by any 
means of actuation 
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| SOLVENTS 


CHLOROTHENE NU IS SAFER TWO WAYS! 


Chlorothene® NU, Dow’s newest multi-purpose cold 
cleaner, is expressly designed to serve the best interests 
of both personnel safety and plant operations. 

For safety, Chlorothene NU greatly reduces two solvent 
use problems at once . . . toxicity and fire hazard. Its 
maximum allowable vapor concentration is 500 parts per 
million—comparable to many flammable solvents and 
substantially greater than most chlorinated solvents. 
Chlorothene NU virtually eliminates the fire hazard of 
flammable solvents because it has no fire or flash point as 
measured by standard methods. 

Plant operating people will welcome the exceedingly 
wide range of applications made possible by the advanced 
stabilizer system in Chlorothene NU (specially inhibited 
1,1,1-trichloroethane). This system ‘“‘builds in” exceptional 


stability that assures remarkably low corrosion . . . so low 
that Chlorothene NU is even recommended for cleaning 
aluminum, zinc, and white-metal alloys as well as other 
metals and many non-metallic materials. Chlorothene 
NU cleans by dip, spray, bucket or wipe methods—on the 
production line or for maintenance. 

For operating economy, recovery of Chlorothene NU 
for reuse is easy and practical—often with equipment 
already in the plant. <- 

Your distributor of Dow solvents will provide complete 
information about the safety features of Chlorothene NU 
and explain the specific cold cleaning jobs Chlorothene 
NU can simplify. Give him a call. Or contact your nearest 
Dow sales office. 

THE DOW CHEMICAL COMPANY + MIDLAND, MICHIGAN 


SEE YOUR DISTRIBUTOR OF DOW SOLVENTS—FIRST! 
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Make yourself HEARD 
... Without 
Screaming your lungs out. 


Just speak in a normal voice... 
and let your compact, lightweight, 
“one-piece” Audio HAILER do the 
work! New “TP” (transistor- 
ponered) model projects your wérds 

: like a harpoon—in a command- 
ing “beam”... to anyone within a 
half-mile radius. 


Yet Hailer is completely self-con- 
tained . O external connections 
whatever . . . weighs only 5% lbs. 

.and runs on low-cost standard 
flashlight cells. Coupon below brings 
full details and price list. 


AUDIO HAILER 


The original power 
megaphone, and 
most widely used 
“‘one-piece”’ port- 
able voice system 
on earth. Weath- 
erproof finish in 
two-tone green or 
fire engine red. 





nC 
LY AILER 


transistor -powered 


PORTABLE MEGAPHONE 














AUDIO GUIDER 


(Same as HAILER, 
but with separate 
hand-held micro- 
phone) mounted 
on fily-ladder of 
aerial, provides 
effective low- 
cost communica- 
tions, without 
reels, cables or 
external power 
source. 


ee See ee ae ee Se 
AUDIO EQUIPMENT CO., INC. 
| Port Washington 31, N. Y. 


| 1 Send color brochure and price list, de- 
scribing ‘“TP’’ Audio Hailer. 


i 0) Send details of Aerial SS, 
using Audio Guider on fly-ladder. 


Fire C 

(or seteuy Engineer) 

Dept. (or company) 

St. & No..... 
’ (if any) 








70 





‘Borate Bombers’ Fight 
Forest Fires with Chemicals 


“Borate Bomber” 


MANY government agencies maintain fleets of 


in action (Photo courtesy Los Angeles County Fire Department) 


“borate bombers” 


which fly low over burning vegetation and drop fire-retardant ‘chemicals 
on otherwise inaccessible forest blazes. 


Used as a slurry, 


sodium-calcium borate 


and similar chemicals can 


cover vegetation with a coating that is reported durable and almost 


impervious to flame. 


This technique has proved effective in such areas as the Los Angeles 
woodlands, often plagued by wild fires. 





Suburban Fire Brigade 
—From page 56 


parking lot and fractured her leg. 
The fire brigade assisted the plant 
nurse in splinting the injured leg, 
then rushed her to the hospital. 

The fire fighters are organized 
into two four-man fire fighting 
groups and a four-man first aid and 
salvage team. Six of the men on the 
force have been trained by the fire 
departments in their own commu- 
nities. 

When a fire or accident emer- 
gency occurs on the job, the person- 
nel department or the company 
switchboard sounds the fire siren. 
Fire fighters report immediately to 
their homemade fire rig and rush 
to the scene. 


The Mount Prospect fire depart- 
ment is summoned during plant 
fires, too, but the Bruning brigade 
has not yet needed its services to 
contain a blaze. 

The fire rig assembled by the 
firemen consists of two water ex- 
tinguishers, two lb. carbon di- 
oxide units, one 25-lb. dry chemi- 
cal extinguisher, gas masks, axes, 
stretcher, first aid kits, and other 
fire fighting weapons. Each fighter 
has a fire helmet and a protective 
coat. 

Monthly discussion meetings im- 
prove fire fighting and first aid tech- 
niques. Drills and actual fire situa- 
tions have shown that this dedicated 
group is on the scene in from 40 
seconds to two minutes, depending 
on location of the fire. 

1960 
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] FEEL 
SECURE 
CVE 
RECOMMEND 
EDWARDS 
FIRE = 
DETECTION fam 
SYSTEMS ‘ey 


RECOMMENDING Edwards systems for fire detection is sound judgment. Edwards is the 
recognized manufacturer of signaling equipment for the protection of plants, schools, hospi- 
tals, commercial buildings. No one will question your decision—before or after installation. 


Edwards’ reputation for reliability has been built through over 80 years of painstaking spe- 
cialization in protective signaling. Edwards systems are simple to install—require no extensive 
plant alterations or work stoppages. A variety of systems provide for proper coverage of any 
installation. They are economical and require minimum maintenance. Most important, these 
systems are effective, meeting all requirements for modern, reliable plant protection. 


Call your local Edwards Technical Representative at any of 56 offices throughout the U.S. and 
Canada, or discuss your protection needs with the Edwards’ distributor in your city. They’re 
ready to advise you and help select the best fire detection equipment. While you’re at it, ask 
about other Edwards systems that can contribute to the safety and protection of your plant. 


LEDWARDS 


Specialists in signaling since 1872 
CONTROL * COMMUNICATION ¢ PROTECTION 


FOUR BASIC EDWARDS INDUSTRIAL FIRE DETECTION AND ALARM SYSTEMS: 


1 o Non-Coded Type CCVA— 2. Coded Type SSA—system $3. Coded-Presignal Type 4, Zoned Type AMV AD— 
system sounds all alarm signals sounds coded alarm throughout PSSA—system sounds code of t includ t ti 
continuously when activated plant when manual station or operated manual station or detect with 1 stations 

by either a manual station or automatic detector is activated. automatic detector at key spotted at strategic points. 
automatic detector. ‘“‘Locates” Immediately indicates location locations only (such as safety Detectors are zoned within plant 
fire if annunciator is added. of the fire to fire brigade, director's office). Eliminates and pin-point fire on central 

The annunciator would then give eliminates panic and directs panic and general evacuation in control board when activated. 

a visual indication at a central evacuation through safe areas. event of localized fire. Leaves Operation of any station or 

point as to which station or Ideal where location of fire should decision to sound alarm with detector sounds alarm throughout 


detector had been activated. be known throughout the plant. authorized personnel. plant. Provides excellent 
protection 24 hours a day—even 


when plant is unoccupied. 








All of these Edwards industrial fire alarm systems can be connected to city fire headquarters. 


EDWARDS COMPANY, INC., NORWALK, CONNECTICUT «+ (IN CANADA: EDWARDS OF CANADA, LTD, OWEN SOUND, ONTARIO) 
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QUICK-LIKE 


ARE YOU KEEPING UP with the pace these days? 

We have instant coffee, tea and mashed potatoes—instant pep 
pills and tranquilizers—appetite killers and builders. 

We get instant TV and radio reception with commercials full of 
instant soft-soap and baloney. Quiz shows give us instant snow-jobs. 

Credit cards put us in instant debt. People on the street give us 
instant advice or snobbery. On the road we get instant discourtesy, 
bravado and foolishness. This helps cause instant traffic jams and 
instant aggravation. 

The stores are full of materials, gadgets and devices to give girls 
instant sex appeal. Instant sin isn’t hard to come by in many 
varieties. 

At home we can get instant subjugation, rebuke, sarcasm and 
mistrust from the spouse. The kids toss in instant disrespect and 
disobedience. 

The boss specializes in instant criticism and reprimands. The In- 
ternal Revenue Service subjects us to instant income tax withholding. 

We don’t have an instant to give instructions or follow instruc- 
tions, but we have an instant to do it over or clean up the mess. 

If it can’t be done in an instant, who needs it? Yet, sometimes in 
our haste we challenge instant oblivion and sometimes create instant 
widows, orphans, welfare and mental cases. 

Periodically reflect an instant on your actions, because the miseries 
last a lot longer. 

ROBERT D. GIDEL 














VENTILATING HEATER 


@ Safe fresh air blown into 
manhole at all times. 


Fresh Air... heated % Soo ean 267 porns, m times. 
p 7 © Elimi ; 
fresh air in one 3 4°98) pa ee 
rtable unit! @ 10’ L.P.G. hose standard accidents. 
an Order through your favorite distributor. 
WRITE FOR ILLUSTRATED BROCHURE SHOWING ALL MoPeCo MODELS. 
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Newscaster Device 
Promotes Safety 

A moving, illuminated message 
sender, much like the blinking-light 
news board which flashes important 
events to Times Square strollers in 
New York City, is being tried as 
an employee safety device. 

Schmidt’s of Philadelphia has in- 
stalled two new machines, one in 
its bottling department and the 
other in the keg department. A pre- 
taped message is flashed at intervals 


Moving, illuminated messages admonish 
the worker to follow proper safety rules. 


across a highly visible screen. The 
message admonishes employees to 
heed specific safety precautions. 

Twenty-five tapes, with up to 115 
letters each, have been prepared. 
The firm is currently using six tapes. 
They are changed every week. 

The messages are so located that 
many times during the work day 
every employee in each of the de- 
partments exposed must “get the 
message.” 

In the bottle shop, steadily mov- 
ing lights spell out the message: 
“Try To Be Wise, Protect Your 
Eyes.” Or it observes: “A Walk in 
the Park .. . Is No Fun in the Dark,” 
“Wear Your Glasses . . . Don’t Take 
Chances.” 


“‘Don‘t spoil it by telling me the ending.” 
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Every working part is SAFE 


in Sop YR DRY CHEMICAL 


— 
{ SAFE... 








LOCKING LEVER... : i 
provides positive seal of 5. *** VALVE ASSEMBLY 
remaining pressure ; made to U. S. Coast Guard speci- 
against shock and vibra- ‘ fications. Forged of solid brass, 
tion . . . permits inter- *. ‘ chrome plated to Mil. Spec. QON 
mittent use for emer- oy ©2901 Class |, Type |. 


\ a al 





L gency. 








SAFE... 


PRESSURE GAUGE—all brass 
. heavy-duty glass crystal 


SAFE ..+ HOSE. : » D ae absolutely waterproof... 
’ protected by gauge guard. 





low temperature type 
65 degrees below zero 
..800 Ib. min. burst test. 











SAFE... 

PRESSURE RELIEF — 

if unit is exposed to exces- 
sive heat (275° F or more) 
Fusible Plug will safely 
release pressure. 





SAFE... 

ICC CYLINDER—Rugged, 
crushproof, dependable . . . 
seamless steel one piece 
construction .. . high pres- 
sure tested for maximum 
safety, Min. burst 2100 psi. 


SAFETY FIRST PRODUCTS CORPORATION, ELMSFORD, NEW YORK 
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Calendar Contest 
For April 


Mrs. Max N. Croasmun of Pitts- 
burgh Stage, Inc., Pittsburgh, Pa., 
won the $100 first prize in the Nation- 
al Safety Council’s Safety Limerick 
contest with this line: 

“And his friends call him 
‘AMATEUR (K)night’!” 

The contest appears monthly on 
the back pages of the Council's calen- 
dar. The theme for April contest was 
“Guard Against Hazards.” 

Second prize of $50 went to Joseph 
C. Schafer, Standard Oil Co. (Ind.), 


Whiting, Ind. His entry was: 

“That he planned to fix some other 
night.” 

George Gambler, P. B. & N. E., 
Bethlehem Stee] Co., Bethlehem, Pa., 
won third prize of $25 for this line: 

“Step by step, make your home a 
safe site.” 

The 30 winners of $5 prizes are: 

J. A. Weaver, E. I. duPont de 
Nemours & Co., Inc., Baltimore, 
Md. 

Urban A. Bowen, American Air 
Filter Co., Louisville, Ky. 

Floyd E. Rider, Tropical Farms, 
Lake Placid, Fla. 
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Demonstration of new, Safety, MARLAN 


EMERGENCY FIRE ESCAPE 


Marryatt, Lane & Company, Inc., designers and manufacturers 
of Escape Ladders for the Marine Industry for more than 20 
years, are pleased to announce a new EMERGENCY FIRE 
ESCAPE for schools, institutions and multi-story buildings. 


The MARLAN EMERGENCY FIRE ESCAPE has been 
thoroughly tested in fire drills in Public Schools, and has re- 
ceived enthusiastic acceptance by School officials and all 
persons concerned with the safety of children. It provides a 
safe and efficient outside-the-building escape from any build- 
ing when usable corridors become smoke filled death traps. 


These units require no maintenance, are easy 
to install, and are low in initial cost. 


Write TODAY for illustrated Brochure. 
Exclusive Distributorships available for qualified representatives. 
Write or wire today for complete information. 


MARRYATT, LANE AND COMPANY, INC. 


248 Main Street 


Fort Lee, New Jersey 





FIRE FIGHTING! 


And SAFETY EQUIPMENT 
SEND FOR YOUR FREE COPY 


90 Pages Catalog M-300 


THE FINEST, MOST COMPLETE CATALOG 


HALPRIN SUPPLY CO. 


1355 South Flower St., Los Angeles 15, Calif. 
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Glenn L. Hall, Kentucky Electric 
Corp., Madison, Ind. 

Chester Coleman, Minneapolis- 
Honeywell, Hieland Div., Denver, 
Colo. 

Harry E. Cline, U. S. Post Office, 
West Union, W. Va. 

E. W. Keller, Illinois Power Co., 
Belleville, Ill. 

George Hubert, Atlas Powder Co., 
Atlas, Mo. 

W. A. Puckett, Jr., Kaiser Steel 
Corp., Fontana, Calif. 

Miss Norene M. Olson, Minnesota 
Department of Education, St. Paul, 
Minn. 

Thomas Pyle, The Atlantic Refining 
Co., Philadelphia, Pa. 

Mrs. G. M. Guttero (Individual 
Member), Manhattan Beach, Calif. 

Mrs. N. C. Cross, The Murray Co., 
Dallas, Tex. 

Mrs. Arthur Schumacher, Inland 
Manufacturing Co., Dayton, Ohio. 

Mrs. F. A. Iseman, Pittsburgh Plate 
Glass Co., Creighton, Pa. 

Miss Dorothy Silverthorne 
vidual Member), Wichita, Kan. 

David B. Renegar, The Chemstrand 
Corporation, Decatur, Ala. 

Mrs. J. W. Choquette (Individual 
Member), Pawtucket, R. I. 

E. S. Chamberlin, Knerr Insurance 
Agency, Dayton, Ohio. 

Keith S. Baker, Sealright-Oswego 
Falls Corp., Fulton, N. Y. 
C. W. Schulmeyer 
Member), Frankfort. Ind. 
Mrs. Flossie Coliett 
Member), Spokane, Wash. 

Miss Dorothy Rushton (Individual 
Member), Long Beach, Calif. 

William F. Roeschel, New Jersey 
State Div. of Veterans’ Services, 
Westville, N. J. 

Verne W. Ensle, Missouri ay 


(Indi- 


(Individual 


(Individual 


R. R., Osawatomie, Kan. 
Earl Brandenberg, The 
Co., Cincinnati, Ohio. 
Mrs. James W. Boyatt, Hughes Air- 
craft Co., Fullerton, Calif. 
Mrs. Donald Tierney 
Member), Janesville, Wis. 
Jesse H. Long, TVA—Construction 
Dept., Wilson Dam, Ala. 
Clyde Campbell, E. I. duPont de 
Nemours & Co., Inc., Victoria, Tex. 


Forma 


(Individual 
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At Pennsylvania Power and Light Company, Sunbury, Pa., this 
steam generator is protected by an automatic Grinnell Protecto- 
Spray system in the event of outside fires and by a Dry Chemical 
system inside the casing. 


At the RCAF supply depot at Namao, Alberta, this infrared drying 
oven is protected by a Dry Chemical system engineered by Grinnell 
to protect against possible fire resulting from ignition of flammable 
vapor mixtures. 


At Canadian Vegetable Oil Processing Ltd., Hamilton, Ontario, 
Grinnell ProtectoSpray safeguards upper structure of this hexane 
solvent extraction unit, while a ProtectoFoam system guards the 
lower section. 


At Dresser Industries, Inc., Dallas, Texas, hot metal temporarily 
ignites resulting vapors as metal is being submerged. if fire 
should get out of control, a Grinnell-installed Carbon Dioxide sys- 
tem is on guard to extinguish it quickly. 


You can rely on Grinnell for the right protection 
against destruction by fire! 


Grinnell has had 90 years experience in devising 
fire protection systems for all kinds of fire hazards 
— systems which can be relied on to protect the 
continuity of your business and to safeguard your 
dollar investment. Grinnell offers you quality-con- 
trolled manufacturing, layouts by experienced 
engineers, and installations by skilled crews. Let 


Grinnell engineers help you select the right system. 
16 mm. Sound-Color Film—Get up to date on fire 
with Grinnell’s 35-minute film — “Fire Protection 
Through Research.” Both typical and unusual fire 
hazards are described and demonstrated. To bor- 
row this film, without charge, write — Grinnell 
Company, Providence 1, Rhode Island. 


GRINNELL 


FIRE PROTECTION SYSTEMS SINCE 1870 
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Before you plan another building . . 


Send for this free booklet and 
get all the facts about 


Armstrong Acoustical Fire Guard ceilings 





This coupon could 
help save you many 
thousands of dollars 








Armstrong Cork Company 
4201 Roselle Street, Lancaster, Penna, 


Dear Sirs: Please send me your free 12-page illustrated 
color booklet on Armstrong Acoustical Fire Guard ceilings. 


Name Title 





Street Address 





City Zone a 





Type of Building_ 
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- a totally new method of installing ceil- 
ings that offer rated fire protection at 
substantially lower cost 


Ao Acoustical Fire Guard is the most im- 
portant development in the ceiling industry in 
many years. 

Armstrong Acoustical Fire Guard is the first and 
only acoustical ceiling tile that gives Underwriters’ 
Laboratories rated fire protection to structural steel 
members. 


The booklet will show you: 

1. How to eliminate costly old-fashioned fire-proofing 
methods. 

2. How to reduce construction costs by as much as 10¢ 
to 30¢ per square foot. 

3. How to shorten construction time by as much as 
three to six weeks. 

4. How to save money on insurance year after year. 

5. How to get a superior acoustical ceiling in three at- 
tractive designs. 


(Aymstrong 
ACOUSTICAL CEILINGS 


1860-1960 Beginning our second century of progress 
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PERSONALS 


News of people in safety 


and related activities 





JANE S. WER, staff nurse and 
staff representative of the Occupa- 
tional Health Nursing Section, re- 
tired May 31 after almost 23 years 
of service to the National Safety 
Council. 

Miss Weir was born in Scotland 
and received her professional train- 
ing there. She served as a nurse 
with the British Army in France 
in World War I, then as a public 
health nurse until she came to the 
United States on a vacation in 
1926. She liked the U.S. so well 
she decided to stay, and took a 
position on the staff at St. Luke’s 
Hospital, Chicago. In 1937 she 
joined the staff of the National 
Safety Council to care for the health 
of its employees—about 100 at the 
time. 


i ate 


Miss Weir’s work with the Occu- 
pational Health Nursing Section, 
which she helped organize, has 
made her widely known throughout 
the nursing profession. 

DEBRA GLOVER has assumed the 
duties of staff nurse and staff rep- 
resentative of the Occupational 
Health Nursing Section. 


Miss Weir, wearing an or- 
chid presented by fellow 
NSC staff members on 
her last day on the job, 
poses with Mrs. Glover. 


After attending Simmons Col- 
lege in Boston, Mrs. Glover re- 
ceived her professional training at 
Mt. Sinai Hospital, Chicago. Upon 
completing her nurse’s training, she 
was awarded a scholarship for scho- 
lastic achievement. 

For four years, Mrs. Glover was 
director of nursing for the Com- 


when every 
second 
counts... 


Ambuw 


rescue breathing equipment 
Supplies 
life-saving air 


immediately ! 


Amsu—easy to operate, squeezes life-saving air into 
victim’s lungs immediately. 


To clear the air- 
ways, the AmsBu 
pump starts suc- 
tion with your first 
step on the bellows. 


In your shop, plant or anywhere 

an accident happens, and breathing stops, 
the lightweight, rugged AMBU 

rescue breathing equipment is 

Write Air-Shields, Inc., Hatboro, Pa., 
or telephone collect OSborne 5-5200. 


/ AIR-SHIELDS, INC f @ 
Hatboro, Pa. 


e ready for instant use 

e effective, easy to use 

e not dependent on electricity or oxygen 
e accepted by the medical profession 








*Trademark 
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iE AT BASE 
__KEEP ERECT 


MICAL FIRE exringuistes 


2%-lb. 5-Ib. 
Pressurized Pressurized 
py Chemical Dry Chemical 


Kiddeé‘dry chemicals 
kill more fire faster! 


Granted top rating by Underwriters’ Laboratories, these two new 
Kidde dry chemical extinguishers pack the extra punch you need to 
knock out stubborn blazes. These 2%2- and 5-pound Kidde units put 
out as much fire as eight and sixteen one-quart carbon tetrachloride 
portables respectively. They are perfectly balanced for fast action, 
are light in weight, easy to operate even while wearing gloves. And 
— no pin to remove, no valves to turn, no inverting or bumping 
needed. Just aim at fire and press the lever! Pressurized, they can 
be easily and quickly recharged with air or nitrogen. No pressure 
cartridge needed. Write for more information on these new Kidde 
extinguishers — easiest-to-operate of all dry chemical portables, 


Industrial and Marine Division 


Walter Kidde & Company, Inc., 
® 745 Main St., Belleville 9, N. J. 


Walter Kidde & Company of Canada Ltd. 
Montreal— Toronto— Vancouver 
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munity Hospital in Evanston, IIl. 
In this capacity she organized and 
supervised the nursing services. In 
addition, she set up and supervised 
an employee health program which 
included physical examinations. 

Before that, for five years, Mrs. 
Glover was with Mt. Sinai Hos- 
pital, progressing from general duty 
nurse to head nurse. As head nurse, 
she set up and supervised various 
clinics, assisted in examinations and 
helped teach outpatients preventive 
medical care. 

Mrs. Glover is active in the 
American Nurses Association and 
is president of her alumnae asso- 
ciation, a post she has held for the 
past three years. 


J. S. CHAPMAN has been ap- 
pointed assistant chief.safety engi- 
neer for Armco Steel Corporation, 
Middletown, Ohio. Since 1948 he 
has been assistant to manager, 
Armco Division coal mines, Mont- 
coal, W. Va. 

Mr. Chapman joined Armco in 
1937 after attending West Virginia 
Business College and Morris Har- 
vey College. He first served as 
tipple foreman for the Armco mines 
at Nellis, W. Va. In 1939 he became 
an analyst in mine operations. 

He joined the Armco coal sales 
department in Charleston, W. Va., 
in 1943 and returned to the coal 
mines in 1946 as supervisor of 
personal relations. Mr. Chapman 
was named assistant to manager in 
1948. 





OBITUARY 





M. GENEVIEVE REECE 


Miss M. GENEVIEVE REECE, 
manager and treasurer of Reece 
Wooden Sole Shoe Company, Co- 
lumbus, Neb., died May 3 after an 
illness of several months. 

Miss Reece had been associated 
with the company since 1919 and 
remained active in its operation un- 
til her retirement two years ago. She 
and her sister, Miss A. DOROTHEA 
REECE, who continues as president 
of the company, have been widely 
known in the industrial safety field. 
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Custodial College 


—From page 27 


manufacturers of equipment and 
supplies conduct courses in mainte- 
nance, and others have representa- 
tives instruct customers in the use 
of their products. Manufacturers 
have also published much helpful 
material on sanitation management. 

In the following paragraphs the 
methods employed by four compa- 
nies are described. 


The Bell System 


In addition to the natural desire 
to maintain attractive and hygienic 
conditions for the public and em- 
ployees, a telephone company has 
another incentive for maintaining 
the strictest cleanliness. The high- 
ways of speech require a_ vast 
amount of intricate and delicate 
switchboard and dial transmission 
equipment which must be kept free 
from dust. 

To maintain necessary standards, 
building service employees receive 
intensive training in maintenance 
methods in their orientation classes. 
After new employees have been in- 
formed of the duties and privileges 
which go with their jobs, instruc- 
tion proceeds to the details of build- 
ing service operation. 

In planning training courses, the 
various operating companies draw 
on the accumulated experience of 
American Telephone and Telegraph 
through Bell System Practices and 
specifications for equipment and 
supplies. Each unit, however. de- 
velops certain procedures to fit local 
conditions. Methods described here 
are those of the Chicago Area of 
Illinois Bell Telephone Company. 

Scope of training. Operations in- 
cluded in the training for building 
service crafts include: 

Dusting 

Sweeping 

Floor mopping and scrubbing 
. Waxing and dressing floors 
Servicing washrooms 

Fire prevention and safety 
Miscellaneous—Ash trays, rugs, 
waste baskets, smoke _ urns, 
drinking fountains, store sup- 
plies, spot cleaning walls, care 
of equipment 

Classroom equipment. Lectures 
with visual aids and actual demon- 
strations of methods are used in the 
training classes. The aids include a 
16-mm. motion picture projector, 


SAM Rh WN 
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New, tougher reflective 
fabric wears longer, 
reduces your costs 


Greatly improved reflective-pro- 
tective garments made of new 
*‘Scotch-Shield’’ Aluminized 
Fabric wear two to three times 
longer. They outlast garments 
made with the original ‘‘Scotch+ 
Shield” fabric which first intro- 
duced a new concept in heat 
shielding to industry. Longer gar- 
ment wear means fewer replace- 
ments, lower cost for really effec- 
tive safety garments: hoods, 
jackets, coats, coveralls, aprons, 
sleeves, gloves, leggings and 
complete suits! 

Greater durability combined 
with exceptional heat reflective, 
spatter resistant performance of 
new ‘‘ScotchsShield’’ Fabric 
keeps hot spot workers cool, safe. 
They can move easily and com- 
fortably even when exposed to 
intense radiant heat — do their 
jobs better, faster with substan- 
tial savings for industry. 


At work 
SAFELY 
in a hot 
|) ee 


Proof 
of new durability: 


This millworker’s test apron has 
alternate sections of new ype 75 
Fabric and older Type 71. 
It was used on the job—subjected 
to extreme heat and wear for 4 
weeks. Note how the Type 75 
Fabric surface has retained its 
reflective surface and resisted 
fabric breakdown. 


SCOTCH-SHIELD 


ALUMINIZED FABRIC 


—Mimnesora [imine ano )/fanuracturine company 
. «+ WHERE RESEARCH IS THE KEY TO TOMORROW 


Minnesota Mining and Manufacturing Company, Dept. RBY-70, St. Paul 6, Minnesota 
Please send me complete information and free samples of new “‘Scotch+ Shield” 


Aluminized Fabric. 


Name 


Title 








Firm 








Address 


Zone__ State 
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TO GIVE YOUA 


new 
on safety! 


ampco'l2 
CHANNELOCK 
FORGED 
PLIERS 


«124 new Ampco 
Safety Tool 


Big brother to the popular Ampco 
9%” grooved-joint pliers. Five po- 
sitions provide non-slip, parallel 
openings up to 2%”. 


Like all Ampco Safety Tools, these 
new pliers are spark-resistant, 
non-magnetic, and non-corrosive. 
They are especially suited for 
marine, aircraft, general industrial, 
and automotive service. 


Ampco 12” Channelock Pliers are 
part of the industry’s most com- 
plete line of safety tools. There are 
more than 400 types and sizes ap- 
proved by Factory Mutual Lab- 
oratories for use in hazardous 
locations. Meet MIL specifications. 


AMPCO METAL, INC. pes: 2086, MILWAUKEE 1. WIS. 


Catalog ST-10 tells 
which Ampco Safety 
Tools to choose for 
your particular re- 
quirements. Write for 
free copy today. 


West Coast plant: Burbank, California * Southwest plant: Garland (Dallas County), Texas 


in Canada: Safety Supply Co., Toronto, Ontario 


80 
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an overhead projector using trans- 
parencies, and a projector screen. 
Two films have been prepared for 
training—Dusting and Modern Dust- 
less Sweeping. 

Tools used in demonstrating 
cleaning methods include: 

For dusting: Dust cloths, treated 
and plain; twin-compartment pail; 
radiator brush, and rubber bands. 

For sweeping: Swivel-head sweep- 
ing tool; lobby dust pan and brush; 
sweeping cloths (treated); hair 
floor brush; Palmyra floor brush; 
dustpan and counter brush, and 14- 
qt. pail. 

After a short introductory talk 
on the importance of cleanliness and 
the methods of dusting, a film on 
dusting is shown. This is followed 
by questions and demonstration of 
equipment and _ techniques, with 
plenty of opportunity for trainees to 
practice. The film on Dusting is 
shown again and tied in with the 
next subject—sweeping. 

Progress in sweeping methods is 
presented briefly in the film, Mod- 
ern Dustless Sweeping. When dial 
switching came into use, something 
better than hair brooms had to be 
developed. These stirred up con- 
siderable dust, which caused trouble 
in the delicate relays that are the 
heart of telephone switching equip- 
ment. Draping a damp cloth over 
a hair broom helped keep down 
dust, but the tool was clumsy. 

Treated cloths were the next de- 
velopment and are used at present 
with a bristle-haired, flat-headed 
broom fastened to the handle by a 
swivel-type universal joint for ma- 
neuverability. A disposable treated 


| cloth with a foam rubber head in 


place of bristles is being tested for 
use in dial equipment rooms. 
A twin-compartment pail is used 


| to carry clean and soiled cloths. 


The film illustrates the techniques 


of treated cloth sweeping and how 


to do the work efficiently with a 
minimum of exertion. 

General sweeping, in locations 
where dustless sweeping is not prac- 
ticable, is of four types: 

1. Light sweeping 

2. Heavy sweeping 

3. Stairway sweeping 

4. Pickup sweeping 

For light sweeping, a floorbrush 
with soft hair bristlkes—16 or 30 in. 
size—is used for smooth floors. For 
rough floor areas, such as sidewalks 
and driveways, there is the Palmyra 
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floor brush which has an outer edge 
of fine hair bristles and inner rows 
of palmyra or stiff fiber bristles. 
These are used in 18, 24, or 30-in. 
sizes. 

Sweeping compounds are used on 
concrete floors in garages and floor 
areas where it is necessary to keep 
down dust. Oil absorbents are ap- 
plied to absorb oil drippings on ga- 
rage floors. Care of equipment is 
stressed in instruction. 

Servicing waste baskets, ash trays, 
and smoking urns is part of the 
maintenance force’s duties. In emp- 
tying wastebaskets, leather gloves 
are worn. Employees are taught to 
observe the contents carefully and 
pick out bottles, broken glass, and 
other potential sources of hand inju- 
ries. 

Vacuum cleaners are used for 
cleaning the key shelves and exterior 
of switchboards. A small portable 
cleaner is used for this work, and all 
accessories are of nonconducting 
plastic. 

Floor maint>nance. In addition to 
sweeping, floors require such peri- 
odic treatments as damp mopping, 
wet mopping, spot scrubbing anc 
over-all scrubbing, plus finishing 
with a coating of an appropriate 
floor protective material. The ma- 
terial depends on the use made of 
the area and the type of floor cov- 
ering. 

Flooring materials used on Bell 
Svstem property include asphalt tile, 
linoleum, rubber tile, concrete 
(painted and unpainted), marble, 
terrazzo, and ceramic tile. On some 
newer installations vinyl asbestos 
tile is being used. Correct methods 
for treating all types of flooring un- 
der various conditions are part of 
the training. 

Classroom materials include: 
pails, mopping tank, wringer, mops, 
deck scrub brushes, electric floor 
machines, squeegee, pickup pan, 
putty knife, cloths, warm water, de- 
tergent, scouring powder. 

Floor machines are used for over- 
all scrubbing where there are large 
areas to be cleaned. They are partic- 
ularly effective where old wax or 
anti-slip finish must be stripped 
from the floor before a new coat is 
applied 

Immediately after waxing, warn- 
ing signs are put up and left for 
three days. This may seem like a 
refinement of caution, but it helps 
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The proven method of complete controlled 
ventilating and smoke elimination is Super 
Vac. Fire Department use throughout the 
U.S.A. and many foreign countries is conclu- 
sive proof that Super Vac smoke ejectors do 
the job —do it right —do it in time. Super 
Vac smoke ejectors rid area of smoke and fumes 
by powerful vacuum action as well as reduce dangers 
of combustion and asphyxiation by forcing a tremendous 
blast of fresh air into the smoke congested area. Compare these 
advantages. 
a Unique patented perfect spiral air screw — does 
not chop air like ordinary fans. 
¥ No dead spots — creates suction over entire face of housing. 


e Prolonged motor life — blade forces air over motor surface to reduce 
motor heat. 


e Now four sizes — 12” - 16” - 20” - 24”. 

> AC or DC, regular or explosion-proof motors. 

» Running board mounts and hangar unit available. 

~ Choice of red, white, or metallic green baked enamel finish. 


Read the industry standard — our Operational Booklet 


No. 58, written to firemen by firemen. Contact 
your fire equipment dealer or write us. 


SUPER VACUUM MANUFACTURING COMPANY, INC. 


319% East 17TH AVE... DENVER 3. COLO. * TABOR S-4577 
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"If we had had Exide Ughteverd 


we would have saved many times the cost —by preventing losses 
from pilferage, damage and injuries in this single power failure.” 


Don’t let it happen to you. Install Exide Lightguard.* 
Plug into regular outlet—it goes on automatically when 
lights go out. Built-in automatic charger. Batteries last for 
years. Choice of several models. Be protected against 
panic, theft, damage, personal injuries. For full details, 
write Exide Industrial Division, The Electric Storage 
Battery Company, Philadelphia 20, Pa. 

*Reg. TM Electric Storage Battery Co. 
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Convenient, Clean, 
Accessible! 


Junkin 
STRETCHER CASE & KIT 


Junkin Stretcher cases provide a 
compact convenient place for storing 
the army type stretcher, blanket 

and first aid equipment. Protects from 
dirt and grime — saves valuable 
space. Available as kit or case only. 


JUNKIN 
SPLINT- 
TYPE 
STRETCHER 


Rigid construction. Patients may be carried 
vertically or horizontally, greatly reducing 
danger of moving from inaccessible loca- 
tions. Canvas web-straps at chest, ab- 
domen, thigh and calf, hold patient securely. 
Send for descriptive literature. 


Canadian Distributor: Levitt Safety Lid., Toronto 
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to keep employees alert to slipping 
hazards. 

Mops must be wrung out in the 
wringer, never by hand, because 
pins and other sharp objects might 
cause hand injuries. 

Washroom maintenance. The im- 
portance of this phase of sanitation 
is stressed in the training, from the 
standpoint of appearance, hygiene, 
and public and employee relations. 

Instruction starts with a brief 
summary of the history of sanitation 
and cleanliness, followed by discus- 
sion and practice of cleaning meth- 
ods. 

Rubber gloves are worn to pro- 
tect the hands against injury, infec- 
tion, and the action of detergents 
on the skin. 

Emphasized in all training classes 
is the Bell System motto: 

No job is so important and no 
service is so urgent that we cannot 
take time to work safely. 


National Biscuit Company 

Each plant has a sanitation de- 
partment, with supervision directly 
responsible to the plant manager. 
Guidance and inspection, technical 
and otherwise, is received from the 
General Office Sanitation Depart- 
ment in New York. 

About every two years the top 
sanitation supervision of each plant 
attends a Nabisco Sanitation Confer- 
ence in which many of the problems 
and practices of industrial sanita- 
tion are studied. 

For student foremen in training 
for sanitation supervision, the com- 
pany has a prescribed training course 
taking about six months, which ap- 
plies also to other departments. 

The specific training of individual 
employees in sanitation is a respon- 
sibility of plant supervision. This 
instruction is not formalized and 
training aids for this particular work 
have been found difficult to obtain. 
However, the company makes use 
of various publications and stand- 
ards manuals on work scheduling 
and has developed its own system of 
determining comparative rates of 
performance for routine sanitation 
functions and tasks. 


The Port of New York 
Authority 

The primary responsibilities of 
sanitation supervision, as established 


National Safety News, July, 1960 





by The Authority, are: (1) to train 
the worker in standard methods (2) 
to follow up and see that the work- FOR THE BEST IN 


load, as allocated, has been met. 
This concept of supervision pre- F R F M R 0) T 7 é 0) Ny 
sumes that management has pro- 


vided the supervisor with a program 


made up of engineered work rou- 
tines based on standard methods 


and labor allocation. Divorced of 
standard-setting and program-mak- FROMMELT’ S 
ing responsibilities, which are often 
mistakenly imposed by manage- SHIELDS - SCREENS - BLANKETS 
ment, supervision, if adequate, can 
discharge its primary responsibili- 
ties of training and follow-up. 

“Learning by doing” is the fa- 
vored method of training workers in 
standard methods under on-the-job 
direction of the sanitation supervi- 
sor. In this procedure, the services 
of an experienced employee are used 
in demonstrating the easiest and 
most efficient way of operation. 

The trainee then performs the 
work under the direction of the su- 
pervisor who explains the purposes 
of the tools and materials used and 
offers constructive criticism of the 
trainee’s movements. Essentially, 
the procedure is the same as in in- 
struction in any operation where 
manual dexterity is a factor. erm eeeceeeese me ssseusssecesie 

Formalized group instruction is ' 
helpful under certain circumstances, 
such as the introduction of new 
equipment and materials or a change 
in methods. Explanation and train- 
ing can be started on a group basis 
and progress to more thorough indi- 
vidualized instruction which is re- 
served for the on-the-job relationship 
between supervisor and operator. 

Faulty work methods are brought 
discreetly to the staff in brief group 
meetings at the beginning of the 
work shift. Cartoons and posters 
showing the do’s and don’ts of sani- 
tation are displayed on bulletin 
boards. 

Examinations for candidates to 
fill supervisory vacancies have been 
found effective aids in instruction of 
the cleaning staff. Dates for exami- 
nations are posted on _ bulletin 
boards. Staff members are invited 
to participate and study material is 
made available. 

Three procedures are used in The 
Authority’s approval process for 
equipment and materials. These are: 

1. Written laboratory specifications 

for protective and screening pur- 
poses exclusively. 

2. Performance tests. 


PORTO-SCREEN 


THE ALL-PURPOSE SELF- 
STANDING FLOOR SCREEN 
OF A HUNDRED USES... 


Floor level protection for 
welding, fire Protection, 
windbreaks, or as inexpen- 
sive, flexible room dividers. 
Available in UL Approved 
Duck, Weld-Tex Glass Cloth, 
or Fay-Foil Aluminized As- 
bestos Cloth, in 3, 4 or more 
sections. 





NOW IN 
ECONOMICAL KITS 


c lete kit includes fabric 
and hardware ready to in- 
stall on your own pipe or 
tubing. Assembles in min- 
utes with Allen wrench. 
Folds compactly for storage. 











SPA-FLA 


SELF-STANDING SCREEN 
THAT “FORMS AROUND 
THE JOB"... 


The ever-popular SPA-FLA 
with its galvanized wire in- 
sert gives floor level protec- 
tion, rolls compactly for 
storage. New UL Approved 
Tuf-Tex vinyl-coated cloth 
is fire, water miidew-re- 
sistant. 


PROTECTIVE 
GARMENTS. 


CURTAINS, 
BLANKETS 


Select from Frommeit’s com- 
plete line of Protective Gar- 
ments, Curtains, Blankets 
for every application. These 
famous products are now 
available in new RAY-FOIL 
glass base foil cloth for 
greater heat protection, long- 
er life, lower maintenance. 
Write for details, prices! 
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3. Reference research for evalua- 
tion of new products. 


Hillyard Chemical Co. 

At the headquarters of Hillyard 
Chemical Company at St. Joseph, 
Mo., the training room contains the 
essential equipment for training su- 
pervisors and teachers of industrial 
sanitation methods. Classroom ma- 
terials include electric floor ma- 
chines, vacuum cleaners, hand clean- 
ing tools, samples of principal types 








of flooring, detergents and floor 
finishes. 

First step in the training of the 
“maintaineer” is a discussion of the 
various types of flooring and their 
care. With asphalt tile, for instance, 
it is emphasized that oils and or- 
ganic solvents can injure the floor. 

Whether it’s vinyl, rubber tile, 
cork, magnesite, ceramic tile, or 
wood, each material must be thor- 
oughly understood to provide a basis 
for training in treatment methods. 


Washington Ambulance COT!! 


Now you can get an ambulance cot that 
is REALLY LOW — only 8% inches high 
— the perfect answer for cars that have 
less head room, and for overhanging 
stretchers. The new Washington model 
21-L is of special value for heart cases, 
and other patients who must be kept in a 
sitting position. Washington's famous top- 
quality craftsmanship is apparent through- 


ADJUSTABLE-BACK 
EMERGENCY STRETCHER 
MODEL 9AB 

Four adjustable positions on 
back rest, folds to only 4% 
inches high! One of Wash- 
ington's complete line of 
folding emergency stretchers 
for every need, in every 
Price range. 


we 
NEW PUSH-TYPE 


COT FASTENER 
MODEL 3A 


out this new model cot with such features 
as sturdy, rigid construction . . . highly 
polished aluminum tubing and castings 

. very lightweight yet strong. . . trig- 
ger release side rails . . . adjustable back 
rest with nine-position squeeze-lock ad- 
justment. It always pays to choose Wash- 
ington for the newest and best in all 
emergency room or vehicle requirements. 


This new and improved cot fastener 
holds cots securely in station wagons 
and other types of emergency vehicles. 
Washington mokes four other models of 
cot fasteners, to meet every need for 
any kind of vehicle. Tell us the make 
and model of your vehicle, and we'll 
recommend svitable fasteners. 


See your jobber or write for FREE catalog! 


Washington Products Co. 


WASHINGTON COURT HOUSE, OHIO ) 


Circle Item No. 50—Reader Service Card 


After each type of material has been 
studied, four basic points of floor 
treatment are covered: cleaning, 
scaling, surface treatment, and main- 
tenance. Because each type is dif- 
ferent in its physical makeup, spe- 
cialized products have been devel- 
oped for the various materials. 

Tools and maintenance proce- 
dures are extremely important. The 
manner in which equipment is used 
and cared for can mean the differ- 
ence between an outstanding exam- 
ple of floor maintenance and a slop- 
py job. The instructor must impress 
trainces with the right methods to 
prevent their forming bad work 
habits. 

The care of this equipment, 
whether it’s a mop, an applicator, 
or an electric floor machine, is as 
important as any other step in sani- 
tation maintenance. Use of clean 
tools and equipment is the first step 
in any maintenance program. Clean- 
liness is emphasized as the first work 
habit to be established. 

Slides, motion picture films, dem- 
onstrations, and audience participa- 
tion are used to hold interest. In 
the classroom the trainees get a 
thorough understanding of flooring 
materials and maintenance products 
before they go on to the workshop 
sessions. Here they put into prac- 
tice what they have learned from the 
book. 

The principles followed by Hill- 
vard in arranging training courses 
are equally applicable to instruction 
in other fields: 


1. Select qualified instructors. 

2. Assign subjects and review 
them with the instructor to 
make sure that easy step-by-step 
methods are followed. 
Select floors typical of 
found in the field. 


those 


. Consider special problems, such 
as type of traffic and standards 
of cleanliness for types of floors 
and operation. 


Provide adequate tools and ma- 
terials to avoid lagging interest 
and wasted time. 

Keep the group small; 6 to 8 
is enough for one class. If the 
group is too large, personal in- 
struction will be less effective 
and the interest of the group 
reduced. 

Provide transportation if train- 
ing must be carried on in scat- 
tered buildings throughout an 
area. 
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What: 1960 National Safety Congress and Exposition. 


When: October 17-23, 1960. 
Where: Chicago. 


Who: 900 program participants in 300 sessions. : : 
Exhibits: Booths: 187 commercial exhibits (plus 6 educational displays); 
249 booths (plus 6 educational areas). 


Theme: Safety Everywhere—All the Time. 


Attendance: (Estimated) 12,000. 


Special Events: Congress banquet—Oct. 18, Tues. 6:30 p.m., Conrad Hilton 
Grand Ballroom; Congress party, Oct. 20, Thurs. 8-12 p.m., 
Conrad Hilton Grand Ballroom. 





G. H. True—Congress 
Early Morning Speaker 


SPEAKER for the early morning 
sessions at the 1950 National Safety 
Congress and Exposition will be G. 
Herbert True, research psychologist 
and vice-president of Visual Re- 
search, Inc., of South Bend, Ind. 

Subjects of Mr. True’s four pres- 
entations are to include: “A Time 
for Daring’; “Ideas Make Men 
Great”; “Tremendous Trifles”; and 
“1960—A Decade of Decision.” 

Mr. True is consultant to the 
American Management Association, 
U.S. Army Management School, 
American Institute of Baking, So- 
ciety for Advancement of Manage- 
ment, U.S. Army Signal Corps, 
What’s New . Unlimited, and 
various teachers’ institutes. 

He also is author of The Care 
and Feeding of Ideas, Television 
Techniques Handbook, TV Diction- 
ary Handbook, psychological mono- 
graphs and more than 20 articles 
in sales and advertising journals. 

Mr. True has guest-lectured at 
many educational institutions. Pro- 
fessionally, he has been assistant 
professor of marketing and assistant 
professor of English at the Uni- 
versity of Notre Dame, president of 
Sterling Artists of America, and has 
worked as an advertising copywriter. 

He has received a B.A. degree 
from the University of Oklahoma, 
an M.S.J. degree from Northwestern 
University, and a Ph.D. degree 
from the University of Iowa. Mr. 
True also is a 1949-50 winner of 
the National Advertising Agency 
Network Creative Award. 





Flammable liquids, as defined by 
the National Fire Protection Associ- 
ation, are those which give off flam- 
mable vapors at or below 200 F. 
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“cow's WHAT car?” 


STOP WEEDS 


YEAR 'ROUND 


i» JRO 


Just one application 
controls weeds and brush 
for 8 to 18 months! 


Don’t take chances! Wherever weeds 
and brush are a fire hazard—around 
industrial buildings, in storage yards 
and parking lots—wipe them out faster, 
easier and at lower cost with amaz- 
ingly effective UROX Weed Killer. 


Longer lasting! Economical! One appli- 
cation gives you 8 to 18 months con- 
trol. And effects are cumulative. Light 
“booster” doses extend control from 
year to year. 


Available in 2 easy-to-use forms! Liquid 
UROX Weed Killer is ideal for spray- 
ing large overgrown areas. Won’t clog 
spray nozzles or strainers. Does not 


| Allied 
(hemical | 


GENERAL CHEMICAL DIVISION 
40 Rector Street, New York 6, N.Y. 


° Weed 
Killer 


precipitate out in the tank. Stays in 
solution perfectly. Granular UROX 
is the convenient, inexpensive way to 
treat small weed-infested areas. Can 
be applied quickly and easily with any 
mechanical or hand-operated spreader. 


Send coupon today for free folder on 
the use of non-flammable UROX to 
prevent brush and weed fires! 


Weed Killer Dept. 
GENERAL CHEMICAL DIVISION 
Allied Chemical Corporation 
40 Rector Street, New York 6, N. Y. 
Please send free copy of the new UROX 
folder, “Fire! Fire!” 
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ELKHART 


gets to the heart of fire protection/ 


EASS 

2% Gallon 
Stainless 

Steel 

ELK-AIR 
EXTINGUISHER 


No. 640 COMBINATION FIRE HOSE 
AND EXTINGUISHER TEST PUMP, 


No, 422 HAN-DRAULIC EXPANDER 


No. L-200-SOS 

Select-O-Stream 

Mystery 

Fog Nozzle PLUS 
NEW COo2 


EXTINGUISHER VALVE 


Write For Further Information 


ELKHART BRASS MFG. CO., Inc. 
ELKHART, INDIANA 
More than half a century of fire fighting progress 
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For Dust Fires 


Uncontrolled dust conditions cause 
serious fire and explosion hazards 
in industries using grain elevators, 
starch plants, candy factories, bak- 
eries, wood-finishing plants and coal- 
pulverizing locations. 

Most materials which burn at a 
moderate rate when in large parti- 
cles burn with almost explosive ra- 
pidity when finely divided. 

Finer particles have a greater sur- 
face area in relation to the amount 
of material in the particle which has 
to be heated to combustion temper- 
ature. When all these surfaces are 
exposed to air and a spark or other 
source of ignition is present, rapid 
combustion builds up high pressure. 

If dust is lying dormant on a floor, 
roof or beam, a smoldering fire often 
will occur. If the extinguishing agent 
stirs the particles into a dust cloud, 
an explosion can result. Sometimes 
most of the damage is due to sec- 
ondary explosions caused by agita- 
tion of dust layers by the first ex- 
plosion or by extinguishing streams. 

Tests have shown the value of an 
extinguishing agent which provides 
a non-combustible opaque coating 
on combustible dust particles. The 
agent must be such that, when ap- 
plied, dust clouds are not formed. 
Where dust agitation is unavoidable, 
the extinguishing agent must be able 
to inert the dust cloud as it is 
formed. 

Dry chemical does this and also 
can be used for inerting dusty in- 
teriors to reduce explosion hazards. 
This is done by discharging a dry- 
chemical extinguisher into the room 
so the chemical settles over beams, 
ledges and other places where dust 
may settle. 
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Issue New Index of 
American Standards 

The 1960 Price List and Index 
of American Standards, published 
by the American Standards Associa- 
tion, lists nearly 1,900 American 
Standards that have been approved 
to date. The fields covered include 
automotive, chemical, civil engi- 
neering and construction, drawings, 
symbols, abbreviations, electrical 
engineering, metallurgy, materials 
handling, mechanical engineering, 
mining, nuclear, photography and 
motion pictures, paper, petroleum, 
rubber, textile, wood, safety, gas ap- 
pliances, and some consumer goods. 

Also listed are the international 
standards recommendations of the 
International Organization for 
Standardization and the Interna- 
tional Electrotechnical Commission. 

The index may be obtained, with- 
out charge, by writing to the Amer- 
ican Standards Association, 10 East 
40th Street, New York 16. 


Australians Hit Mower 
Mishaps From Both Sides 

“Down under” in the Melbourne, 
Australia, area they’re hitting power 
mower accidents from both sides. 

The Newcastle Steel Works, de- 
signing safety into their product, have 
installed a diaphragmatic snorkel 
box which breathes air in from near 
handle-grip height through a tube 
leading to the mower motor. This 
keeps dirt and debris from clogging 
the mechanism, eliminating one 
more reason for fumbling fingers 
to reach into the dangerous blade 
area. 

And, if mower mishaps do occur, 
local hospitals have special wards 
for week-end mower casualties. 


Severs Five 
Toes From Foot 

In a_ crystal-clear news item 
recently, a Rockford, Ill., newspaper 
unintentionally and graphically pre- 
sented the dangers involved in the 
use of power mowers. The news- 
paper item said: 

“Arthur Welch, 42, 2817 Cole- 
man Ave., lost all five toes of his 
right foot Tuesday morning when 
a lawn mower he was operating 
backed onto the foot and sliced 
through his shoe.” 

There’s not much more you can 
say. 
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Occupational Disease—1860 

The workers in stone and marble 
in our cities are subject to lung dis- 
eases by inhaling dust. Their av- 
erage age is 38 years and they are 
very frequently sick. We have known 
several who had to quit the business 
in New York on account of threat- 
ened consumption, who were other- 
wise of powerful frames and na- 
turally robust. 

Those who grind the knives and 
forks with which we eat our food 
are very short-lived. The dust which 


is inhaled by the lungs soon coats 
them with stone. Wet grinding, such 
as that of saws, axes, knives, is not 
so unhealthy, but the dry polishing 
of every tool greatly shortens the 
lives of those engaged at the busi- 
ness. An exhaust fan to draw off 
the dry dust should be applied to 
every emery wheel in factories un- 
der a penalty, and all those engaged 
in the operations should never per- 
mit a razor to be drawn across the 
upper lip.—Scientific American, 
March 1860. 











METR@-= 


(Formerly Oxy-Swig) 


WHEN OXYGEN IS NEEDED... 
EVERY SECOND COUNTS 


Portable medical oxygen is a fast-growing new concept in the 

field of oxygen therapy. Its life-sustaining application in heart attacks, 
shock, asphyxia, drowning . . . its vital breathing assist in respiratory 
illnesses, asthma, fainting — now demonstrates the importance 

of an immediately available supply of medical oxygen. 

In the business office and at the plant. .. in the physician's office 

and in every police car... in the home and on the train... wherever 
people work... wherever they play ...on whatever they 

travel... and wherever they live, MEBTROX has earned a 
permanent position for whenever and wherever an emergency arises. 


Exclusive Metrox Valve: Precision engineered METRO 
valve unit combines 72 separately designed parts into a single assembly 
and does away with old-fashioned multi-dial units. Tested in excess of 
10,000 times. Its precise tolerances established to insure a dependable, 
constant flow of emergency oxygen at a regulated rate. 














56 LITER UNIT 


IMEI 


METRO=X, INC. 








305 LITER UNIT 


144 Titley Avenue, Pasadena, California 


4335 Governor Printz Boulevard, Wilmington, Delaware 
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OFF THE JOB 


Planning safety programs for your 
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ae 


plant and community 


By HARRY C. JOHNSON 


NSC Staff Representative, OTJ Safety Committee 





Mower Accident Proves 
House Current Deadly 


Now that we're in midsummer, 
most power mower owners have 
had a chance to look around and 
survey the safety scene in grass- 
cutting. Many times the panorama 
isn’t a pretty one. 

Paul E. Skarshaug of Skarshaug 
Testing Laboratory, Ames, Iowa, 
along with the majority of us, is 
concerned with the power mower 
user’s often haphazard approach to 
using house current. 

Here are Mr. Skarshaug’s com- 
ments in a recent letter to NSNEws: 


(a: 2 


More than a thousand Americans 
die each year from electrical shock. 
While some of these deaths are 
among electrical linemen and con- 
struction workers who deal with 
dangerous high voltages, far too 
many are due to ordinary “harm- 
less” house current. 

Man has never had such a won- 
derfully efficient servant as elec- 
tricity. Its abundance and cheapness 
have helped Americans live better 
and achieve a higher standard of 
living than people of any other 
nation. 


The familiarity of electricity and 
the abundance of electrical appli- 
ances tend to make us forget that 
electricity—even 110-volt house 
current—is safe only so long as it 
is properly and respectfully handled. 

The average household electrical 
circuit is designed and fused to carry 
up to 15 amperes of electricity. 
Medical researchers have shown that 
a current of approximately 16 mil- 
liamperes—about a thousandth of 
the capacity of the house circuit— 
can cause a man to freeze to a 
shorted electric wire or appliance. 

In this condition he will be un- 
able to let go of the wire, and unless 
help arrives to break the circuit, 
the person can be electrocuted. The 
safe “let-go” current for women and 
children is about 10'2 milliamperes. 

Hundreds of cases of deaths 
caused by misuse of electrical equip- 
ment are reported in the newspapers 
and many more in medical and 
safety journals each year. A par- 
ticularly tragic case came to the 
attention of the Skarshaug Testing 
Laboratory recently, when it was 
asked to test an electric power lawn- 
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this close-approach and fire entry equipment 


The famous WHEELER PRE RUIN 


... unmatched for fire entry 


Sturdy, 3-ply fire entry suit. Famous Tropic Weave underwriter’s 


grade aluminized* asbestos as outer layer. 100% wool middle 
jayer. Neoprene coated fiberglas inner layer is vapor and liquid 
barrier against acids, live steam, etc. Hard hat built into helmet 
... pyrex vision piece . . . federally approved one-piece zipper 

. ample room for air pack inside. The standard for industrial 
and municipal departments. Ask your distributor or write. 


* “Scotch-Shield” 


POWER 
BMEGAPHONES 


Issue effective com- 
mands. Powerful 
transistor units. 3 
styles ...pin-point or 
flare sound patterns. 


BLANKETS in Heat- 
Resistant Materials 
Durable weather re- 
sistant case with 
fast-release door; wall 
mounting rings and , 
sturdy carrying handle. / 


PROXIMITY 


SUITS Underwriter’s 
grade aluminized 
bunker coats, pants, 
helmets, boot covers 
and gloves. Ideal for 
close-in work. 
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mower which caused the death of 
a young adult. 

The laboratory found that the 
motor was operating properly, but 
the cord was in very poor condition. 
It had been patched with friction 
tape in several places. Much of the 
insulation was cracked, exposing the 
bare wires. 

Even slightly moist contact with 
the cord, like touching it with a 
sweaty hand, would have been suffi- 
cient to cause shocks. In addition, 
the machine was not equipped with 
the three-wire extension cord for 
which it had been designed. Such 
a cord, carrying a separate ground 
wire, should be provided for all 
heavy-duty appliances. When prop- 
erly attached to a grounded elec- 
trical receptacle by a special three- 
prong plug, such a cord provides 
extra protection for the user. 

You can protect yourself and 
your family from injury or death 
by household current by the follow- 
ing simple precautions. They should 
be a part of the safety education of 
every member of the family. 


1. Use only electrical cords which 
are in good condition. Cords with 
frayed or cracked insulation should 
be destroyed. Roll up and store 
cords carefully, keeping them dry 
and free from kinks and twisting. 

2. Use “polarized” plugs and 
properly installed grounded wiring. 
Let a professional electrician do the 
installation. It’s cheap life and fire 
insurance. 

3. All permanently installed ap- 
pliances should be grounded to a 
cold water pipe by a proper wire 
and clamp. This is especially im- 
portant in the case of washing ma- 
chines, dryers, electric irons, and 
other equipment that may be used 
in the dampness of a basement. See 
that a repairman or qualified elec- 
trician reattaches the ground wire 
after equipment is moved. 

4. Portable power tools should be 
equipped with three-wire cords and 
attached only to properly grounded 
outlets by a three-prong plug. 

5. Unused electrical wall outlets 
should be covered with plastic safe- 
ty caps, or special self-closing safety 


wall plates should be used. These 
will help greatly in keeping curious 
children from being shocked. 

6. There is no substitute for care 
and vigilance on the part of the 
user. Electrical equipment should 
not be used in damp or wet places. 
Cords, such as those of electric 
shavers, should not dangle in water 
or lie on wet surfaces. 

And a person who stands in the 
bathtub and reaches for the light 
switch may be reaching for the last 
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“My name is Smith, but all the guys out 
in the plant call me ‘Butterfingers.’ “’ 





These Features Put the 
SAFE in PROTECTOSEAL 


SAFETY CANS 


Storing and dispensing flammable liquids with 
Protectoseal Safety Cans is your best insurance 
against the risk of accident or hazard. Protecto- 
seal Safety Storage and Supply Cans incorporate 
every known feature—many of them exclusive— 
to assure safe, efficient control of flammable liquids 
and vapors. 

The difference between a Protectoseal Safety 
Can and any other safety can is in these features— 
many of them not apparent from casual inspection. 

When you are specifying or buying safety cans, 
it will pay you to check the “hidden values” you 
get in Protectoseal Products, because these are the 
values that make Protectoseal Safety Cans the 
safer, better buy every time. 


Write for new Protectoseal Catalog. 
THE PROTECTOSEAL COMPANY 
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and save money, too! 


speak as you normally would— 
be clearly heard and under- 
stood up to Y2-mile away! 


Unique transistorized power 7 
aphone—an instrument you 
be proud to own. Gives up to 
6,000 two-second amplified mes- 
sages from standard replaceable 
Soltery. Light (34% Ibs. ). [eae to 
handle and use. Attractive red 
and gray polyethylene—built for 
abuse. Attractively priced for you, 
too! 


save 

life 

& property 
with 


New Model 
Falcon® 


¢ Simple visual inspection 
with new sight glass— 
added neatness of design. 


No one can place a price on the 
possible loss of lives due to fire. 
But Falcon Automatic Fire De- 
tectors & Hg yr can give early 
warning of fire to protect lives 
and guard property. 


Falcon Automatic 
Fire Detectors & Systems are: 





Wire from Washington 
—From page 22 


8238 (Schenck), and the President 
signed it into law as PL 86-493. It 
provides for a two-year study by the 
Public Health Service of the dis- 
charge of substances into the at- 
mosphere from the exhausts of mo- 
tor vehicles. 

The Senate committee’s report 
stated its belief “that emphasis is 
needed in providing for the leader- 
ship that is necessary in combatting 
air pollution due to motor vehicles,” 
and that study “would hasten the de- 
velopment and adoption of the most 
feasible control measures.” 

The House Committee on Inter- 
state and Foreign Commerce ap- 
proved H.R. 5436 (Rhodes), as 
amended (See “Wire,” May 1960), 
to establish a federal register indi- 
cating where vehicle operators’ li- 
censes had been revoked because of 
driving while intoxicated or convic- 
tion of a violation of a highway safe- 
ty code involving loss of life. 

Senator Case (N.J.) introduced 
S. 3635 to authorize establishment 


of a Driver Records Clearance Cen- 
ter in the Department of Commerce. 
The senator saw such a clearing- 
house as “essential to enable our 
States to get unsafe drivers off the 
road.” The Secretary of Commerce 
would be authorized to determine 
the categories of information main- 
tained by the center. But at the out- 
set the senator visualized concentra- 
tion on license revocations and 
suspensions and on drivers who 
have committed two or more major 
traffic offenses. 

Initial operations also could be 
limited to special categories, such 
as commercial vehicle drivers. The 
center would be authorized to 
charge fees for services. 

Mass transit for the District of 
Columbia also received considera- 
tion from Congress. The House ap- 
proved H.J. Res. 402, granting con- 
sent to an interstate compact among 
the District of Columbia, Virginia, 
and Maryland, relating to the regu- 
lation of mass transit. 

The plan proposes a Regional 
Transit Commission with authority 
to establish bus rates, grant fran- 
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chises, and prescribe routes. It 
would replace regulation by three 
state bodies and the ICC. 

The Joint Congressional Commit- 
tee on Washington Metropolitan 
Problems reported favorably on S. 
3193 and H.R. 11135, with amend- 
ments, the proposed National Capi- 
tal Transportation Act, to create 
an agency to plan subways, surface 
rail lines, and other transit facilities. 
The approved bill follows the gen- 
eral framework of administration 
proposals. (See “Wire,” May 1960). 

A subcommittee of the Senate 
Banking and Currency Committee 
approved, with amendments, S 3278 
(Harrison) dealing with federal aid 
to help states and local governments 
improve their metropolitan mass 
transportation services. (See “Wire,” 
May 1960.) 

In its report on the bill, the ICC 
favored federal aid for mass trans- 
portation. The Treasury Department 
opposed the bill’s enactment on the 
ground that urban transportation 
was not a federal responsibility. 

The Bureau of Public Roads an- 
nounced that motor-vehicle registra- 


$13.90 FIRE 

BLANKET ONE OF 
TOUGHEST 

oe EVER MADE 





Made of Gra-Lite material so tough it can 
stand up to many corrosive chemicals.... 
so weather resistant, you can a it out. 
side without a case . . . . so flame resist- 
ant, it will not support ‘combustion « 

so durable, laundering will not destroy 
fire resistance. 


Order a trial SD 3405 Fire Blanket today. 
Only $13.90 plus postage. 
Standard Safety Equipment Company 
431 N. Quentin Read, Palatine, Ilinois . 
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tions in the U.S. during 1959 to- 
taled 71,502,394, a gain of three 
million vehicles, or 4.3 per cent 
more than 1958. The increase re- 
versed the declining trend of the 
past few years. 

In its revised “Regulations on the 
Administration of Federal Aid for 
Highways,” the Bureau of Public 
Roads incorporated a health and 
safety clause requiring compliance 
with applicable federal, state, and 
local health and safety laws, and 
requiring contractors to provide “all 
safeguards, safety devices and pro- 
tective equipment” and to take “rea- 
sonable necessary” action to protect 
road workers and the safety of the 
public. 

The executive director of the 
AAMVA warned that the federal 
government would enter the field of 
traffic safety and traffic accident pre- 
vention unless the states “develop 
a mutually satisfactory procedure to 
jointly bring about greater safety 
on our streets and highways.” 

To this end he proposed a draft 
Interstate Traffic Safety Compact, 
sanctioned by the Beamer resolution 
adopted by the 85th Congress, PL 
85-684 (See “Wire,” October 
1958). 

The proposed compact would set 
up an Interstate Traffic Safety Com- 
mission composed of two persons 
from each ratifying state, with au- 
thority to promulgate standards and 
specifications governing motor ve- 
hicle drivers and motor vehicles. 


Aviation Safety. The Federal 
Aviation Agency issued notices of 
proposed rule-making to amend its 
regulations by establishing minimum 
performance standards for safety 
belts and life preservers. Among 
other changes, requirements were 
added for quality controls in the 
manufacture of such devices. 

FAA issued in final form its 
amended regulation requiring appli- 
cants for airman medical certificates 
to be examined by designated medi- 
cal examiners. Previously, Class III 
airmen could be examined by any 
“competent licensed physician.” 

Part of FAA’s justification for the 
amendment was a survey of Class 
III airmen examined by non-desig- 
nated physicians; 84 per cent of 
those failing to meet FAA medical 
standards were certified by such 
doctors. 

As “Churchmen for Air Safety,” 
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recording his rounds on a Lathem 
Watchman’s Clock. 


| of fire and theft with your watchman 
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... eliminates the need for a change of 
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furnished with up to forty station keys. 
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Testing barhole 
for gas leakage 


Two J-W portable 
gas detectors 
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trouble-free service 


J-W SNIFFER, Model G, is used for 
a general-purpose combustible 
gas detector. Scale is graduated 
from 0-1.0 1.e.l. (lower explosive 
limit) for all common gases and 
vapors. Light in weight (4 lbs.), 
simple to use and maintain. 


J-W GAS-POINTER, Model H is 
ideal for testing barholes for un- 
derground leaks in natural gas 
lines. Also used for testing man- 
holes, valve boxes, etc. Two scales: 
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Canadian customers please write: 
Safety Supply Co., Toronto, Ont. 
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| Departments 
| Health, Education and Welfare and 
| the President’s 
| Committee. 


13 church leaders called on Con- 
| gress to ban the service and con- 
| sumption of alcoholic beverages on 
airplanes. FAA initiated its first ac- 
tion against airline passengers 
charged with violating its recently 
adopted regulation (See “Wire,” 
September 1959) prohibiting pas- 
sengers from drinking alcoholic bev- 
erages unless they are served by air- 
line personnel. 


Marine Safety. The U.S. Coast 
Guard added to its regulations on 
cargo storage a provision requiring 
owners or operators of general cargo 
vessels carrying bulk cargoes to fur- 
nish to the masters of such vessels 
“guidance pertaining to the safe 
stowage of such cargoes.” This 
agency also announced approval of 
a new small boat distress signal for 
daytime use: slowly and repeatedly 
raising and lowering the arms out- 
stretched to each side. 

The International Court of Jus- 
tice at The Hague, The Netherlands, 
rendered an advisory opinion that 
the Maritime Safety Committee of 
the United Nations’ Intergovern- 
mental Maritime Consultative Or- 
ganization was incorrectly consti- 


| tuted because it failed to include Li- 
| beria and Panama. 


The ruling sus- 
tained the position taken by the 
United States. 


Public Health. The White House 


| released a study of certain aspects 
| of the use of chemicals and drugs 


as food additives, which the Presi- 
dent requested to be made by the 
of Agriculture and 


Science Advisory 
The report disagrees 
with the Secretary of HEW as to 


| whether he should be given discre- 
| tion to allow the use of certain pos- 
| sibly carcinogenic compounds as 
| food additives. 


The secretary does not want such 


| discretion. The report recommends 
| he should have it, 
| assisted by an advisory board of sci- 
| entists in evaluating scientific evi- 
| dence basic to the exercise of such 


and that he be 


discretion. 

The report also recommends im- 
proved administrative procedures 
and further resea.ch to guard against 
using or unnecessary banning of 


| food additives. 


The House Committee on Inter- 
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Han Y Resuscitators 
automatically breathe when 
the breath of life is gone. 


The Handy Resuscitator does three 

important things: 

1, It automatically inhales and ex- 
hales, adjusting automatically the 
depth of respiration to the pa- 
tient’s lung capacity, for an adult, 
child or even infant. 

2. It can be quickly switched to “In- 
halation” to supply oxygen to be 
absorbed by the spontaneous res- 
piration of the patient. 

3. It provides sufficient suction as 
an Aspirator to remove obstruct- 
ing material from the throat, such 
as water, mucus, etc. 


"BE 

PREPARED’ 

for drownings, 
carbon monoxide 

poisonings, heart attacks, 
electric shock, 
strangulation, asthma, 
asphyxia of 
the new-born. 


Get complete information today. 
Phone or write now. 


NATIONAL CYLINDER GAS 
DIVISION OF CHEMETRON CORPORATION 
840 North Michigan Avenue, Dept. M-12-G 

Chicago 11, Illinois 


[CERES ROS | 


*Trademar’ 
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state and Foreign Commerce favor- 
ably reported on H.R. 7624, as 
amended, to ban the use of color ad- 
ditives in food, cosmetics, and drugs 
if found to induce cancer in humans 
or animals. (See “Wire,” June 
1960). 

The anti-cancer the 
called “Delaney clause,” was 
tained in the bill as reported. Re- 
view procedures are established 
where a chemical is listed as unsafe. 


clause, so- 


re- 


The House Committee on Inter- 
state and Foreign Commerce also 
favorably reported on S. 1283, as 
amended, the proposed federal Haz- 
ardous Substances Labelling Act, to 
regulate distribution and sale of 
packages of hazardous substances 
intended as suitable for household 
use. (See “Wire,” May 1960). 


National Health Survey. The U.S. 
Public Health Service issued a re- 
port, as part of the U.S. National 
Health Survey, providing statistics 
on the number of injuries and days 
of disability due to injuries by type 
of injury, class of accident, sex, and 
age, based on household interviews 


FYRUMBRELLA enables men to stay 


right up there—no need to be “run out” by 
roaring heat! No more lurking behind pieces of 
metal, bed springs, doors, wetted down tarps 
or blankets. 


@ Five feet square, when open, the alum 
inized surface deflects 95% of the radiant 
heat. The tough GLASS cloth construction 
makes it non-burnable. Three men with 24” 
lines and any type nozzles may work through 
the hose port. Adequate forward vision is 
provided by eye ports on each side. The 
FYRUMBRELLA, weight only 91% Ibs., folds 
so compactly that it fits inside a section of 
4” suction hose. The FYRUMBRELLA com- 
bines an aluminized reflective surface on 
strong, non-burnable glass cloth backed by 
a coating of neoprene for greater strength. 
Hardware is of a rugged steel construction 
to withstand raps and bumps. Write for com- 
plete information on Fyrumbrella, other Fy- 
repel Fire Fighting Equipment and Heat Pro- 
tective Clothing. 


FYREPEL PRODUCTS, INC. 
Dept. A Box 503 Newark, Ohio 
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between July 1958 and June 1959. 
Some of the findings are: 

1. 50,098,000 injuries were report- 
ed; of these 57 per cent resulted in 
reduction of the injured person’s nor- 
mal activity. 

2. Lacerations and abrasions ac- 
count for 30 per cent of the total re- 
ported injuries. However, if only 
activity-restricting injuries are con- 
sidered, sprains and strains lead the 
list with 25 per cent of the total. 

3. The total number of injuries per 
1,000 males per year is about 50 per 
cent higher than the corresponding 
rate for females. 

4. Of all injuries, 45 per cent took 
place at home, 19 per cent while at 
work, and 8.3 per cent connected with 
a motor vehicle. Of all injuries in 
which a motor vehicle was involved, 
26 per cent occurred while the injured 
person was at work. 

5. Fractures and dislocations were 
responsible for the largest number of 
restricted-activity days, bed-days, and 
work-loss days. 

6. Only about half of all work-loss 
days for the working population are 
due to on-the-job accidents. 


7 Fatal Facts 
On Off-Job Accidents 


Last year 86 per cent of all ac- 
cidental deaths in the United States 
resulted from non-work accidents! 

America faces the shocking threat 
of a death toll of 750,000 in the 
next 10 years from non-working ac- 
cidents. 

The lives of 32,000 American 
workers were saved in the past dec- 
ade by a steady reduction in the 
number of accidents to workers on 
the job. 

The time lost by workers who 
suffered accidents off the job in 
1959 is equivalent to closing down 
every manufacturing plant in New 
York State for 28 days. 

The nation’s work force last year 
lost 13,800 killed on the job and 
29,800 killed off the job—by pre- 
ventable accidents. Injuries struck 
hard at workers—1,950,000 on the 
job and 2,350,000 off the job. 
About 175,000 of these have been 
crippled for life. 

The cost of neglect in 1959 was 
more than $12 billion. The expense 
of non-work accidents in 1959 was 
$8 billion. 

Accidents rob the United States 
of more working years than any 
disease, the American Medical As- 
sociation says. 


| 
| 
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JUSTRITE 


«Americas 
greatest name in 


SAFETY CANS cnc 
~OILY WASTE CANS 








“JUSTRITE” on a safety can or 
oily waste can is positive assur- 


' ance of protection. Millions of 


these carefully designed and engi- 


neered cans are in use in thou- 


sands of plants all over the 
United States. Reduce fire haz- 
ards due to benzine, oily rags and 
waste. JUSTRITE Safety Cans 
are the finest cans for use for 
flammable or highly volatile 
liquids. Both types of JUST- 
RITE cans are Underwriters’ 
Laboratories and insurance com- 
panies’ approved. 


FREE! 


Send today for your 
copy of the bulletin 
showing the Justrite 
Sa nzine Cans, 
Oily Waste Cans and 
Plunger Cans. 


JUSTRITE 


MANUFACTURING COMPANY 
2061 NORTH SOUTHPORT AVENUE 
CHICAGO 14, ILLINOIS 
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oo PROTECTION 
INGER ON 
etn hn I ALL “¥ SIDES 


NOW — a lightweight portable screen 
designed for complete enclosure. Easy, 
fast slip-joint assembly (no threads). 
Rust-proof finish. In 3 curtain materials: 


JOHNS-MANVILLE ALUMINIZED 
ASBESTOS cloth — the last word in 
protection . . . neoprene-coated FIBER 
GLASS ... 12 oz. fire-resistant DUCK. 
All sizes. Also available in single and 
three-sided models. Ask your dealer 
or write us. 


16 PAGE 
CATALOG 


Complete line of 
work gloves, 
welding gloves 
and safety 860 W. Weed St., 
clothing. CHICAGO 22, ILL. 
SEE OUR AD IN WELDING DATA BOOK 


Special Products Division 


SINGER 


LOVE MFG. CO 








NEW FIRST AID 
SENSATION! 


HALCO BURN KIT 





_ 


hat 
Wee 


XM 


Mmypye ys 


Fully aware that there are specific 
locations which have a definite and 
pronounced hazard for burns, Halco re- 
search has designed the No. 65 Burn- 
Quel Burn Kit. 

This Kit — a Dig A nd varied 
assortment of - £ and 
Medications as = as Burn-Quel Aero- 

Burn Spray. 

“ ne _ ee 4 
urv ge vi le a ire-proof, 
dustproof First Aid Kit with NO sharp 

edges or corners. 


A. E. HALPERIN CO., INC. 
BOSTON 18, MASS. 

















ASSE Spoofs Buck-Passing 


, 3 


THE 10th Anniversary celebration of the Greater Chicago Chapter ASSE 
proved that safety engineers, at heart, are all ham actors. A skit, “Trial 
By Survival,” satirized the all-too-prevalent practice of passing the buck 
rather than preventing accidents. 

It all started with the injured employee who slipped on a long-standing 
oil slick—‘“‘nobody ever told me to wipe it up.” Under oath on the witness 
stand the doctor proved to be disinterested and a bit of a quack. The 
gang boss admitted he had little time for accident prevention because he 
was so busy managing the company’s baseball team. The maintenance 
man was less concerned about the source of the oil spot than he was 
in the chicken which, for some reason or other, the injured man was 
carrying, was flattened out in the fall. 

The foreman “couldn’t be bothered about this safety stuff because the 
boss in New York wants us to get out production.” Under cross-examina- 
tion the local manager had not even considered first aid equipment or 
physical examinations for workers although the ball team had two elaborate 
first aid kits and received the full attention of three beautiful nurses and 
a doctor! The big boss from New York berated the careless workers and 
the lackadaisical supervisors “who ought to know how to run the plant 
without me riding herd on them!” 

The burlesque of accident investigation was a nice change of pace 
from the chapter’s usual technical meetings and there is even a possi- 
bility that in its entertaining way it pointed the finger at management 
and supervision for failure to give accident prevention its proper place. 

A. M. BALTZER 


Telephone alarm boxes 
A midwestern city is replacing its fire alarm boxes with 
emergency telephones marked “For Fire, Emergency, Police.” 
The telephones will be installed and serviced by the telephone 
company and will connect directly with an emergency room 
at the communications headquarters in the civic center. 
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THE DIRECTORIES of the Annual Fire Issue serve as a 
ready reference for the sources of nearly 100 products 
important in industrial fire protection and control. 

The Directories are easy to use. Just check the Classi- 
fied Index for the product and look in the Sources Di- 
rectory for the address, branch offices and local dis- 
tributors of the companies listed under each product 
heading. 
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FIRE PROTECTION 
AND CONTROL 
EQUIPMENT 


Directory of Equipment Sources... 96-123 


Classified Index of Products 124-128 
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Further information may be found by checking the 
pages of the special editorial-advertising fire section. 
Advertising page numbers hag be found either with the 
bold face company name in the Sources Directory or in 
the Advertisers’ Index on page 182. Bold face listings of 
advertisers in this issue appear in red in the Directory of 
Equipment Sources. 





directory of fire protection and 


saicealbinaie 


Acme Protection Equip. Co. 
1209 Kalamazoo St., 


South Haven, Mich. 


DISTRIBUTORS & JOBBERS: 


a Supplies & Services, P.O. Box 2984, 
Birmingham 12, Ala. 

Fire Appliance & —- Co., 1114 W. Markham 
St., Little Rock, 

Guardian Safety Equip. “Co., 7223 8. Main St., 
Los Angeles 3, Calif 

Brenton Equip. Co., a7 Brannan St., San Fran- 
ciseo 7, Calif. 

= Rubber Co., 4861 E. 68th St., Denver 7, 


Safety Equip. Co. of Florida, 109 Hamiller St., 


mpa, a. 

Universal Safety Equip. Co., 5115 W. Diversey 
Ave., Chicago 39, I 

Standard Industrial Prod. Co., 3527 W. Farm- 


ington Peo qT. 
The Safety Corp., 3702 E. Michigan St., India- 
napolis 1, Ind. 
— Safety Equip. Inc., 624 40th St., 
Cedar Rapids, Iowa 
Wilifaing & Co. Ltd., 1109 8. Preston, Louis- 
ville, 


Guardian Safety Equip. Co., 3615 Capitol Hts. 
Ave.. Baton Rouge, La. 

General Equip. Corp., 261 Franklin St., Boston 
10, Mass. 


Averill Equip. Co., 19225 Conant Ave., Detroit 
34, Mich 


Aden Supply Co., 1767 Whitmore Ave., N. W., 
Grand Rapids 4, Mich. 
Continental Safety Equip. Inc., 1551 Se!by Ave., 
St. Paul 4, Minn. 
Safety Inc., 3230 Olive St., St. Louis 3, Mo. 
Safety Ine., 17 E. 31st St., Kansas City 8, Mo. 
Co. Inc., P.O. Box 2036, 


New Jersey Safety Equip. Co., 299 Park Ave.. 


East Orange, N. 
Guardian Safety Eauip. Co., 400 8. Jefferson 
” 1862 Kenmore Ave., Buffalo 


St., Orange, N 
a eo Co., 
Acme Safety Products Co., 387 Storer Ave.. 
Akron 20, Ohio 
Williams & Co., Inc., 3231 Fredonia Ave., Cin- 
cinnati 29, Ohio 
Williams & Co., Sa 3700 Perkins Ave., 


ve ‘Ine. 900 Williams Ave., 
Columbus 8, Ohio 


Acme Safety aa Co., 1823 Vermont Ave., 
Toledo 2, Ohi 


Williams F Co., Ine., 946 Kane St., Toledo 12, 
= eg Sey. Co., 1742 8S. Main 8t., 
Tuls: Okl 


Sendersen a Supply Co., 935 8. E. Haw- 
thorne Blvd., Portland 14, Ore. 

Industrial Prod. Co., 2820 N. 4th St., Phila- 
delphia 33, Pa. 

Guardian Safety Bote. Co., 214-216 8S, 45th 
8t., Ro » Pa. 

Willi & Co. Ine., 901 Pennsylvania Ave., 
Pittsburgh 33, Pa. 

Safety Equip. Dist. Co., 832 W. Main Ave., 
Knoxville, Tenn. 

Guardian Safety et Co., 
Dallas 35, Texa 

Guardian os Eauip. Co., P.O. Box 13384, 


Houston 1 ‘exas 
Universal. Safety & Fire Equip. Co., P.O. Box 
1587, Salt Lake City 10, 
Safety & Supply Co., 115 Blanchard St., Seattle 
ash 


Safety & Supply Co., N. 219 Division St., 
Spokane 2, Wash. 

Universal Safety Equip. Co., 5237 Electric Ave., 
Milwaukee, Wis 

Bell Electricord & wy > Co., 341 Bering Ave., 
W. Toronto, Ont., Canada 

Butler Optical Co. Ltd., 2160 Mountain St., 
Montreal, Que., Canada 

Fleck Bros — _ Alexander St., 

ver, B. C., ¢ 

Gaspro Ltd., Po. ‘Sox 2454, Honolulu, T. H., 
Hawaii 


Equipos de Seguridad, S. A., Medellin 184, 
Desp. 301, Mexico 7, D. F., Mexico 


6626 Maple Ave., 


Vancou- 


Ad-O-P 


lastic 
P. O. Box 474, Woodbridge, N. J. 
DISTRIBUTORS: 


American Safety Prod. Co., 3117 Cahuenga 
Bivd., Los Angeles, Calif. 
Swedlow ar ~~ Co., 7223 S. Main St., 


ena, 
_ Safety ae. 2 Eld St., New Haven 
‘onn. 
Car-Mad Equip. Co., 608 Palm Ave., Clear- 
oat, Bellair, a. 
W. C., 406 DeSoto Ave., Atlanta, Ga. 
Safety Maintenance Co., 5139 W. 19th St., 
Cicero, Ill. 
Orr Safety Equip. Co., 300 Main S8t., Louls- 
, 4423 Lorraine Ave., Baton 
ise, 
Notte Safety Appliances Co., 340 N. Park, East 
Orange, N. J. 
Hub Safety —— Co., 160 Talbot Ave., Dor- 
chester, 
Vis Safety. "Products Co., =. 228 8S. Cedar 
e Rd., Minneapolis 5, 


nas’ Equip. Co., 1417 Ry _ ~a St. Louis 
10, Mo. 


Please mentior 


Edeor Safety Equip., 811 W 
City, Mo. 
— Robin W Co., In Box 248 


17th St 


me Safety Equip. Co., Inc., 83 
St., Rochester 7, N. Y 


B-Lann Equip. Co., 2299 5th Ave., Troy, 


control 


Kansas 
Avoca, 
Howell 
o/s 


Safety Eng. & Appliances Co., 1704 Spring Rd., 


Cleveland, Ohio 
Industrial » Ge, 
deiphia, Pa. 
Somers, Fitler & Todd Co., 
Pittsburgh, Pa 
Ballard Distributing Co., 
Houston 5, Texas 
Radcliff Supply Co., 208 Polk St., 


P.O. Box 


Texas 
Kennedy-Ingalls Co., 
waukee 16, Wis 
a ag Co., 214 King St., East, 

t., Canada 


Advance Glove Mfg. Co 


2820 N. 4th St., 


3735 N. 35th St., 


Phila 


325 Fort Pitt Bivd., 


25014, 


Amarillo, 


Mil- 


Toronto 


901 W. LaFayette Blvd., Detroit 26, Mich. 


BRANCH OFFICES: 
an Maple, Rome, Ga. 
640 N. Greenview, Chicago, Il! 
516 Fifth Ave., New York, N. ¥ 


4855 Beechwood Dr., Shefield Lake, Lorain, Ohio 


2430A West Hampton, Milwaukee, Wis. 


\ir-Shields, In 
Jacksonville Rd 


BRANCH OFFICES: 
304 Gwindale Rd., Gadsden, Ala. 
990 W. 3ist Ave., San Mateo, Calif. 
2447 Theresa, Anaheim, Calif. 
11 Miles Rd., Darien, Conn 
4390 Da Vinei Ave., Jacksonville, Fila 
819 Tomawadee Lane, Parkview, III. 
10602 W. 73rd St., Shawnee, Kan. 
497 Main St., Hingham, Mass 
6209 James Ave. S., 
1225 Black Baron Dr., Haddonfield, N 
40 Pfohl Place, Williamsville, % # 
142 Wembley Rd., Asheville, N. C. 
Rt. 1 & Beverly Dr., Amelia, Ohio 
351 Flourtown Rd., Plymouth Meeting, 
6212 Birdwood, Houston 36, Texas 
3008 Cliff Ave., Richmond, Va. 


DISTRIBUTORS: 


Hatboro, Pa 


—— Supply Co., 701 McCulloch St., 
Md. 
Notte “Batety Appliance Co., 308 Main St., 


range, 


J. 
Raiph, v. =. & Son, 50-52 N. 19th 8t., 
64 E. 34th S8t., 


Orange, 
Vitaber Sureical Supply Co., 


Heinicke, Julius, Ivyland, Pa 
Industrial Products, 2820 N. 4th St., 
phia, Pa. 


Akron Brass Mfg. Co., Inc. 
Wooster, Ohio 


Albi Mfg. Co., Inc. 
98 E. Main St., Rockville, Conn. 


BRANCH OFFICES: 


2530 18th St San Francisce 


6201 N. Pulaski Rd Chicé 
140 Seaton St Ange 


DISTRIBUTORS: 
tarnard Chemical C« 
Angeles, Calif 


Minneapolis, Minn. 
J 


Pa. 


Balti- 
East 


East 


Philadel 


Smith, C. I cr ne 232 1amplain St 


W., Washington 
Hooker Glass & Paint 
Blvd., Chicago, Ill 
Wilbur & Williams ¢ 

Norwood, Mass 
Mueller, D. E Ine 4521 tral, E 
querque, N. M 


Scott Sales Corp 219 I y St New 


N 
Gamrod-Harmon 
Rochester, N 
Collins, E. P., Paint 
St., Syracuse, N. ¥ 
Excelsior Varnish W 
St., Cleveland, Ohi 
Masons Supply C« 
Portland, Ore 
sruder, M A 
Philadelphia 
Bennett's Paint 

Salt Lake 

surleigh, Cx 

Wash 


Alim Corp 
11 Park Place, N ¥ ork N. Y 


DISTRIBUTORS (Fire retardant paint) 
Paint Service ¢ 1606 Mt. Meigs Road 
gomery, Ala 
AAA Fire Extinguisher & Equipment ( 
W. Camelback Road, Phoenix, Ariz 


Exchang 


Washington 


150 Pleasant St 


Albu 
York 
e SL., 
“ayette 


T4th 


equipment sources 


Paramount Paint & Lacquer Co., 2411 E. 15th 
St Los Angeles 23, Calif 

aramount Paint & Lacquer Co., 1230 Howard 
ve San Francisco 3, Calif 

United States Plywood Corp., 580 Tolland Street, 
Kast Hartford, Conn 

Union Wallpaper & Paint Co., 
N. W Washington D. C 

United States Plywood Corp., 
Jacksonville, Florida 

United States Plywood Corp., 3675 N. W. 62nd 
St Miami, Fla 

United States Plywood Corp., 505 North Rome 
Ave., Tampa, Fla 

Municipal Fire & Safety Ce P. O. Box 11808, 
Northside Station, Atlanta 5, Ga 

Fire & Safety Equipment Co., 2100 Fairway 
Drive. Springfield, Ill 

Wood-Davis Co., 1819 Chicago Ave 

Charles W Sons, 2456 N 
Indianapolis, Ind 

United States Plywood Corp 3890 Mystie Valley 
Parkway, P. O. Box 109, Medford, Mass 

Ford Paint & Varnish Co., 601-611 Crosby St., 
N \ Grand Rapids, Mich 

9120 Roselawn Ave., 


1322 New York, 


603 East 8th St., 


Chicago, Til 
Meridian 


Colman Supply Co Detroit 
‘ 
Shutt Process Equipment Co., 5627 Manchester 
Ave St. Louis, Mo. 
United States Plywood Corp., 
Newark, N. . 
AAA Fire Extinguisher & Equip. Co., 1832 
Mateo, N.E., Albuquerque, N M 
States Plywood Corp., Fuller Road, 
Y 


135 Ave I, 


Plywood Corp., 300 Greene St., 


Plywood Corp 1160 Scottsville 
Rochester 11, 
United States Plywood Corp., 8917 Union Turn- 
pike, Brooklyn 27, N. Y 
United States Plywood Corp Southern Blvd. & 
East 144th Street, Bronx 54 
United States Plywood Corp., 101 Nassau Terml- 
nal Road, New Hyde Park, N. Y¥ 
United States Plywood Corp r. Oo $0x 
Eastwood Station, Syracuse 
United States Plywood Corp 
Columbus 8, Ohio 
Hardware & Supply (« 175-535 South High 
St Akron 11, Ohio 
Poynter, Lewis A., 2808 N. W. 44th, Oklahoma 
City, Oklahoma 
Rodda Paint ( 6932 8. W 
land, Oregon 
Masterwork Paint Co 6247 Broad St Pitts 
burgh 6, Pa 
Endurance Paint Co., 
risburg Pa 
Fire Fighter Sales & Service 1721 Main St 
Pittsburgh 15, Pa 
Buten, M. & Sons, 5000 Ridge Ave Phila 
delphia, Pa 
Paint Stores, 500 Lackawanna Ave 


276, 


N. ¥ 
925 Burrell Avenue, 


Macadam, Port- 


24 South 3rd Street, Har 


Stores, 94 South Main St 
Pa 
Plywood Corp Patton Road, 
Rumfor d, I 
‘ox Display Co., 2110 8. Flores St 
1, Texas 
Parker i fg. Co., Inc 3302 8S. Junett 
St Tacoma 2, Wash 
United Paint } ar Inc cast 1130 Sprague 
Ave Spokane, Wash 
Emsweller Inc PrP. O. Box 424, Morgantown, 
Ww 


San Antonio 


a 

Knudten Bri 8 Ine., 1632 North 12th St Mil 
waukee 5, Wis 

Woolsey, James K 2935 Oshu Ave 
Hawaii 


Honolulu, 


BRANCH OFFICES (Fire Extinguisher) 


523 KE. Grant Road, Tucson, Arizona 

Evansville, Ind 

New Orleans, La 

Shreveport 

eft Whitfield | "Dock Las Cruces, N. M 

1205 Courtrai Ave Montreal 26, Que Canada 

10205—105th Ave Edmonton 5, Alberta, Canada 

S80 Westminster Ave Winnipeg 10, Manitoba, 
Canada 

i25—6th Ave., 8. E., Calgary, Canada 

527 West 8th Avenue, Vancouver 9, Canada 


DISTRIBUTORS (Fire Extinguishers) 


Harless, L. P., Ce Inc., 2627 South Tth Ave., 
Birmingham, Ala 
AAA Fire Extinguisher & Equipment Co., 5150 
W. Camelback Road, P. O. Box 11365, Phoe 
nix, Arizona 
AAA Fire Extinguisher & Equipment Co 
Gant Road, Tucson Arizona 
Prevention Service, P. O. Box 541 
State Highway, Bakersfield, Calif 
Extinguisher Service 31-35 
Inglewood 1, Calif 
Equipment ¢ 1275 Connecticut St., 
Franciseo, Calif 
Equipment Supply Cer 102 E. Brook 
Colorado Springs, Col 
Equipment Co 1639 Washington 
Colo 
Maxwell, O. B., Ce 
Conn 
A-1 Services, 105 8. Lincoln St 
99, Delaware 
Chemical Fireproofing Corp S516 
E Washington 18, D. ¢ 
Fire Fighters Equipment Co 3038 Lenox, 
Jacksonville, Fla 
Miami Fire Equipment Inc., 150 S. W. 27th 
Ave Miami, Fla 
Central Fire & Safety Equipment Co 2011 
Kuhl Ave., Orland Fila 


62 Bagley St Hamden, 
Wilmington 


18th St., N 
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directory fire protection and contro! equipment sources 


Pounts ‘ire Equ t Co., 1006 E. Hills 818 Tuckaseegee Rd., Charlotte. N. C 503 S. 16th St., noe 1S 
4 A oe 3121 Euclid Ave., Cleveland, Ohio 445 N. Lake Shore Dr.. Chicago uu, m 
Municipal Fire & Safety Co., P. O. Box 11808, 12 8S. 12th St., Philadelphia, Pa 737 Felicity St., New Orleans, La. 
Northside Station, Atlanta 5, Ga 1 Gateway Center, Pittsburgh, Pa P.O. Box 310, Silver Spring, Md. 
Pocatello Fire Equipment Service, 856 South 48 Weybosset St.. Providence, R. I P.O. Box 97, Wellesley 81, "Mass. 
Second St., Pocatello, Idaho 7 A Fag a. beng 
Fredriksen & Sons, 6154 Bel t Ave., Chicage 32 Ave., Seattle, Was 
“rh Titinols os er ; P. O. Box otek — St., Wenatchee, Wash. . 
Fire & Safety Equipment Co., 2100 Fairway P. O. Box 1468, Yakima, Wash. 2 Long 
Drive, Springfield, Il. . 18th St., Cleveland 14, 
Midwest Fire & Safety Equip. Co., 1605 Pros- 401 N. Broad St., Philadelphia 8, Pe. 
pect St., Ihdianapolis, Ind Allied Glo 40 Terminal Way, Pittsburgh ms Pa. 
Heiman Fire Equip. Co., Ashton, Towa 325 E ae Gum. St., Mil kee 2, Wis. oe ny A a. Delis &. panes 
Zink Safety Equip. Co., Inc., 1401 Fairfax hicago lwaukee ‘aim jouston 3 . 
Trafficway, Kansas City, Kan P . 257 E. 2nd South St., Salt Lane “City 2, Utah 
A-1 Safety Supply Co., 314 E. Jacob St., BRANCH OFFICES: 4 & — x | a lly — 
Louisville, Ky. ° Spok: 
Butler Fire & Safety, Inc., P. O. Box 775, 1744 N. Damen Ave., Chicago, Il. 
Lafayette, La 


Blanchard Assoc., Inc., Winthrop. Maine tical Co.,... B.C. 
Fireline Corp The, Sisson & Fawcett Sts., Allen, W. D., M American Op Cc 7 


fg. Co. 
Baltimore, Md i, Safety Products Div. 
American Fire Equip. Co., 717 Boylston St., 650 S. 25th Ave., Bellw TH. 84 Mechanic St., Southbridge, Mass. 
Boston, Mass 
3 Safety Products Co., 4461 W. Jefferson, BRANCH OFFICES: BRANCH OFFICES: 
fich. 1616 S. Santa Fe Ave.. Los Angeles 21, Calif. 
. N., Co., Ine., 204 N. Washington 501 6th St., San Francisco 3. Calif. i A gy Rg 
Ave.. Minneapolis, Minn 2845 Walnut St., Denver 5, Colo. 644 Delaware St., Denver, Colo 
Bird Fire & Safety Service, Route 1—Box 530, 34 Peach Hill Rd., Wethersfield 9, Conn. 524 Plaster Ave., eg Atlanta, Ga. “ 
Biloxi, Miss 4066 Mariana Rd.. Jacksonville 7, Fila. 10129 Pacific Ave.. Franklin Park, Ill. 
Mi eng Ag a ag Inc., 9 S. Vandeventer P.9. Box 622. 1727 W. Lusher Ave., Elkhart, 0. Box 204. Southbridge Mass 
Ave., St. Louis, Mo Ind. -an ‘5 ¥ ‘ 
Big Horn Supply Inc., P. O. Box 2036, 2116 P.O. Boz 55307 Uptown Sta., Indianapolis 5. 1709 a es 3 a Mo. 
Third Ave. N., Billings, Mont 1325 Rockwell Ave., Cleveland, Ohio 
Andersen Fire Equip. Inc., 2421 Farnam §&t., sane Marston 8t., low: ba AS Juniper St. . Philadelphia, Pa. 
on ae 2831 Yorkshire fiw Loulsville. Ky. 711 8. St. Paul St., Dallas, Texas 
Denegars. 317 Allen Ave., Allenhurst, N. J 725 Hibernia Rank Bldg., New Oricans 12, La 603 St., 
alph yr. E & Son, Inc., 50 N. 19th St., 150 Causeway St.. Roston 14 Mass road, reade Va. 
‘ = eo . PI ; je . os ' 14 ota St., Detroit 2, Mich 512 Denter y— ie BI 5 ishmond, 
pprovec re Protection Co., P ox 507, 2849 niversity Ave., St. Paul 14, Minn. Vellington 
N. Plainfield, N. J 637 W. 39th St., Kansas City 11, Mo. a St., West, Toronto, Ont., 
~~ Eaulp & Service Co., 5324 Kaighn Ave., 10139 Ranefeld “ave., St. Louls. Mo. 
ennsauken, N. J r., 8. E. 
Kennet dy, J. W., & Son, 530 Perry St., Trenton r M. B., P.O. Bez 3086, Albu DISTRIBUTORS: 
Fleck Bros., Ltd.. 110 Alexander St.. Van 
couver, B. C., Canada 





A + \ ¥ ire Extinguisher & Equip. Co., 1832 San 
E., Albuquerque, N. M =. 
Co., 229 Hamilton St Albany, 1179 Githert ‘Ave., Cineinnati 2. Ohio 
‘ > ae ‘ 1785 Chester Ave., Cleveland 14, Ohio 80 
Fire Equip. Sales Co., 6 Winspear Ave., Buffalo, 4431 O’Kell R4., Columbus 24 Ohio Ampco Metal, Inc. 
N. ¥ : 2 103 8. W. Front Ave., Portland 4. Ore. 1734 S. 38th St., Milwaukee 1, Wis. 
Liberty Fire Equip , Ine., 323 North Main 712 N. 16th St.. Philadelphia 30 
n a, ~%,1 Y " vale A se 394 — S.. ee 7. 
® €0 0., e, Ann § 4111 Hillsboro .. Nashville 12, Tenn : 
Pearl River, N. ¥ 9990 Sovereign Row, P.O. Box 35432, Dallas 35 sana errr \ 
Roll’s Fire & Lightning Equip. Co., 26 First Texas 30 E. Burbenk Bivd., Burbank, Calif. 
St., E., Dickinson, N. D 508 E. Yandell, P. © Rox 7295. Fl Paso, Texas 63 Wells Rd., Hartford, Conn. 
Acme Safety Prod. Cx 387-389 Storer Ave 4 N. Chenerert St., Houston 1, Texas 6124 N. Milwaukee Ave., Chicago, Ill 
Akron, Ohio 230 S. 4th. W.. Salt Lake City 1, Utah 230 8. Pennsylvania St., Indianapolis, Ind. 
Atomic Fire Equip. Co., 4103 Detroit Ave 422 Ist Ave.. W.. Seattle 99, Wash 4612 Woodward Ave.. Detroit. Mich. 
, cleveland 13, Ohic West 34th aiceond Ave., P.O. Box 1796, Spo . Palisade Ave., Englewood, 
Fyr-Fyter Sales & Service, 1908 W. 8th 8t., kane 4, Wash. atten & Booting Rds., Roselawn Center Bide. 
Cincinnati, Ohi 505 u! Wis mesane 
r Prod. Co., 1823 Vermont Ave 30 x gre ‘a oO 7 2516, Honolulu 4, bay 2 Lorain, United Office Bldg., Cleveland 
Fire & Safety Co., 1521 W. Reno, ooh Pate Ridg., Winnipeg. Man.. Canada Garrett Rd. & Market St., 69th St. Theatre 
» Uetahoms City Rm. 429, Medico-Dental Bldg., 1396 St Cathe Bidg., Philadelphia. Pa. 
Fire Protection & Safety Equip. 711 8. 22nd rine St., West, Montreal, Que., Canada 2)1 Nelbon Ave.. Pittsburg 
St., Harrisburg, Pa < ‘ ; 630 S. Jupiter Rd., Gerona” (Dallas), Texas 
Firefoam Sales Co., 40 Terminal Way, Pitts- 


burgh, Pa. 
Hartman, Chester H., 324 Maryland Ave., Y DISTRIBUTORS: 
Pa en a ee Aluminum Ladder Co. Gulf Coast Marine Supply Co., Royal & Mon 
Knox-Tenn Equip. Co., 200 Irwin St., P. 0 West Darlington St. Ext., Florence 1, S. C. toe Sts., Mobi 4 6. Ala. 
Box 3083, Knoxville. Tenn Buchanan, A. & Price, 1728 E. 7th St., 
Walker Fire Protection Service, 975 Jackson Los Angeles 21, “Calif. 
a Acs.,, Memobis, Tena American Allsafe Co.. Inc. R. & O. “a, |S  - leeee Po 
adcli red L., Co., 208 Polk 8S ox 1987 7 ( 7 
Amarillo, ‘Texas S., Bex 198 1245 Niagara St.. Buffalo 13, N. Y. é. Co., 25-27 Main 8.. San 
exas Fire Extinguisher Co., Inc., 3107 Cx Francisco, Cait, 
merce St., Dallas, Texas. . = BRANCH OFFICES: Hendry, C. Co., 111 8. Front St., San 
Aleme Vite Baulp Co., 626 N. Leona, San 1224 Erie Bivd. E., Syracuse, N. Y ante. Gault” Supply Co., Stapleton Air 
mio 7 exas , , 
a ee oe ee ., Rie ah. 5, o, ate 574 New 
non a us a afety . 
Washington Equip. Co., Inc., 919 Western Ave American Biltrite Rubber Co. Park Ave.. W. Hartford, a 
Prosi Peunnnion Co.. 422 Washineton «ew -0ston Woven Hose & Rubber Div. Duewens Wergoese Os.. Shipley at Secon 
er otection Cx 22 Washington St 
g,Chatleston, W.Va 2 P. O. Box 1071, Boston 3, Mass. Holloway Bros., Capitol Trail & Kirkwood Hwy., 
imsweller, Inc., P. ©. Box 424, 215% Beechurst Wilmington, Del. 
Ave.. Morgantown, W. Va BRANCH OFFICES: Christopher. J. G., Co., 41€-22 E. Bay St., 
Baker's Fire & Safety Equip., 1206 Villa St eons Bicwes Sivd.. Sap Anasien, Calif. ag = 490 Luckie 8t., XN. W 
acin 8 f rdner .. Broadview . we Ar. - 
evitt-Safety Ltd., 747 Vaughn Road, Toronto 1002 Baker Bldg.. Minneapolis 2. Minn A ; 
4 anads F 20 W. 9th St. RBidg, Rm. 926, Kansas City 5 ’ . 1220 Randolph St., Chicago, 
Fire Control Ltd., 679 Auahi St., Honolulu 13 Mo. ~ 3 
30 Church St., New York 7, N. Y. Scientific Bntenteal Supply Co., 17 E. 23rd 


Hawaii 
; 1 Rubber & Supply Co., 30 E. Georgia 
Aljay Mfg. Co., American Brattice Cloth Corp. 169 Central Rubber fe In 
1516 Callowhill ‘St, Philadelphia 30, Pa. 190 Argonne Road, Warsaw, Ind. Graft-Pelle Co., 309 W. Main St., Louisville, 


y. 
Neill-LaVielle Supply Co., 2211 8. Brook St., 


isville, 
Allied Chemical Corp. 85 Louisville, 


Petter, Henry r Supply Co., 117 8. First St., 
General Chemical Div. American District Telegraph Co. Paducah, Ky. 


40 Rector St., New York, N. Y. 155 Sixth Avenue, New York 13, N. Y. poursan- Brooks, pee.. cdenpleaees —_ 
BRANCH OFFICES: 


Charles, La. 

American Industrial Safety Equip. Co. 146 Standard Supply & Hardware Co., 1400 Second 
642 3 Ave., N si P : St.. Lake Charles, La. 
p= i rye 3500 Lakeside Ave., Cleveland 14, Ohio Standard’ Supply & Hardware Co., 822-866 

5 M 4 St., San Francisco, Calif Tchoupitoulas St., New Orleans, La. 

bart Ave., Denver, Colo DISTRIBUTORS: = —— Inc., 1655 Warner St., 
850 Norman St Bridgeport, Conn pe ne 
P. O. Box 2057, Jacksonville, Fla Lecsted in oll principal cities. Daris Emergency Equipment Co. of — Ene 
1151 Chattahoochee Ave., N. W., Atlanta, Ga. — 130 W. Emerson St., Melrose. Mass. 
The Merchandise Mart, Room 430, Chicago, IIl. Corp., The, 5733 Grand River Ave., 
2000 Race St., Baltimore, Md American LaFrance, ADotselt, Mich. 
P. O. Box 869, 511 E. Paterson St., Kalamazoo, Div. of Precision C Boy Co., 6540 St. Antoine St., 


‘orp. 
Mich ch. 
800 Marion Ave., River Rouge. Mich 100 E. LaFrance St., Elmira, N. Y. Grensden, C. L., Co., 1214 18th St., Detroit, 
2020 Broadway St., N. E., Minneapolis, Minn Mich ps 
P. 0. Drawer 952, Cleveland, Miss. BRANCH OFFICES: en Eide, 2. O. Ine. 209 Washington Ave., N.. 
N. 7th Suite 1015, St. L Mi Indian Schoo 9 x, Ariz 

Railr vad ave.” Albany N. y. —* iis 8. San Pedro ~. Los Angeles 11, Calif. Misstentegt Foundry & Machine Co., Inc., 300 
1 w Genesee St., Buffalo, N. ¥ 868 Burlway Rd., Burlingham. Calif. t South St., Jackson, Mississippi 

261 Madison Ave.. New York, N. Y 1741 Arapahoe at. Denver 2, Colo. aan Ind. Supply Co., 1305 Union Ave., 
40 Rector St., New York, N. ¥ 181 Spring St., N.W., Atlanta 3, Ga. Kansas City, Mo. 


Please mention National Safety News when contacting any of these organizations. 
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Co., 3952 Clayton Ave., 


ing, 1317 8. Vande 
Louis, Mo. 
Inc., 309 Hillside Ave., Hill- 


General Equipment 
St. Louis, Mo. 





Inc., 
venter Ave., St. 
A-C Kquip. Co., 
side, N. J. 
Amco F ces The, 612 Commerce Rd., Linden 
Hansen & Yorke Co. of New Jersey, 455 Green 
St., Woodbridge, N. 
1573 8. 


J. 
Steinwach's Safety Supply Co., 
uffalo, N. Y. 
wats m Co., 1362 Kenmore, Buffalo, N. Y. 
Ameo Corp., The 35-28 42nd S8t., Long Island 


The, 
City, N. ¥. 
Wilson, W. 8., 7-50 38th St., 


Island City, N. Y. 
Brundage Supply ns emu 


Park 


Corp., Long 
192-194 Front 

St., New York, 

Coston Supply Co., 31 Water St., New York, 


ae 3 

Hansen & Yorke Co., Inc., 86-90 Warren St., 
New York, N. Y. 

Swan, William; & Sons, 62 
York, N. Y. 

Vulcan Supply & Metals Co., 535 Reading Rd., 
Cincinnati, Ohlo 

Amco Corp., The, 
land, Ohio 

General Ind. Supply Co., 
Rd., Cleveland, Ohio 

Ameo Corp., The, 1301 Jackson Ave.. 

a N. A., 1850 E. 


Industrial Specialties Co., 940 S. E. 
Portland. Or 


re. 
A-C Supply Co. of Philadelphia, 1330 Federal 
Pa 


. op 


Front St New 


3333 Broadway St., Cleve 


State at Brookpark 
Toledo, O 
16th Place, Tulsa, 


7th Ave., 


1720 Callowhill St., Phila- 


Casanave §& ly Co., 2028-32 Sansom St., 
Philadelphia, Pa. 

Maddock & Co., Inc., 55 Rock Hill Rd., 
deiphia, Pa 

Welderaft Equipment Co., 
Pittsburgh. Pa. 

Reichman, Crosby Hays Co., 223 8. 
Memphis. Tenn. 

G-M Hardware & Supply Co., 902 Bowie St.. 
Beaumont, Tex. 

Norvell- Wilder Supply Co., Drawer 4145, Beau 
mont, Tex. 

Southwest Equipment & Extinguisher Co., 52% 
Palm Drive, Corpus Christi, Tex 

Giller Tool Corp., 8700 Chancellor Row, Dallas, 
ex. 

Rex Supply Corp., 


3715 

Houston, Tex. 

Tools, Inc., 4199 Fulton St., 

Aviation Industrial Supply Co., 
Ogden, Utah 

Morse-Parker Motor Supply Co., 
St., Portsmouth, Va. 

Watkins-Cottrell, 109-125 8. 
mond, Va. 

Aronson’s Hardware Co., 


Phila 
5100 Liberty Ave. 


Front St., 


Harrisburg Blvd. 


Houston, Tex. 
2881 S. 1100 W., 


809-815 High 
14th 8t., 
1415 First St., 
Baldwin Supply Co., 207 Virginia St., W., 
Charleston, W. Va. 
em Inc., 520 Elizabeth St., 
. Va. 
Weiss, Max, Co., 1164 N. 5ith St., Milwaukee, 
Wis. 
Safety Supply Co., 214 King St., E., Toronto. 


Ontario, Canada 
Safety Supply Co., 5545 St. James St., W., 
1441, 


Rich- 
Seattle, 


Charleston, 


Montreal, Quebec, Canada 


Pell Co., Ine, P.O. Box 
Hawali 


Honolulu, 


Ansul Chemical Co. 43 


One Stanton St., Murinette, Wis. 


BRANCH OFFICES: 

1450 Chopin Ave., Burlingame, Cali 

6470 Corvette St.; Los Angeles 22, 

702 E. 14th St., Oakland 6, Calif. 

8933 Stony Island Ave., Chicago 17, Il. 

Turner Bidg., Weir Cook Municipal 
Indianapolis 21, Ind. 

725 Union Arcade Blidg., Davenport, Iowa 

c/o Roche Hull, Ine., 1107-19 Md. Ave.. 
Baltimore, Md. 

18115 Myers Rd., Detroit 35, Mich. 

3303 Gillham Rd., Kansas City, 

3230 Olive St., St. Louis 3, Mo. 

2312 Belknap ‘Ave. Billings, Mont. 

215 W. 34th St.. Rm. 227, New York, N. Y. 

P.O. Box 548, N. Tonawanda, N. Y. 

1015 8. Cincinnati, Tulsa, Okla. 

1048 Hanna Bidg., Euclid Ave. & E. 
Cleveland 5, Ohio 

24 State Rd., Paoli, Pa. 

4672 Walker Bivd., Knoxville 18, Tenn. 

P.O. Box 28164, Dallas, Texas 

1604 Neely, Midland, Texas 

715 Van Buren St., Rm. 900, Milwaukee, Wis 


DISTRIBUTORS: 
Southeastern Safety Appliance, Inc., 730 Miami 
Cirele, N. E., Atlanta, Ga. 
cree Equip. Corp., 261 Franklin St., Boston, 
ass 


Peterson, Elmer C., Co., 1527 E. Franklin 
Ave, Minneapolis 4, Minn. 

Wileo Fire Equip. Co., 1123 S.E. Market St., 
Portland, Ore 
Williams & Co., 
Pittsburgh, Pa. 
Universal Safety & Fire Equip., 727 8. W. 
Temple St., Salt Lake City, Utah 
Queen City Supply Co., 1517 Grant S8t., 


nette, Wis. 
Levitt-Safety, Ltd., 747 Vaughn Rd., Toronto, 
Ltd., 330 Cooke St., Hono- 


f. 
Calif. 


Airport. 


Mo. 


14th St. 


Inc., 901 Pennsylvania Ave.. 


Mari- 


Ont, Canada 
Pell, P. S., & Co., 
lulu, Hawaii 


Please mention National 


Antrex Corp. 
854 N. Rockwell St., Chicago 22, 


Armstrong Cork Co 
Lancaster, Pa. 


BRANCH OFFICES: 
5983 E. Smithway St., Los 
1814 Ogden Dr., San Francisco, 
W. 5th Ave., Denver, Colo 
W. Peachtree, N. E., Atlanta, Ga 
6535 W. Irving Pk. Road, Chicago, Ill 
200 First Ave., Boston, Mass 
321 LaFayette Ave., W Detroit 
4539 Hiawatha Ave Minneapolis 
500 W. 26th St., Kansas City, Mo 
1919 Hampton Ave., St. Louis, Mo 
1127 E. Morehead St., Charlotte, N. C 
1057 Meta Dr., Cincinnati, Ohio 
2975 Superior Avenue Cleveland, 
295 Fifth Ave., New York, ? 
15th & Chestnut Sts., Philadelphia, Pa 
T27 Oak Lawn Ave., Dallas, Texas 
221 Minor Ave., N., Seattle, Wash 
6911 Decarie Blvd., Montreal, Que 
866 Lakeshore Rd., Toronto, Ont., 


9 


Angeles 22, 
Calif 


Mich 
Minn 


Ohio 


Canada 
Canada 


Arnar-Stone Laboratories, Inc. 
225 E. Prospect Ave., Mt. Prospect, Ill. 


Associated Bag & Apron Co. 
901 W. Huron St., Chicago 22, Ill. 


Atlas Safety Equip. Co., 
173-179 N. 10th St., alien 11, N. Y. 


Audio Equipment Co., Inc. 70 


P.O. Box 192, Port Washington, N. Y. 


Auth Electric Co., Inc. 


34-20 Forty-Fifth St., Long Island City 1, 


N. Y. 
BRANCH OFFICES: 


429 S. Western Ave., Los Angeles 
Froesel Dr., Ellisville, M 
DISTRIBUTORS: 
Industrial Electronics, 821 F 
age, Alaska 
Ra-Tone Electronic 
Phoenix, Ariz 
Young, Charles B., 
Rock, Ark 
Barnard Engineering Co., 
wood City, Calif 
Hannon Engineering Co., 5290 W 
Blivd., Los Angeles, Calif 
Dawson, Jim, Co., 661 Delaware St., 


Calif 


‘ourth Ave., 


Sales C« 4518 N 


2524 Blackwood Rd., 


2800 Bay Rd., Red 


Assoc., Inc., c/o Jack D 
Curtis, Tampa, Fla 
Biglin Assoc., Inc., c/o 
Box 996, Coral Gables 
Smith, J. R., Co., 8212 S 
til 
Damm, 
Ind 
Midwest Equip. Co f 
Des Moines, Iowa 
Zimmerman, Walter, 
Station, Wichita 8 
Reighart, J. L., 4617 
Parker, B. H., Sales 
Boston, Mass 
Ripelle, A. J., Co 
Mich. 
Felland, G. M., Co 3424 E 
neapolis, Minn 
Tele-Sound Co., Inc., 401 N 


Fred Gross, P. O 
Fla 

Bishop St., 
208 


Henry J., Senate St 


Iowa, 842 Fifth Ave 
Box 3621 


Louisville, Ky 
Atlantic 


Dunean 
Agency, 610 


22434 Kendall Ave., 


Lake St., Min 


39th St., 


Nebr. 

Verne LaSalle Co., 1440 W. 10th St., 
Ohio 

Bach, Pete, 1233 N.W. 12th Ave., Portland, Ore 

Bra Bon Corp., 29 Bala Ave., Bala Cynwyd, Ts 

Texas Sales Representatives, P. O. Box 6843 
Houston, Texas 

Bach, Pete, c/o 
Bellevue, Wash 

Holmquist, H. R 
Milwaukee, Wis 

Zambrana, C. R., Zayas, P. O 
Piedras, Puerto Rico 


Lyle Heaton, P. O 


6033 W. Blue 


Box 92 


Autocall Co., Th 
61 Tucker in. Shelby, Ohio 


BRANCH OFFICES: 
1420 West Ninth St., Los Angeles 
360 Sixth St., San Francisco, Cali 
920 Hopmeadow St., Hartford, Conn 
1733 E. 75th St., Chicago 49, Til 
270 Commonwealth Ave., Boston 16, Mass 
34 N. Brentwood Bivd., St. Louis 5, Mo 
3 Ellicott Square. Buffalo 3, N. ¥ 

.? Fifth Avenue, Suite 2403, New York 17 
Y 


Calif. 


2637 Erie Ave., Cincinnati, Ohio 

16202 Hilliard Road, Cleveland, Ohio 
90 Clairton Blyd., Pittsburgh 36, Pa 
1720 Sansom St Philadelphia 3, Pa 
2333 W. Wells St., Milwaukee 3, Wis 


Safety News when contacting any of 


Anchor- 
18th Dr., 


Little 


Washington 
Denver 4, 


Whetsell, 202 


Chicago, 


Indianapolis, 


Munger 


Ave., 


Detroit, 


Omaha, 


Cleveland, 


Box 803, 
Mound Rd., 


Rio 


Bacharach Industrial Instrument Co. 
200 N. Braddock Ave., Pittsburgh 8, Pa. 


DISTRIBUTORS: 
Located in principal cities. 


Baker Industries, Inc., Pyrotronics Div. 
P. O. Box 390, Newark 1, N. 


BRANCH OFFICES: 


Kimberlin, W. H., 5648 W. Lake St., Chicago, 


Henry, Gordon T., 970 Heath Rd., Chesterland, 
Ohio 
Stewart, R. M 


Houston, Texas 


2480 Times Bivd., Rm. 9, 


DISTRIBUTORS: 
Associated Engineers, 
Birmingham, Ala 
C-O-Two Fire Equip 
anza St., Los Angeles, 
Barnard Engineering Co., 

wood City, Calif 
Chicago Electrical Supply Co., 
Ave., Chicago, Ill 
Fire Equipment, Inc., 82 
42, Mass 
Standish Electric 
Detroit, Mich 
Acme Fire Alarm Co., 106 
ie 4 


3716 Third Ave., 8., 


of California, 1538 Esper- 
Calif 
2800 Bay Road, Red- 


420 N. Ashland 


Broadway, Cambridge 


Sales, 16900 W. MeNichols, 


Seventh Ave., New 


James M., Inc., 600 8. Delaware Ave., 
Philadelphia 47, Pa 
Firefoam Sales Co., 40 

burgh, Pa 

Rogers & Morgan, 
Tenn 
C-0-Two 
East 


Terminal Way, Pitts- 


800—19th St., Knoxville, 


Fire Equipment of Canada, Ltd., 91 
Don Roadway, Toronto 8, Canada 


Barnett, Art, Uniform Co. 
P.O. Box 322, New Orleans 9, La. 


Beacon Falls Rubber Footwear 
Beacon Falls, Conn. 


BRANCH OFFICES: 


Highway 100, Cedar Lake Rd, Bt. Louis Park 
Minneapolis, Minn. 


Bean, John, Div., 
Industrial Sales Dept., 
Food Machinery & Chemical Corp. 
1305 S. Cedar St., P.O. Box 9490 
Lansing 4, Mich. 


BRANCH OFFICES: 


1115 Coleman Ave., Box 145, San Jose 3, Calif. 


DISTRIBUTORS: 
Associated Engineers, 
Birmingham 6, a 
Kidde, Walter, Co., 651 


716 Third Ave., 8., 
Pillans St., Mobile, Ala. 
Mullins Engineering Co., 1401 Cantrell Rd.. 
Box 3358, Forest Park Sta., Little Rock, Ark 
Wallace Equip Co., Foot of West Adams 8t., 
Jacksonville, Fila. 
B & H Distributors, Box 6, Edison Center Sta- 
tion, Miami, Fila. 
Murphy Equip. Co., 1314 E. Ponee DeLeon 
Ave., Decatur, Ga. 
Thomas Pump Co., 407 8S. Dearborn, Chicago. 
Il 
105 8.W. 6th 
1506 Broadway, 


800 S. Adams 


American Pump & Supply Co., 
St., Fairfield, Ill 
American Pump & Supply Co., 
3, Mt. Vernon, le 
Paul J., Equip. Co., 
8 Peoria, Tl. 
Laidlaw Co., 11 W. 17th St., Indianapolis 2, 
d 
Des Moines, Iowa 
Louisville, 


Box 
Box 


313 E. 7th St., 
423 Starks Bldg., 


Donald Corp., 
Andriot- Davidson, 


y. 

Mooney Equip. Co., 2704 St. Claude 
3294, New Orleans, La. 

Somner, W. L.. Co., Inc., 419 Lake 8t., 
82, Shreveport, La 

Tate Engineering Inc., 516 8. 
more, Md. 
Somerville 43, Mass. 

Hayes Pump & Mach. Co., 
Somerville 43, Mass 

Krum. J. C., Co., 5638 King Hwy., Box 265, 
Kalamazoo, Mich. 

McBride Industrial Equip. . 21227 Manches- 
ter Bivd., Harper Weods 36, Mich 

Somner, W. L.. Co., Ine., i 

Somner. W. L., Co. Ine., Tinsley, Miss. 

Roehl, William, Inc., 4568 Manchester, St. 


Louis, Mo. 

Interstate Machinery & Bupply, 1006 10 Doug 
Neh 
Exchange 


las St., Omaha, 
Paterson Bivd., 
Buffalo, 


Ave., 


Eutaw 8St., Balti- 


100 Vine 8t., 


a 3 

Chemical Pump & Eautp. Corp., #1 
Place, Jersey City. N. 

Corp., +05 


Movnevy RBr-thers 
Little Falls, N. J 


Rout, Neal & Cu., 64 Peabody 8t., 
x = 


organizations 


these 
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ae & Morrison, 1900 E. 7th St., Charlotte Arsco Mfg. & Sales Corp., 451 10th Ave.. Forsyth, Arthur, Co.. N. 120 Division St., 
New York 18, N. Y. Spokane, Wash. 
White: Industrial Sales & Equip., 140 W. 6th Onondaga Supply Co., Inc., 344 W. Genesee St., White Ind. Sales & + Bante.. 1033 Quarrier Bldg., 
St., Cincinnati 2, Ohio . iy a, we Charleston, W. 
Chemical Pump & Equip. of Cleveland, 2000 7 Co., 1310 8. Tryon St., Char- 
Lee Rd., Cleveland 20. Ohio c. 
Warner Vaughan Co., 17 Station Rd., Haver Carolina Machinery & Supply Co., Inc., Pr. O 
ford. Pa Box 1178, Rocky Mount. N. C 
Harris Pump & Supply Co., Brady & Sidney Automotive Supply & Equip. Co.. 276-278 Blonder-Tongue Laboratories, Inc. 
Sts., Pittsburgh 3, Pa Water St., Akron, Ohio 9 Alling St.. Newark 2, N 
Southeastern Supply Inc., 10 Linguard St., Scallan Sueply on Inc., 2337 Gilbert Ave.. ad — 
Charleston, 8. C. Cincinnati 6, fo 
Boller Supply Co., Inc., 2006 Southerland Ave.. Pendergast, A. W.. Safety Equip. Co., 6913 REPRESENTATIVES: 
Philadelphia 35, Pa Wedge Weber Co., 1217 Venice Bivd., Los 
E gincering Co., 3:59 lroad : ly (€o.. 56th & Baktimere Ave Angeies, Calif 
‘ , Tenn Pa. Mulihrop & Hunter, 165 Eleventh St., San 
Boiler Supply Co.. Ine., 490 Craighead Ave., M & Sons, 5000 Ridge Ave., Phila Francisco, Cali 
Nashville, Ten : Hyde hn 888 8S. Lysan St., Denver, 
Briggs- Weaver Machine ty Co.. 5000 Hines Bivd or, M. A., & Sons, Inc., 52nd & Grove; ‘olo. 
Box 5609, Dallas 22, Texas Ave., Philadelphia, Pa. Hemminger, William F., 618 N.E. 78th St., 
Dannenbaum, M N., Co., Box 14496, 2421 S —, = bag 901 Pennsylvania Ave., Pitts Miami, Fila. 
Wayside Dr., Houston 21, Texas burgh 3 Felleisen Assoc., 5841 W. Montrose Ave., Chi- 
McAllen Pipe & Supply Co., Box 389, Me Clement Betety Equip., Inc., 720 8. Third St., cago, : 
Allen, Texas Memphis 2, Tenn. Hoemig Sales Co., Butler Court, Fort Wayne, 
Tate Engineering, Inc., 13 W. 14th St., Rich Clowe & Cowan, Ine., Amarillo, Texas Ind. 
mond 24. Va Briggs-Weaver Machinery Co., P. O. Box 551 Hendrickson, William A., 291 First Parish Rd., 
Tate Engineering, Inc., 920 S. Jefferson, Roa Beaumont, Texas Sciterate, Mass. 
noke. Va Briggs-Weaver Machinery Co., 5000 Hines Lawrence Zaffina Co., 7351 Gratiot Ave., De- 
Cross Pump ®. \ ee Co., Box 889. Charles Bivd., Dallas, Texas troit, Mich. 
ton 23, W Wessendorff, Nelms & Co., Inc., 5535 Harvey Oszman, E. W., 12 E. 25th St., Minneapolis, 
Crane Betauunne Sales, Ine., 1110 W. Wis- 7 ., Houston 13, Texas Minn. 
consin Ave., Appleton. Wis Texas Marine & Industrial Supply Co.. 8106 Kathinus, Norman W., & Co., 4356 Duncan 
Anderson, A. A., & Co., 3809 W. Vilet St Harrisburg Bivd., Houston 12, Texas Ave., St. Louis, Mo. 
Milwaukee 8, Wis. Baxter Sales Co., P. O. Box 171, Longview Hyde Electronics, 5206 Constitution Ave., N.E., 
Consolidated Engines & Mach., Ltd., 14th & Texas Albuquerque, N. M. 
Birmingham Sts., New Toronto. Qnt.. Cunad) Metals Supply Co., a 131 Social Hall Ave., Morhan Exporting, 458 Broadway, New York, 
Consolidated Engines & Mach., Ltd.. 5645 Pare Salt Lake City, Ut 
St., Mount Royal. Que., Canada Peltz Brothers. Inc., “200 W. Water St., Norfolk Land-C-Air Sales Co., 140 Marbledale Rd., 
Consolidated Engines & Mach.. Ltd., Box 848 10, Va. Tuckahoe, N. Y. 
Moncton. New Brunswick, Canada Walke, Henry, Co., 912 W. 2ist St., Norfolk, Weller-Rahe, Box 212, Worthington, Ohio 
Va Johnson, Jesse P., Co., 413 Dome Bldg., Chat 
Virginia, Tool & Equip. Corp., 1301 W. Main tanooga, Tenn 
St chmond, Va oes Guenther, John B., 4533 N. Central Expressway, 
F Campbell Industrial ‘Supply Co., 34 Airport Dallas, Texas 
Beryllium Corp. yay, Seattle 4, Wash. Widdekind, M. K., Co., 222 First Ave., N.D. 
P.O. Box 1462, Reading, Pa. A ' .. 614 Virginia St., W.. Seattle, Wash. 
WwW. Va. 


. 2101 New York Ave., N. E., 
c. 


. woner Cc. R.. Ltd., Kitchener. Ont., Canada 
DISTRIBUTORS: I. we 


cal Hardware Co., Ltd., 301 Craig St.. Bomgardner Mfg. Co., The 
Safety Engineering & Supply Co., 617 N. 10th iontreal, Que., Canada d 7, Ohio 
St., Birmingham 4, Ala. Lertii- Ratety Lid 747 ‘Vaughan Ré.. Toronto 1384 Hird Ave., Clevelam 
Van Horn, Oliver H.. Co., Ine., 111 Beaure Ont., Canada 
gerd Ave., Mobile, Als. , ting Safety Appliances Co. of Canada. Ltd.. 
Brovkes, E. Jordan, Co., Ine., 6601 Telegraph 500 MacPherson Ave., Toronto 4, Ont., Canata 
Ge tee te Wc Ee faite Be be. te Fleck Brothers, Ltd., 110 Alexander St., Van- Boyer-Campbell Co. 
rre upply Co., .§ Fe , Los 
“Angeles, Calif cover 4. B. C., Conade 6540 St. Antoine St., Detroit 2, Mich. 
Marwedel, C. W., 1235 Mission St., San Fran 
cisco 3, Calif. 
Marine & Ship Supply, 390 Jefferson St., San 
Franciseo 11, (Cal 
Kawie Tool Supply Co., 676 Tolland St.. East 
aerttees 8. Conn Black, Sivalls & Bryson, 
Industrial Safety Supply Co., Inc., 574 New ® 
Park Ave., West Hartford 10, Conn 7500 E. 12th St., nin City 26, Mo. Milwaukee 9, Wisc. 
Hudson Supply Co.. 117 Market St., Wilming ss 
ton, Del : BRANCH OFFICES: BRANCH OFFICES: ae ee we 
Aero Hardware Inc., 4301 N. W. 36th St., - 923 East Third St., ngeles, Calif. 
Miami Springs. Fia Y= gy ng: Te Rn gg 1246 Folsom St., San Francisco 3, Calif. 
Georgia Supply Co., 821 E. Bay St., Jackson 434 Continental Oil Bldg., Denver, ‘Colo 119 Ann St., Hartford 3, Conn. 
ville 1, Fla 291 N. LaSalle St., Chicago, Tl! 3230 Peachtree Road, N.E., Atlanta 5, Ga 
Tull, J. M., Metal & Supply Co., Inc., 285 302 Civie Center Bidg., New Orleans, La 6965 W. Belmont Ave., Chicago 34, Il. 
Marietta St., N. W., Atlanta 2, Ga. 610 Stephenson Bldg.. 6560 Cass Ave., Detroit 375 Moody St., Boston 54, Mass. 
Universal Safety Equip. Co.. 5115 W. Diversey 2, Mich. 449 Broad 8t., a 2, N. J. = 
Ave., Chicago 39, Ill 9 639 S. Warren St., Syracuse 2, N. Y. 
Harris, Samuel, & Co., 114-116 N. Clinton St 920, Niagara Pages ty Og Roselawn Center Bidg., Room B-6, 1717 Section 
Chicago 6, Til ° ~ Road, Cincinnati 37, Ohio 
Couch & Heyle, 1016 S. Adams St., Peoria, Til a0 N Cincinnat, Oklahoma a 2111 8. Green Road, Cleveland 21, Ohio 
Safety Corp.. 3740 E. Michigan St., Indianap Laneaster, Wayne. Pa. 4401 Germantown Ave., Room 204, Philadelphia 
olis 1, Ind. . sia Witson Bidg., Corpus Christi, Texas 40, Pa. 
Orr Safety Equip. Co.. 300 EF. Main St., 1405 Texaco Bidg., Dallas, Texas 
, Louisville 2, Ky , . . 1206 Cedar St., Borger, Texas 
Van Horn, Oliver H., Co., Inc., 6301 Chotow 11515 S$. Main St., Houston, Texas 


Baton Rouge, La > 
Van Horn. Oliver H. Co., Ime., 1742 St B. Highway 90, Odeses, ‘Texas 


Charles Ave., New Orleans 1, La. a Brooklyn Fibre bay 
Harris Frederic & Co., Inc., 100 Edwards St DISTRIBUTORS: 47 Dinsmore P’ ion, Seectibe 8, N. Y. 
me = La — Engineering Co., 1831 28th Ave. South 
Maiers, John G., & Sons Co., 153 N. Gay St irmingham, Ala BRANCH OFFICES: 

Baltimore 2, Md Boiler Equip. Service Co., 1079 Alco St., N. E.. 
Nicholson, R. J., Co., Falls Rd. nr. Seminary Atlanta, Ga. 600 Michigan Bldg., Detroit 26, Mich. 

Ave.. Lutherville, Md Paller Engineering Co., 2212 S. Calhoun St.. 
Genera: Equip. Corp., 261 Franklin St., Boston Fort Wayne, Ind. DISTRIBUTORS: 

10, Mass. Paller Engineering Co., 3025 N. Illinois 8&t., Mian Fire Rptonet Co., 150 SW 27th Ave., 
Strelinger, Chas. A., Co., 31855 Van Dyke. Indianapolis, Ind. Miami 35, 

Warren, Mich Hacker, A. L., Co., Inc., 308 Wyndhurst Ave. Midwest Fire & “Safety Equip, Co., 1605 Pros- 
Gransden-Hall & Co., Walnut & Poplar Sts., Baltimore. Md. pect St., Indianapolis 3, Ind. 

Flint, Mich Dennis, W. E., Co., 54 Almont St., Medford Gorham Fire & Equip. Co., 326 Atlantic Ave., 
Safety Services, Inc., 1903 W. Main St., Kala Mass Boston, Mass. 

mazoo, Mich Power-Process Equip. Co., 746 Builders Exch Minneapolis Fire Equip. Co., 129 8S. 10th St., 
Continental Safety Equip. Co., Inc., 1551 Selby Bidg., Minneapolis, Minn. Minneapolis, Minn 

Ave., St. Paul 4, Minn Industrial Process Equip., 4903 Delmar, St Minneapolis Fire Exting. Co., 2480 University 
Forslund Pump & Mach. Corp., 1717 Main St., Louis, Mo. Ave., St. Paul, Minn 

Kansas City 8. Mo .. 1009 First St., 8S. E., Cut James B. Hunt Mfg. “Co., 1462 Liberty 8t., 
Safety Inc., 2608 Olive St., St. Louls 3, Mo 4 ‘ont. Trenton a 
MacDonald. B. €., & Co., 3829 W. Pine Bivd., .. Ine., 201 Builders Bidg.. Char Goldcrest | Safety Equip. Corp., Highway 22— 

St. Louis 8, Mo Cc. Box 155, Denellen, N. J. 

Hardware Co., 1514 Federal St., Cam White’ Ind. Sales & Equip., 919 Second Na oe Fyter Co., P. O. Box 750, Newark, N. J. 
‘ , tional Bidg.. Akron, Ohio J. Fire Equip. Co., 1000 N. Washington 

l & Sons, 149 Ferry St., Newark 5 White a. Sales & Equip., 140 W. 6th, Cin wl Dunellen, N. J. 

N. J. cinnati, Ohio Bi-Lateral Fire Hose Co., 9 Livingston Ave., 
Guardian Safety Equip. Co., 400 S. Jefferson White ind. Sales & Equip., 227 Hanna Bidg., Kearney, N. J. 

St., Orange, N. J Cleveland, Ohio Security Fire Equip. Co., 19 Myrtle St., Tren- 
Sager- Spuck Supply Co., Inc.. 360 Broadway Constant, E. 8., Co., 1814 S. E. 7th Ave., ton, N. J. 

Albany, N. Y Portland, Ore American LaFrance, Elmira, N. Y. 
Elwood Corp., 2180 Elmwood Ave., Buffalo 23 White Ind. Sales & Equip., 612 Farmers Bank Wesco Fire Equip. & Service Co., 121 Wildey 

N. Y. 4 7 Bidg., Pittsburgh, Pa. St., Tarrytown, N. 
Durkee ~ Inc., 29 South St., New York City ina: .. 412 E. Sth Ave.. Young & Swartz, Inc., 39 Cherry St., Buffalo, 


= ¥, 
ey Ea Inc., 25 Murray St., New York Process & - 1565 Harbor Ave., Harry Sutphen & Assoc., 1000 Dublin Rd., 
Y a Calumbus, Ohio 

Federal Hlariware Corp., 53 Park Pl.. New Yor N Co., . 2nd St. West, Salt Arthur C. Page Assoc., P. O. Box 25, Draves- 
City 7 2 burg, Pa. 

Topping Bros., 159 Varick St., New York 13 308 W. Cary St.. Fyr-Fyter Sales & Service Co., 516 E. Mufflin 
ee . St., Madison, Wis. 

Paramount Tool Mfg. Corp.. 765 Fulton St., Forsyth, Arthur, “ee 2800 15th Ave., West, Wisconsin Fire Equip. Co., 621 Buckholz 8t., 
Farmingda'e, L. 1., N. ¥ Seattle, Wash. Two Rivers, Wis. 
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directory of fire protection and contro! equipment sources 


raxmar, The C. G. Co Gulf Coast Marines Supply, Inc., 199 8. Royal Fleck Bros., Ltd., 110 Alexander St., Van- 
216 E. 43th St. New York 17, N. Y. St... Mobile 6, Als. wee & @ S. Goote 
je “9 Bashaw Equipment Co., Inc., 5th Ave. at Fleck Bros., Ltd., 2020 Douglas St., Vie- 
Merrill Field, Anchorage, Alaska toria, B. C., Canada 
Miller & Bently-Bashaw Equipment Co., Boz MacKay Morton Ltd., 183 James Avenue-E., 
Browne, Stewart R., Mfg Co., Inc. , nn ee we ge De Winnipeg, Manitoba, Canada 
258 Broadway, New York A N. Y. h ; ‘s. sadliias 5 a Meier Eevee 5S... Tre Albert St., Regina 
Mid 1bb s ; , 327 E : 
- Solace mee | nee gg Ege Bell Electricord & Safety Ltd. 841 Bering 
Goodall Rubber Co., 1083 Santa Fe Dr. Ave., Toronto, Ontario, Canada 
Brulin & Co., Inc. Denver 4, Colo. Butler Optical Co., Ltd., 2160 Mountain 8t., 
2939-45 Columbia Ave., Abern Safety Equip. Corp., 2 Eld 8t., New Montreal Que., Canada 
Haven 11, Conn 
Indianapolis 7, Ind. Industrial Safety Supply Co., 574 New Park DISTRIBUTORS In Other Countries: 
Ave., West Hartford 10, Conn. 


" Alberto Arce, 8. A., Apartado 296, Avenue 3, 
H Governm 8s 7 . . 
REPRESENTATIVES ove ent Sales Office, Arlington 9, Va entre Calles 1 & 3, San Jose, Costa Rica 


Located in 3 Safety Equipment Company of Fla., 109 Ha- 
nearest sonhenae, ry By By miller, Tampa 4, Fila. Jose J. Kalil & Cis, Calle Ruben Doris 
to above address; west of Rockies write to Gaspro, Ltd., 525 Kalanianoole, Hilo, Hawaii FOU, Sen Selvedec, Bi Gelvader 
1793 12th St., Oakland 7, Calif. Gaspro, , 2305 Dillingham Bilvd., Hono- Equipos Mecanicos de Guatemala, 8S. A., TA 
y lulu 4, Hawaii Avenida Prol. 1-40-60, Guatemala City, 
Intermountain Equipment Co., Broadway at Guatemala, 
Myrtle, Boise, Idaho Fedrico Bahr & Cia, Apartado Postal #122, 
R. a Co. a . Co., 210 W. 4th San Pedro Sula, Honduras 
‘ocatello daho c Cc Cc » 
1403 Ww. Congress Pkwy., Chicago 7, Ill. Universal Safety Equipment Co., 5115 W. Di- a a oe: eae, Sees 
versey Ave., Chicago 39, Ill. hi 
DISTRIBUTORS: Standard Industrial Prods. Co., 3527 W. See | f ae Mem 
Saf Eng. & Supply Co., 617 N. " Farmington Rd., Peoria, Illinois a, ~Beade 
BM, Pg clans Zine Safety Equipment Co., 1401 Fairfax Casa Commercial McGregor, 3-A calle 8S. E. 
Morton, Chas. E., Co., 447 W. Garvey Ave., Traffic Way, Kansas City 15, Kans. _ 104, Managua, Nicaragua 
Monterey Park, Calif. Mid-Continent Transmission & Supply, Ine., Guardia & Cia, 8. A., Box 181, Ave J Arosemena 
Brenton Equip. Co., 374 Brannan St., San 2027 N. Broadway, Wichita 14, Kans. y Calle 29, Panama City, Rep. of Panama 
Francisco 7, Calif. Robert L. Schmitt Co., 306 E. Main St., Atlantic Gulf & Paeifie Co. of Manila, Robert 
R&M pos Co., 2214 8. Clayton St., Denver Louisville 2, Ky Dollar Bidg.-Port Area, P. O. Box 626 
10, Col The Delaware Powder Co., Pineville, Ky. Manila, R. P. 
Cameron “k Barkley Co., 605 E. Forsyth St., Guardian Safety Equip. Co.. 3615 Capitol Bolivian Oil & Mine Supply Co., Ltd., AV 
———. Fla. Hgts. Ave., Baton Rouge 6, La 16 de Julio 330, La Paz, Bolivia 
Cam arkley Co., 727 N. W. First Ave. Carey Machinery & Supply Co., Inc., 3501 Distribuidora Interamericana 8S. A., P. O 
Miami, _ Brehms Lane, Baltimore 3, Md ; Box 4217, Lima, Peru 
= rs Markley Co., P. O. Box 2748, Or Goodal Rubber Co., 354-358 Congress St., Bos- Comenil C. A., Gento Tomes-Porvenir 10. 


ton 9, Mass . 
Tropical Safety Supply Co., 8215 S.W. 63rd Averill Equipment Co., 19225 Conant Ave., Caracas, Venesuela 


Court, South Miami 43, Fla. Detroit 34, Mich Agentia de Tractores y Equipos, S. A., Apar- 
& Barkley Co., 107 8S. Franklin St., W. P. & R. 8. Mars Co., 322-324 W. Michi- tado 3155, Havana, Cuba 

pa, Fila. gan St., Duluth 2, Minn Minagro Industrial, Jaquey No. 56, Santiago De 

Guardian pened Equip. Co., 1091 Euclid Ave W. P. & R. 8S. Mars Co., P. O. Box 434, Cuba, Cuba 


E., Atlanta, Ga. Hibbing, Minn Kingston Industrial Agencies Ltd., 381 Span 
Universal Safety Equip. Co., 5115 W. Diversey Continental Safety Equip., Inc., 1551 Selby ish Town Rd., Kingston, Jamaica 
Chicago 39, Ill. Ave., St. Paul 4, Minn Mayol Distributing Co., P. O. Box 152 
—_ Sales Corp., 427 W. Randolph St., Chi- Zink Safety Equip. Co., 7470 St. Charles Rock San Juan, Puerto Rico 
go 6, Til. Rd., St. Louis 33, Mo F 
Standard Industrial Prod. Co., 3527 W. Farm- Hawkins Safety Equip. Co., Inc., Wolfeboro, 
- Peoria, Il. N. H 
& Co., Inc., 1109 8S. Precton 8t., Industrial Prod. Co. of N. J., 400 S. Jefferson 
Louisville 3, Ky. St., Orange, N. J 
Guardian Safety Equip. Co., 3615 Capito! New Mexico Equip. Co. 7 38 Edith —_—— 
Heights Ave., Baton Rouge, La. rd., N. E Albuquerque, N 
— = Co., Ine., 11-13 Shattuck St, Jebler Assoc., Inc., Box 739, 556 = St., 
well, Mass. Binghamton, N. ¥ Canisteo Sign & Mfg. Co., Inc 
Davis Ewergency Equip. of N. E., 130 W Ameri Allsaf Ir 1245 Niagar: eae ee S 
a bmerton st. _ Melrose, lg = Mhie ak Y.” agate 11 Fourth St.. Canisteo, N. Y. 
ver! quip ‘0., 19225 Conant Ave., Detroit Protective Ea Sup ‘o 270 
hich Rondtay paRalon 12 ey, Me” 7 OsTRIBUTOR: 
Continental Safety Equip. Co., 1551 Selby Ave. Rubber Products Co Inc., 866 Huffman N. J. Safety Equip. Co., 299 Park Ave. E 
Paul 4 inn. Greensboro, N. C Orange, N. J. 
Safety, . 3230 Olive St., St. Louls 3, Mo. ‘ y First Supply Co., 2914 Clearview 
Guardian Safety Equip. Co., 400 8. Jefferson | N W., Canton 8, Ohio 
The Elwood’ Gorp., 2180 Elmwood Ave., Buffal anh 
i, Sweed rD., e., Buffalo Greenshills, Cincinnati 18. Ohio Carpenter Mfg. C 


0. 
Geblor Assoetates, Ine., P. 0. Box 139, Bins ee 301 Bradley St., Somerville 45, Mass. 


° 8 a A - 
Corp., 47-50 88th St., Long a DEALER REPRESENTATIVES: 
Co. ” Ses $232 Fredonia Ave Safety First Supply Co 858 W. Delaware Located in principal cities 
ve “ Ave., Toledo, Ohio 
wie. 7 jk “SRO Dette Ave Mid-Continent Transmission & Supply (Co., 
a ve ’ 4 N. E. 27th St., Oklahoma City 5, Okla. 
Cleveland, Ohio Engineering Supply Co 1124 E 4h 8&8 
Williams & Co., Inc., 900 Williams Ave. Tulsa 10, Okla ? , 2 amos Cardox Div... 
oun k _ ee a Sanderson Safety Supply Co., 935 S. E. Haw Chemetron Corp. 
Ohio yeni ‘ ; thorne Bivd., Portland 14. Ore 840 N. Michigan Ave., Chicago 11, 
Guardian Safety Equip. Co., 1742 S. Main St Industrial Prods. Co., 2820 N. 4th St., Phila- 
Tulsa, 4 lag ce delphia 33, Penn. BRANCH OFFICES: 
Sanderson Safety Sup. Co., 816 8. E. Haw- Safety First Supply Co., 425 Magee St., Pitts Located in prineipal cities. 
thorne Bivd., Portland 14, Ore, i burgh 19, Penn. 
M.. Byberry Rd.. Hat Pa. Safety Equip. Distributing (Co., 830-832 Main 
Guardian Safety Equip. Co, 214° 8. 48th St., a en Sa 
Philadelphia 4, Pa, Safety Equip., Ine., 720 8. 8rd Castle Engi i Cc 
Williams & Co., Inc., 901 Pennsylvania Ave., -, Memphis 2. Tenn _ astie Enginecring <0. 
Pittsburgh 33, Pa. — Supply Co., Bor 1987, Amarillo, P. O. Box 35, Seneca Castle, N. Y. 
e 
i 4 <x ee ee Radelif Supply Co,, 504 F. 10th St., P. 0 DISTRIBUTORS: 
Box 64, Borger, Texas 
ee at —— Co., 200 Sandman St.. Engimeering Supply Co., 6000 Denton Dr Smith, Harold 8., & 8on, Inc., 1831 Columbia 
Universal Safety & Fire Equip. Co., 727 8. W. Dallas 35, Texas Rd., N. W., Washington, D. C 
Temple, Salt Lake City 11, Utah. Settle Safety Supply Co., 207 N. Amburgey, 
Best. Ken H., 541 First Ave. So., Seattle 4 Odessa, Texas 
Mine & Smelter Supply Co 1515 E. 11th 
Levitt-Hafety Ltd., 4205 Courtrat Ave., Mon Ave., El Paso, Texas 4 Carey, The Philip, Mfg. Co. 
Levitt-Safety Ltd,, 747 Vaughan Rd., Toront —— ie Cl 320 S. Wayne Ave., Lockland, 
v afety L 74; Vaughan ., Toronto St.. 4 as 
10, Canada f “ Radcliff Supply Co., 112 E. Brown St., Pampa, Cincinnati 15, Ohio 
Levitt-Saf Lt 88! Ww Ave., Texas 
Wrieeteen 00. a. ada , agg aad “3 Goodall Rubber Co., 631 8S. 2nd West, Salt DISTRICT SALES OFFICE: 
Levitt Safety Ltd., 10205 105th Ave., Ed Lake City 2, Utah 
ton 5, Canada . = Paxton Co., 1019 Main St., Norfolk 10, Vs. By Rg hy i ~ ele 
Levitt-Savety Ltd., 425 6th Ave., 8.E., Cal Richmond Rubber Co., 7th & Leigh St., Rich- 25th & Warren Ave., 
gary, Canada mond, Va 1432 Kentucky Ave. ciemninis va Ind 
Levitt-Safety Ltd., 527 W. 8th Ave. Van- The Wrights, 2036 Laburnum Ave., 8.W., 22 Moulton St., Cambridge 38 : 
couver 9, Canada Roanoke, Va 14420 Livernois Ave., Detroit ss, Mich. 
Safety & Supply Co., 115 Blanchard 8t., 307 N. Theresa Ave., St. Louis 8, Mo. 
Seattle 1, Wash Smita St. & Victory Bridge, Perth Amboy, 
Bullard. E. D.. ( 18-19, 65 Safety & Supply Co., 219 N. Division 8&t., 190 E Gist 8t., New York 1, N.Y 
ullard, E. D., Co. “19, 65 Spokane 2, Wash 8 ew Yor! + % 4 
¢ ali . s ro 4515 W. 160th St., Cleveland 35, Ohio 
2680 Bridgeway, Sausalito, Calif. Safety , First we Co., 1104 Quarrier 8t., 316 e Weses de, land 15, Ohio 
enemas ervreen: saat Pit Song) Co. 7 Garand Ave, 34h SOM” Ant hula Be 
6835 W. Higgins Ave., Chicago 31, Tl. Wheeling, W. Va 1510 Orenda Rd., Memphis 7, Tenn. “eas 
6719 & Figueroa St.. Los Angeles 3, Calif. Universal Safety Equip. Co., 5237 W. Electric 2425 Converse St., Dallas 7, Texas 
2680 Bridgeway, Sausalito, Calif. Ave., Milwaukee 19, Wis 1400 N Post Oak Rd., Houston, Texas 
Chidiow Fire [Protection Equip. Ltd., 120 405 Swann Ave., Alexandria, Va. 
DISTRIBUTORS: First Ave.-East, Calgary, Alb., Canada 505 Dexter Horton Bidg., Seattle 4, Wash. 
Industrial Safety Supply Co., 1727 Hunts- Soper Singleton Elec. Co., Ltd., 10831-101st Philip Carey Co., Ltd., 95 Stinson Bivd., Ville 
ville Rd., Birmingham 4, Ala. St., Edmonton, Alb., Canada St. Laurent, Montreal 9, P.Q., Canadas 


Please mention National Safety News when contacting any of these organizations. 
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Celanese Chemical Co. 
Div. of Celanese Corp. of Am. 
180 Madison Ave., New York 16, N. Y. 


BRANCH OFFICES: 


3460 Wilshire Bivd.. Los Angeles, Calif. 
535 Middlefield Rd., Palo Alto, Calif 


1035-F Philadelphia Pike, Wilmington 3, Dela. 


3130 Maple Dr., N. E., Atlanta 5, Ga 
yiston St., Chestnut Hill 67 
1 Eight Mile Rd., Southfield 
6050 W. Touhy Ave Chicago 48, Ill 
200 8S. Bemiston Ave., St. Louis 5, Me 
180 Madison Ave., New York 16, N. Y¥ 
P. O. Box 1414, Charlotte, N. C 
1422 Euclid Ave., Cleveland 15, Ohio 

6, T 


1105 Prudential Bldg Houston 


Central Safety Equip. Co. 
6601 Marsden St., Philadelphia 35, Pa. 


DISTRIBUTORS: 

Die Supply Div.. E. W 
Temple Ave., City of Industry, Calif 

Universal Safety Equip. Co., 5115 W 
Chicago 39, Il 

Hehl, H. W., Co 
Bend, Ind 

Boyer-Campbell Co., 
2, Mich. 


2909 S. Michigan, 


6540 St. Antoine, 


Strong Carlisle & Hammond Co., 11780 Berea 


Rd.. Cleveland 11, Ohio 


Charleston Rubber Co. 
Stark Industrial Park, Charleston, S. C. 


Chicago Eye Shield Co. L.B.C. 


2727 W. Roscoe St., 


DISTRIBUTORS: 
Safety Supplies & Service Co., 
Birmingham, Ala 


Chicago 18, Ill 


Grinnell Fire Fighting Equip. Co., 2521 N 


Stone Ave., Tucson. Ariz 
Guardian Safety Equip. Co., 
Los Angeles. Calif 
Guardian Safety Equip. Co., 
San Mateo, Calif 
Goodall Rubber Co., 
4. Colo. 
Car-Mad Equip. Co., 
Clearwater, Fila. 


1033 Santa Fe Dr., 
608 Palm Ave. 


Guardian Safety Equip. Co., 1091 Euclid Ave., 


N.E., Atlanta, Ga 
Universal Safety Equip. Co., 
Ave., Chicago 39, Ill 
Standard Industrial Prod. Co., 
ington Rd., Peoria, Ill. 
Williams & Co., Inc., 
Louisville 3, Ky. 
Guardian Safety Equip Co., 3615 
Heights, Baton Rouge 
Averill Equip. Co.. 19235 Conant Ave., 


5115 W 


1109 8S. Preston St 


Continental Safety Equip. Co.. 1551 Selby Ave 


St. Paul, Minn. 
Genera! Equip. Corp., 
17% E. 3ist St., 


St. Louls, Mo 


261 Franklin 8t., 
Mass 
Safety Ine... 


Mo. 

Safety. Inc., 3230 Olive St.. 

bed a Co., 1362 Kenmore Ave., 

Y. 

wilitens & Co., Ine., 3231 Fredonia Ave., Cin 
cinnati 29, Ohio 

Williams & Co Inc., 3700 
Cleveland 14, Ohio 

Williams & Co., Inc., 
Columbus 8, Ohio 

Williams & Co., Ine., 


Perkins Ave 
900 Williams Ave 
946 Kane &St., 


Ohio 

Guardian Safety Equip. Co., 
Tulsa, Okla 

Guardian Safety Equip. Co., 
St., Philadelphia 4 

Williams & Co., Ine., 
Pittsburgh 33, Pa. 

Guardian Safety Equip. Co., 200 Sandman St 
Houston 7, Texas 

Safety Equip. Distributing Co., 
Ave., Knoxville, Tenn. 


a. 
901 Pennsylvania Ave 


Guardian Safety Equip. Co., 3107 Commerce 


St.. Dallas 26, Texas 

Universal Safety & Fire Equip., 
Temple, Salt Lake City 10, Utah 

Industrial Supply Corp., 1905 Westwood Ave 
Richmond 30, Va 

Universal Safety Equip. Co., 5 
Milwaukee, Wis. 

Butler Optical Co., Ltd.. 
Montreal, Que., Canada 

Soper Singleton Electric Co., 10831 10ist St 
Edmonton, Alberta, Canada 


Mackey-Morton Ltd., 183 James Ave. East 


Winnipeg 2, Man., Canada 


Safety Equip. 8. A Rosas Moreno #152-B 


Mexico 4, D. F., Mexico 


Cleveland Ladder Co. 


13921 Aspinwall Ave., Cleveland 10, Ohio 


Cordo Chemical Corp. 
34 Smith St., Norwalk, Conn. 


BRANCH OFFICES: 


1734 Telegraph Rd., Mobile, Ala. 


Bliss Co., 13280 E 
Diversey 
South 


Detroit 


P. O. Box 2984, 


7223 8. Main St. 
220 E. Third Ave., 
Denver 


Belleair 


Diversey 


3527 W. Farm- 


Capitol 


Detroit 


Boston 


Kansas City 8 


Buffalo 23 


Toledo 


1742 8. Main St., 


214-216 S. 45th 


832 W. Main 


727 «8.W. 


233 Electric Ave., 


2160 Mountain S8t., 


Cotton Goods Mfg. Co. 
216 N. Clinton St., Chicago 6, Ill. 


Crouse-Hinds C 
Wolf & 7th Sts., Syracuse 1, N, Y. 


Custanite Corp. 
1228 Utica Ave., Brooklyn 3, N. Y. 


BRANCH OFFICES: 
380 Hilton Road, Ferndale 20, Mich. 


DISTRIBUTORS: 
Armite Laboratories, 6609 Broad St., 
geles 1, Cali?. 


Les An- 


= ee 


Dameron Enterprises, Inc. 
427 S. 20th St., Louisville 3, Ky. 


Daniels, C. R., Inc. 
Daniels, Md. 


BRANCH OFFICES: 
420 Market St., Room 427, San Francisco, Calif. 
1555 N. E. 128rd St., Miami, Fla. 
3230 Peachtree Rd., N. E., Atlanta, Ga. 
549 W. Randolph St., Chicago, Ill 
25 Huntington Ave., Boston, Mass 
14111 Fenkell Ave., Detroit, Mich 
1152 Plymouth Bldg., Minneapolis, Minn 
3908 Laclede Ave., St. Louis, Mo 
301 Main St., Orange, N. J. 
145 W. Main St., Batavia, N. Y¥ 
72 Argonne Dr., Kenmore, N. Y. 
75 West St., New York, N. Y 
227 W. Third St., Charlotte, N. C. 
14237 Detroit Ave., Cleveland, Ohio 
1500 W. 3rd Ave., Suite 26, Kingsview Bldg., 
Columbus, Ohio 
Box 25, Goshen, Ohio 
5553 Baltimore Ave., Philadelphia, Pa 
1029 Wood St., Pittsburgh, Pa 
9200 Chancellor Row, Brook Hollow Ind., Dist., 


Dallas, Texas 
Richmond, Va 


N. Sixth st. 
1827 N. Farwell Ave., Milwaukee, Wis 


a A. C. & Son, Inc 
311 N. Desplaines St., Chicago 6, Til. 


David’s Gloves, Inc. 
23 W. Pleasant St., Springfield, Ohio 


BRANCH OFFICES: 
8664 W. Pico Bivd., Los Angeles, Calif. 
732 18th St., Des Moines, lowa 
1207 Main, Reading, Mass. 
4030 Chouteau, St. Louis, Mo. 
6610 Clayton Rd., St. Louis, Mo 
69-40 Yellowstone Bivd., Forest Hills, Long 
Island, N. Y. 
East 32nd St., Erie, Pa 
214 E. Watauga Ave., Johnson City, Tenn. 


Davis Emergency Equip. Co., Inc. 
55 Halleck St., Newark 4, N. J. 
BRANCH OFFICES: 


140 N. LaGrange Rd., LaGrange, Il. 
130 W. Emerson St., Melrose 76, Mass. 
2915 Louisiana 8t., Houston 6, Texas 


DISTRIBUTORS: 
Arizona wy sa Co., 2020 Grand Ave., 
Phoenix, Ari 
Dickson Safety ucts Co., 12921 W. Wash- 
er Bivd., Los Angeles, Calif. 
Curtis, L. N., & Sons, 5808 College Ave., 


Oakiand. Calif. 
Western Industrial Sales & Services Co., Box 


1225, Denver 4, Colo. 
2030 E. Adams S8t., 


White Star Sales Corp., 
Jacksonville, Fila. 
Helco Distributors, Ine., Box 2092, Miami, Fla 
1 730 Miami Circle 


414-416 Twelfth 8t., 





, tg Equip. ‘to. 59 “Magazine 

Delta’ Fire & Safety Equip. Co., 5743 St. Vin- 
cent Ave., Shreveport, La. 

Carey Machinery & Supply Co., 3501 Brehms 
Lane. Baltimore 3, Md. 

Argus Supply Co., 4340 E. Davison, Detroit, 
Mich. 


Please mention National Safety News when contacting any of these 
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St., N.E. 
— Safety Supply 
Highway 50, Lee's Summit, Mo. 
oe William Le Inc., 4568 Manchester Ave., 


St. ‘is, 
Big Horn Supply Inc., 2116 8rd Ave. N., 


Billings, Mont. 
Elwood Corp... 2180 Elmwood Ave., Buffalo 23. 
Dayton 


voe-Oe r Prod. Co., 415 Warren 8t., 

2 hio 

Somers, Fitler & Todd Co., 3705 Oakwood Ave., 
Y town 9, Ohio 


oungstown 9, 
Allan, Edwards Mfg. Co., 2445 8S. Jackson, 
Tu Okla. 
Bill Story Fire & Safety Co., 1521 W. Reno, 
Oklahoma City, Okla. 
Huser Sales & Service, 1306 N. W., 18th Ave., 
Port 9, Ore. 


jand 
Bretz, S. S., 62 N. Dawes Ave., Kingston, Pa. 
Somers, Fitler S Todd Co., 325 Fort Pitt Bivd., 


Pittsburgh, 
Industrial Lt: Co., 1226 Market St., Chat- 
Nash- 


tanooga, Tenn 
Smalling & Co., 604 Demonbreun S8t., 


ville, Tenn. 
Jamo Fire Equip. Co., 626 N. Leona, San 


Antonio, Texas 
Boone, Joe Fire <— Co., 2230 E. 


H., 
Yandell Bivd., El Paso, Tex 
Southwest Equ ip. & Ertingulsher Co., 526 Palm 


Dr., Ch 
Construction ‘Pred. © Co., 3636 Lemmon, Dallas. 
Kidde Walter, & Co., 7224 Harry Hines Bivd., 
Da Texas 


Paxton Supply Co., 1019 Main St., Norfolk, 
&’ Sons 


1100 Westlake Ag 
5518 MacCorkle Ave. 

» We We. 
Safety Products Co., 4611 W. Nationa! 

Ave., Milwaukee, Wis. 

Western Safety Equip. Co., 1822 O'Neil &t., 

Cheyenne, L 
Levitt Safety pw 747 Vaughan Rd., 


10, Ont., C 
a tt Safety Lid. * 4205 Courtral Ave., Montreal 
6, 
7904 145th St.. Edmonton. 


Toronto 


Que. ada 
Levitt Safety Ltd., 
Alberta, Canada 


Inc. 
Ave., Houston 6, Texas 


Detex Watchclock Corp 
76 Varick St., New ¥ York 13, N. Y. 
BRANCH OFFICES: 


210-211 Glenn Bidg., Atlanta, Ga. 
4147 ~ yoy Ave., Chicago. Ill. 
99 Boston Mot 
76 Varick ost. “een York, 


DISTRIBUTORS: 


Kidde, Walter, P og & Service, 651 Pillans 
St. Mobile, 

Sudduth, J. T., - Co., Inc., 3017 Sixth Ave., 
South, Birmingham, 

Arizona wy 4 Equip. Co., 2020 Grand Ave., 


Fire Appliance & Safety Co., 1114 W. Mark- 
ham, Little Rock, A 
H. .. & Co.. 19 Main St., San 
Francisco, Calif. 
Los Angeles Stamp & Stationery Co., 1500 8. 
Les Xow C., Les Angeles 15, Calif. 
A., Co., 47 2nd St., San Fran- 
ry " Calif. 


Time Clock Sales & Service Co., 801 W. 11th 

St., Leos Angeles, Calif. 
Sechs-Lawlor & Co., 1543 Larimer St., Denver, 
Dogherty, Gardner W., 119 Ann 8t., Hartford, 
Nationai Sales Co., P. 0. Box 137 (B ’ 
Conn.), 1801 Biratfore Rd., Fairfield, ‘ 
a Shoppe, 5 . E. 79th St., Miami, 
Industrial Specialty Sales, 424 S. MacDill 
Sales & Service, 531 BE. Bay 

nei Fila. 

, Fire 0 Rexip. Co., 314 Monu- 
Co., P. 0. Box 604, 
Service Co., 1328 Webster 


2nd Ave., Rome, Ga. 
Shoe E. Park Ave., Savan- 


nah, Ga. 
Carter & England, 123 W. Hill Ave., Valdosta. 
Darley, W. S., & Co., 2810 Washington Bivd., 


Chicago, 
Lawless, Dick, Fire Equip. Co., 519 N. 4th 
Ly Apringfield, mn. 


th. 
Industrial Supply Corp.. 127 Gale St., Aurora. 


Byron Johnson, 164 E. Osk St., Kankakee. Ill 
Depke Welding lies. Inc., 628-30 E. Wil- 
liams 8t., Danville, 

Klinkhammer, Oscar 0.. 2019 W. Fifth 8t., 


Da Iowa 
. L., 2218 39th St., DesMoines, Iowa 
Som oe Carroll St.. South Bend, 





organizations. 





ay Fire & esen A Equip. Co., 1605 Pros- 
pect St., Indianapolis, Ind. 

M & 8 Fire & Safety Equip. Co., Kerth Ave. 
Division St., Drillmaster Corner, Evans- 


Befety: Raul. & Supply Co., 1724 W. Main St., 
Fort W. Ind. 
a A Office E Equip. Co., 25 W. 6th Ave., Gary 


riter eee, _ 749 Minne- 
sota Ave., Kansas City. 
— Typewriter Co., 137 x “Market. Wich- 
ta ns. 
Saunders, B. F., Co., 935 E. Walnut St.. Louis- 
Shea, Raymond M., 419 8S. Upper St., Lex- 
ington, 


Korson, A. F., 1141 Frenchman St., P. 0. Box 
8015. New Orleans, La. 
Eastern Fire Equip. Inc. , 403-4 Fore St., Port 


land, Maine 
Davis Clock Sales & Service, Sisson & Fawcett 
Sts.. Baltimore, Md. 
Waring, E. A., 419 Second St., Fall River. 
ass. 


77 Woodbridge Terrace. 

— Equip. Co., 19225 Conant Ave.. Detroit, 

Hallock Clock Co., 702 W. 11 Mile Rd., Royal 
Mich. 


Miller Fire Protection Co., 5860 Dixie High- 
way, Saginaw, Mich. 

Tracy Clock Co., 907 Cherry St.. 8S. E., Grand 
—_— Mich. 

Bird, A., 78 8. 12th St., Minneapolis, Minn. 

Capen "betting & Rubber Co., 1920 Washington 
Ave., St. Louis, Mo. 

Barneby Office Supply, 517 St. Louis St.. 


ene. Mo. 
Office Supply Co., 211 W. 4th St., 
=. Mo. 
The Old Clock Shop, 718 Parkhill Dr., Bill- 
ings, Mont. 
Hewes, P. a 808 S. 19th St., Omaha 2, Neb. 
Halmage. Robert, Co., Inc., 32 Green St., 
Newark, N. J. 
Kimber Business Machines - 32-34 Easton 
Ave., New Brunswick, N. 
Crissey. Harry T., 24 James ii, Albany, N. Y. 
B., 246 Chenango St., Bing- 


¥. 
at Son, Inc., 50 Murray 8t.. 
McGrath, Joseph J., 662 Monroe Ave., Roch- 
ester, N. Y. 


Reynolds Industrial Equip. Co., 119 Jericho 
Turnpike, Floral Park, Long Island, N. Y. 
Rolfe. R. E., 3560 Burnett Ave., East Syracuse, 
KR. ¥. (Mail Address: P. O. Box 304, De- 

Witt, N.Y.) 
Shields fg 1410 Main St., Buffalo, N. Y. 
Business Equip a 330 Bellemeade St., 
Greensboro, N. 
Barker a, ‘& Machine Co., 23°6 Cin 
tral Ave.. Office No. 3, Charlotte, N. C. 
Hintz Fire Equip. Co., 1114 Front St., Fargo. 


. » 
Cleveland Time os. & Service Co., 3033 Payne 
° 
113 EB. 2nd St., 


Dayton, Ohio 
Glenny. Fred, 1148 —_— Ave., Akron, Ohio 
Saunders, L. J.. Co., 207 Long St., East Co- 


lumbus, Ohio 
Scallan Supply. Co., 2337-39 Gilbert Ave., Cin- 

cinneti, Ohio 
-Wood 1 1903 Broadway, Toledo, 


The Clock Shop, 811 8. Boston, Tulsa, Okla. 
Fire Appliance & Supply Co., 1521 W. Reno, 
Oklahoma 


Okla. 
H., 213 8. W. Washington 8t., 
. 10 8, 18th 8t., Phila. 


ti Time Recorder Dist., 929 Fifth Ave., 
Pittsburgh, Pa. 
ayy _ RA & Sound Equip. Co., 866 Market 
Lock” Equip. "a. Piao N. 10th St., Allentown 
Effinger Snyder, 1012 Barberry Rd., Reading. 
‘a. 
Cheshire, - Jr., 86 Woybosset St.. Provi- 


Barker Instrument & Machine Co.. Pig Box 
3552, N. Parker Rd., Greenville c. 
Bristol Office Supply Co., 28 Moore Be. Bristol, 


‘enn. 
Sarvis Business sae Co., 2209 McCallie 
‘enn. 
A., P. 0. Box 6299, East 
Memphis Sta., Memphis, Tenn. 
Strom: Time Corp., 539 Main St., Nash- 


222 8S. Flores St., San 
E., Co., 4010 Bowser Ave., Dallas, 


Hagood, C. 0O., Co., 4118 E. Belknap St., 
P. O. Box 7464, Fort Worth, Texas 
Harman, a, L., Fire Som. Co., 307 San 
Ave.. El Paso, Texas 
“Office Supply Co., 1408 Texas Ave., 
ibock, Texas 
Mountford, W. 4J., 7306 Harrisburg Bivd.. 


Houston, Texas 
San Antonio Machine & Supply Co., P. O. Box 
San Antonio, Tex 
Time & Instrument Co., “st Richards St., Salt 
Lake City. Utah 





Gardner, James E., 2517 Chamberlayne Ave., 
Richmond, Va. 

Estes \ ag ome ag | Co., 402 Campbell Ave.. 
8. W., Roanoke, Va. 

Sykes, H. W., Duke-York Bldg., Duke & York 
Bts., Norfolk, Va. 


Please mention National 


Time Equip. Co., 906 Srd Ave.. Seattle, Wash 

Property Protection Co., 422 Washington St.. 
West, Charleston, W. Va. 

LaTona Office Equip. Co.. 6223 W. Forrest 
Home Ave., Milwaukee, Wis. 

Jefferson, E. L., & Son, 516 E. Mifflin St., 
Madison, Wis. 

Vorpahl. W. A., Co., 1049 Langlade Ave., 
Green Bay, Wis. 

Salomene, G. C., 4020 Minnesota Ave., N. E., 
Washington, D. C. 


DeVilbiss Co. 
300 Phillips Ave., Toledo 1, Ohio 


BRANCH OFFICES: 


6811 3 Slauson Ave., Los Angeles 22. Calif. 

1335 N. 10th St., San Jose 12, Calif. 

1100 Northside Dr., N. W., Atlanta 18, Ga. 

1280 W. Washington Bivd., Chicago 7. Til. 

2609 Broadway, Fort Wayne, Ind 

132 EB. 80th St., Indianapolis, Ind 

8616 Georgia Ave., Rm. 16, Silver Spring. Md. 

111 Oakman Bivd., Detroit 3, 

511 W. Fulton St., Grand Rapids 2, Mich. 

3018 E. Lake 8t.. “Minneapolis 6 nn. 

1016 Baltimore Bidg.. Rm. 822, "1016 Baltimore 
St., Kansas City 5, Mo 

6265 Clayton St., St. Louis 10, woe 

10 Stern Ave.. Springfield, N. 

3418 Reading Rd., Cincinnati 3, Ohio 

4008 E. 89th St., Cleveland 5, Ohio 

384 W. First St. Dayton 2, Ohio 

401 N. Broad St., Philadelphia 8. Ta. 

505 Plaza Bidg., Pittsburgh A * ie 

2468 Irving Bivd., Dallas 7, Tex 

6915 W. Capitol Dr., aiwecbes "6. Wis. 


Deynor Corp. 
1 Depot Plaza, Mamaroneck, N. Y. 


Diamond Alkali Co. 
300 Union Commerce Bldg., 


Cleveland, Ohio 


BRANCH OFFICES: 


20 N. Wacker Dr., Chicago 6, Ill. 

99 Park Ave., New York 16, N. Y. 

4701 Paddock Rd., Cincinnati 29. Ohio 

633 Penton Bidg., Cleveland 13, Ohio 

12 S. 12th St., Philadelphia 7, Pa. 

1323 Oliver Bidg., Melion Sq., Pittsburgh 22, 


Pa. 
P. 0. Box 2088, DeSoto Sta., Memphis 2. 


‘enn. 
1006 Main St., Houston 2, Texas 


Dietz, R. E., Co. 
225 Wilkinson St., Syracuse 1, N. Y. 


DISTRIBUTORS: 


Moore-Handley Hdwe. Co., Inc., 27 - 20th 8t., 
8.. Birmingham 2, Als 

Complete Industrial Supply Co., 506 N. Stone 
Ave., Tucson, Aris. 

Arkansas Equipment Co., Inc., 204 River Rd., 
Little Rock, Ark. 

General _—, & Supply Co., 1680 - 14th St., 
Oakland, Calif 

Hendrie & Bolthoff Mfg. & Supply Co., 1685 
17th St., Denver, Colo 

L. L. Ensdorth & Son, Inc., 270 Locust 8t., 
Hartford, Conn. 

Delaware Hardware Co., 2nd & Shipley Sts., 
Wilmington, Del. 

Railey Milam, Inc., 251 N.W. Ist Ct., Miami 
31, Fila. 

Municipal Fire & Safety Co., 4369 W. Club, 
Atlanta 17, Ga. 

Islands Welding & Sup. Co., Ltd., 651 S. 
Queen 8t., Honolulu 10, Hawaii 

Idaho Hdwe. & Plumbing Co., Ltd., 408 8. 8th 
St., Boise, Idaho 

Nafiseo, Ine., 4152 Warren Ave., Hillside, Ill. 

Van Camp Hardware & Iron Co., 401 W. Mary- 
land St., Indianapolis 6, Ind 

Iowa Machinery & Supply Co., 1711 Second 
Ave., Des Moines 14, Iowa 

Phillips & Easton Sup. Co., 240 S. Wichita St.. 
Wichita, Kan. 

Belknap Hdw. & Mfg. Co., 111 E. Main &t., 
Louisville, Ky. 

Standard Supply & Hdw. Co., 822 Tchoupitoulas 
St., New Orleans, La. 

Edwards & Walker Co., 5 Monument Sq., Port- 
land 3, Me. 

John C. Louis Co., Inc., 1805 Cherry Hill Rd., 
Baltimore 8, Md. 

Ine., 363 Albany St., Bos- 


= * Barter “e eg 8631 W. Jefferson Ave., 
Detroit 17, Mic 

Janney -Semple- i & Co., 22 8S. Second 8t., 
Minneapolis, Mian 

Harper Foundry & Radhins Co., 105 E. Rankin, 
Jackson, Miss. 

Richards & Conover Steel & Sup. Co., Sth & 
Wyandotte Sts., Kansas City, Mo. 

Montana Powder & Equip. Co., 12 E. Lawrence, 
Helena, Mont. 

T. S. McShane Co., 1113 Howard St., Omaha, 
Neb. 


McQuay Supply Co., 412 S. Main St., Las 
Vegas, Nev. 

Sanel Industries, Inc., 159 S. Main St., Con- 
— N 

H. Zoubek ‘©. 620 Ramsey Ave. at Bloy St., 
Hillside S, N. Z. 


nT §6directery of fire protection and control equipment sources 


be a. se Varick & Vandam Sts., New 


Pleasants Hardware Co., 1015 Northwest Bivd., 
Winston-Salem, N. C. 
Midwest i? Co., 1400 Main Ave., Bis- 


marck, 

Smith Bros. Hardware Co., 580 N. 4th St., Co 
lumbus, Ohio 

Auxier-Scott Supply Co., 
homa City 6, Okla. 

J. E. —w & Co., 2nd Ave. & Ash 8t., 
Portian re. 

Casanave “Bupoty Co., 2028 Sanson St., Phila- 
delphia, 

Brian Sepoly” Co., 111 Chestnut St., Providence 


1700 W. Reno, Okla- 


R. L 

Poe Hardware & Supply Co., 556 Perry Ave., 
Greenville, 8. C. 

Stan Houston Equip. Co., 2514 8S. Minnesota 
Ave., Sioux Falls, 8. D. 

Peterson Machinery Co., 309 Seventh Ave. S., 
Nashville 4, Tenn. 

Alamo Iron Works, P. O. Box 231, San Antonio. 


‘exas 

Salt Lake Hardware Co., 105 N. 8rd West St., 
Salt Lake City, Utah 

Reynolds & Son, Inc., 84 Main St., Barre, Vt. 

Noland Co., P. O. Box 974, Newport News, Va 

ae aoe Co., 320 Riverside Ave., Spokane, 


Pennsylvania & West Virginia Sup. Co., P. 0 
Box 871, Wheeling, W. Va. 

Shadboldt & Boyd Co., 413 N. 2nd 8t., Mil- 
waukee 1, is. 

Wilson Equip. & Supply Co., 730 8S. Greenley 
Hwy., Cheyenne, Wyo. 

Noland Co., Inc., Ist & K Sts., N. E., Wash- 
ington, D. C. 


Dolge, C. B., Co. 


Westport, Conn. 


Dorsey, John E., 


Co. 
570 E. First St., Boston 27, Mass. 


DISTRIBUTORS: 
Potter-Bowman Co., 213 N. First Ave., Phoenix, 


Ariz 

Tri-State Utility Prod., 2562 Sharondale Dr., 
Atlanta 5, Ga. 

De Frees Sales Inc., P. O. Box 424, Park 
Ridge, Iil. 

Dupont: Watcher Co., 609 Tchoupitoulas St.. New 


Co., 2306 Nurmi Dr., Bay 


. 7301 W. Lake St., Min- 
neapolis 26, Minn. 
Williams & McKinley ag Co., 417 Grand 
Ave., Kansas City 6, 
McElheny, C. G., Co., 1350 Earhart St., Akron 
20, Ohio 
Gebler Assoc., P. O. Box 739, Binghamton. 
Leahy, “Robert F., Co., 237 Wendover Dr., 
Havertown, Pa. 
Engineer Sales Co. of South Carolina, 715 
Woudrow St., Columbia, 8. C. 
, Clyde W., Co., 1325 Phil's Dr., Chat- 
tanooga 11, Tenn 
sll, Charles i, Co., 4403 19th St. North, 
Arlington 7, Va. 


Draeger Ox. App. Corp. 


Park Ave. South 432, New York 16, N. Y. 


DISTRIBUTORS: 


Safety Supply Corp., 
oronto, Ont., Canada 


214 King St., East 


Dunn Products 


1218 W. Madison St., Chicago 7, Ill. 


Duo-Safety Ladder Corp 


513 W. 9th Ave., Oshkosh, Wis. 


Du Pont, E. I. de Nemours & Co., Inc. 24 


Wilmington 98, Del. 


— 


Eagle-Picher Co. 


American Bidg., Cincinnati 1, Ohio 


BRANCH OFFICES: 
1 N. LaSalle St., Chicage 2, Til. 
561 Deer St., Plymouth, Mich. 
3545 Lindell Bivd., St. Louis 3, Mo. 
420 Lexington Ave., New York 1, mn &. 
900 American Bidg.. Cincinnati 1, Ohio 
1501 Oliver Bidg., Pittsburgh 22, Pa. 


Eagle Mf: 
25 


g. Co. 
th & Charles Sts., Wellsburg, W. Va. 


Safety News when contacting any of these organizations. 
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directory of fire protection and contro! equipment sources _ si 


Eastern Metal of Elmira, Inc., 
139 Grand Central Ave., Elmira, N. Y. 


DISTRIBUTORS: 

NSE Signs & Stampings, P. O. Box 1069, 
Birmingham, Ala. 

Utilities Supply Co., Box 1943, Phoenix, Ariz 

Char. N. Bottiger, 725 W. Beach St., San 
Diego 1, Calif. 

Western Hardware & Tool Co., 
San Francisco, Calif 

R & M Sales Co., 2214 8 


22 Tenth St., 


Clayton St Denver 


10, Colo 

Industrial Electric Corp., 75 Farmington Ave., 
Bristol, Conn 

G. E. Muench, 597 Pacific St., Stamford, 

Duncan Fire & Safety Equip. Co., 110 
St. S., Wilmington 99, Del. 

Ralph Stoeckley Grubb, Delaview Ave., Wil- 
mington 3, Del 

Raybro Electric Seopttes Inc., 
Box 1351, Tampa, 

Safety Equip. Co 
Tampa, Fila 

Southern Elect. Equip. Dist., 1375 Lee St., 
S. W., Atlanta, Ga. 

Line Equipment Sales, 
Chicago, Ill 

E. & H. Utility Sales & Service Co., 1139 
Aurora Way, Wheaton, Ill. 

Graft-Pelle Co., 309 W. Main St., 


Conn. 
Lincoln 


907 Ellamae Ave., 


of Fia., 109 Hamiler St., 


46 West Harrison St., 


Louisville, 
Ky. 

General Supply & Equip. Co., 530 E. 25th St., 
Baltimore, Md 

Municipal Sales Co., Box 244, Silver Springs, 
Md 


J. F. Killorin, 203 North Central Ave., Duluth 

7, Minn. 

Continental Safety Equip. Co., 1551 Selby Ave., 
St. Paul 4, Minn 

Approved Fire Protection Co., Box 507 
field, N. J 

General Supply Co., 


Plain- 
46 West St., Red Bank, 


Charles V. Lester, U. S. Highway 22 & Monroe 
J 


Union, N 
Supply Co., 418 8 Albany, 


St., 
Beatty Pearl St., 
N 


Robin W. Adair Co., Avoca, N. Y 
Cortland, N. Y 
Johnstown, N 


Y 
222 N. Fifth Ave., 


Brewer-Titchener Corp., 

Waterworks Supply Corp., 

Warren Heim Electric Corp., 

Mt. Vernon, N. Y¥ 

—, Kilowatt, Inc., 
Y. 


50 Church St., New York 

wilae’ Products Co., 101-05 116th St., Rich- 
mond Hill 19, L.1., N. Y¥ 

Rochester Safety Equip. Co., 83 
Rochester, N. Y. 

Dorsey Safety Supply, Box 112, Somerville, N. Y. 

Albert Fisher, 99 Corning Park, Webster, N. Y. 

Ganoug’s Sales & Service, E. State Road, Olean 
at Westons Milis, N. Y¥ 

Power Equip. Co., Box 10158, 

Cities Supply Co., Sumter, N 

A B 8 Contractors, 4736 Spring Grove, Cin- 
cinnati, Ohio 

Ackerman Chacco Co., Inc., 
Blue Ash, Cincinnati, Ohio 

Fred L. Nelson, 1014 Callhan Bldg., 
Ohio 

Valley Safety Equip. Co., 

0 

Associated Suppliers, Inc., 121-125 W 
St., Sandusky, Ohio 

Utility Equipment Co., Box 9507 
City, Okla 

Safety Aids Co., Inc., 
Pa 


Howell St., 


Charlotte, N. C. 
Cc 


9500 Kenwood Rd. 
Dayton 2, 


318 Camp St., Piqua, 


Water 
Oklahoma 


110 Mill St., Coraopolis, 
— Equip. Co., Inc., 
lin, Pa 
Guardian Safety Equip., 
Philadelphia, Pa 
General Scientific Equip. Co., 7516 
Pke., Philadelphia, Pa 
Pendergast Safety Equip. Co., 
Philadelphia, Pa 
Brinker Supply Co., 
burgh, Pa 
William & Co., Inc., 901 
Pittsburgh 33, Pa 
Sutton Equip. Dist., 
Rd., Renfrew, Pa 
Clifton N. Jacobs, Jr., Box 587, Norristown, Pa 
General Machine Products, Old Lincoln Hwy. 
at Pennsylvania Turnpike, Trevose, Pa 
1 Products Co., Box 125, Upper Darby, 


13th & New 8St., Frank- 


214-16 8S. 45th S8t., 
Limekiln 
6913 Tulip 8St., 


6545 Hamilton Ave., Pitts- 


Pennsylvania Ave., 


R.F.D. #1, MeCalmont 


4 

Tennessee Valley Ele 
St., Memphis, Tenn 

John 8. Baron Agency, 
Tenn. 

Smalling & Co., 
ville 3, Tenn. 

Temple, Inc., 1233 E. Houston St., San Antonio 
5, Texas 

oe. H. Russell, 4403 19th St., W., 

a. 


Supply Co., 296 Adams 


Box 1271, Nashville 1, 


604 Demonbreun S8t., Nash- 


Arlington, 


Tidewater Supply Co., Inc., 501-535 W. 24th 
St., Norfolk, Va 

Beacon Products Co., 4106 N. 24th 
Milwaukee 9, Wis. 

CLM Industries, Ltd., Div 
Ltd., Toronto, Can. 


Place, 


of McGraw- Edison 


Eastern Safety Equip. Co., Inc. 
25-09 36th Ave., Long Island City 6, N. Y. 


Edmont Inc. 
1205 Walnut St., Coshocton, Ohio 


Edwards Company, Inc. 71 
Norwalk, Conn. 


BRANCH OFFICES: 
609-D Idl Circle, Birmingh 
P. O. Box 4216, Phoenix, Ariz. 
815 Hudson Ave., Pine Bluff, Ark. 
459 E. 4th St., Los Angeles, Calif. 
617 7th St., San Francisco, Calif. 
= Santa Fe Dr., Denver, Colo. 
tt Rd., Norwalk, Conn. 
isi NW 12th Terr., Fort Lauderdale, Fis. 
1204 E. Colonial Dr., Or Fis. 
246 Simpson 8t., N.W., Atlanta, Ga. 
P. O. Box 3708, LL —' Hawaii 
. Des Moines, Iowa 


. River Oaks Dr., Baton Rouge, La. 
820 Julia St., New Orleans, . 
Chauncy Bidg., So. Weymouth 90, Mass. 
8414 W. MeNichols Rd., Detroit, Mich. 
927 Blanchard St., Flint, Mich. 
158 S. Park Lane, N. E., Grand Rapids, Mich 
2025 Nicollet Ave., Minneapolis, Minn. 
350 N. Mart Plaza, Jackson, Miss. 
P. O. Box 8103, Kansas City, Mo. 
== Washington Bivd., St. Touts, Mo. 

660 Kenmore Ave., Buffalo, N 
ai E. Wiggand Dr., Glenmont, N. Y. 

Hugh J. Grant Circle. New York 62, N. Y. 
323 Linden St., Rochester, N. Y. 
753 James St., Syracuse, N. 
1200 Clanton Rd., Charlotte, N. C. 
1553 Cedar Ave., Cincinnati, Ohio 
5725 State Rd., Cleveland, iio 
1329 N. , Oklahoma City, Okla. 
1220 8. W. Stark St., Portland, Ore. 
1321 Arch St., Philadelphia, Pa. 
Martin Bidg., Pittsburgh, Pa. 
240 S. Parkway East, Memphis, Tenn. 
Santa Fe Bidg., Dallas, Texas 





857! 
1103 E. Main St., Richmond, Va. 
South First “ave., Seattle, 


1 “K” St. . N. W., Washington, D. C. 


DISTRIBUTORS: 
Located in principal cities. 


Electric Cord Co. 
432 Plane St., Newark 2, N. J. 


Electric Storage Battery Co., 
Exide Industrial Div. 
P.O. Box 5723, Philadelphia 20, Pa. 


BRANCH OFFICES: 
1043 S. Grand Ave., Los Angeles 15, Calif. 
6150 Third St., San Francisco 24, Calif. 
1246 Allene Ave., S. W., Atlanta 10, Ga. 
5335 S. Western Blvd., Chicago 9, Il. 
406 Civic Center Bldg., New Orleans 12, La. 
ot ae Ave., Medford 55 (Boston) Mass. 
1 . 


129 §. Belmont Bivd., Kansas City 

25 W. 43rd St., New York 36, Y. 
2225 Hamilton — > Cleveland i Ohio 
101 N. 38rd 8t., 


Philadelphia 4. Pa. 
1608 Potomac Ave. 


.. Pittsburgh 16, Pa. 
2133 MeKinney Ave., Dallas 1, Texas 


500 Wall St., Seattle 1, Wash. 
a -1 a St., N. W., Washington 16, 


Electro-Alarm Safety Devices 
745 Pleasant St., Fresno 5, Calif. 


DISTRIBUTORS: 
American Factors, P. 0. Box 3230, Honolulu 1, 


Hawali 
Ward, Thomas W., Ltd, P. 0. Bor 141, 


Sheffield, England 


Electro Powerpacs Inc., 
Subsidiary of Hydra-Power Corp. 
5 Hadley St., Cambridge 40, Mass. 


BRANCH OFFICES: 
Hydra-Power Corp., 
chelle, N. Y. 


10 Pine Court, New Ro- 


DISTRIBUTORS: 
Located in Principal Cities 


Elkhart Brass Mfg. Co., Inc. 
1302 W. Beardsley Ave., Elkhart, Ind. 


DISTRIBUTORS: 
Albro Fire Equip. Co., 
Angeles, Calif. 
American Fire Equip. Co., 11 
San Francisco, Calif. 
Miami Fire Equip., Inc., 150 S. W. 27th Ave., 
Miami, Fis. 


528 Ceres Ave., Los 
Mission &t., 


Sears & Anderson, 4123 N. Damen Ave.. Chi- 
cago, Ill. 
& Co., Inc., 12011 8. Union 


"Se Mahia Co., P. O. Box 
1669, Oil ; E . - 

Clougherty, Chas. Co., oy Miller St., 
Medfield, 


Mass. 
Dockson, aes H., Co., 5285 E. Outer Dr., 
Detroit, Mich. 
ey Fire Equip. Co., 5430 W. Chicago 
River. Detroit, ‘Mich 
— “9 S. Vande- 
Jack's Fire Equip. Sales & Service, 524 Con- 
ley Ave., Deer Mont. 
7 Pe Co., 83-85 Howell S8t., 
L & L Fire rigs. ane Co., 5316 Lorain 
Ave., Cleveland, 
Sutphen. Harry. iy , 7 1000 Dublin Rd., 


Columbus rh Ohio 
—w Co., 1521 W. Reno, 


Bill Story Fire & 
Oklahoma City 4, 
M123 8. E. Market 8t., 


Wilco Fire Equip. Co., 
Portland, Ore. 


Emerson, J. H., Co. 
22 Cottage Park Ave., Cambridge 40, Mass. 
DISTRIBUTORS: 
Located in principal cities. 


REPRESENTATIVES: 
Lighter, Robert E., 1005 N 


Sons, 5814 College Ave., 
ae. King & 
Bishop Sts., 
—— Paul, 8 Elizabeth toa Oak Park, 
1. 
Smith, C. E., 31 Buena Vista Rd., Arlington, 
Rogers, James E., 1625 Oak St., Kansas City, 
Valente, A. 8., 63 Harbor Lane, Massapequa 
629 Spruce Lane, Villanova, 
a. 
Berne, W. E., 829 Leesburg Rd., Columbia, 
Curtis, L. N., Sons, 432 W. Third South, 
Salt Lake Gasp, Utah 


Curtis, L. N., & Sons, 1108 Westlake Ave. N., 
Seattle 9, Wash. 


. Hudson Ave., Pasa- 


, e. F. 
Kidd, James E., 


CANADIAN DISTRIBUTORS: 
Ingram & Bell, Ltd., 519 Centre St., 
anada 


Ltd., 661 Hornby 8t., 
., Canada 
Ltd., 201 Kennedy 8t., Winni- 
‘anada’ 
Ingram & Bell, Ltd., 256 McCaul St., Toronto 
2B, Ont., Canada 


Calgary, 
Van- 


Ingram & Bell, Catherine St. 


Ltd., 4664 St. 
W., Montreal, ‘anada 


Que., C 


EXPORT: 
Southern Oxygen Co., 250 W. 57th St., New 
York 19, N. Y. 


Ericson Mfg. Co. 
1660 Hayden Ave., Cleveland 12, Ohio 


DISTRIBUTORS: 
Industrial Products Co., 2820 N. 4th St., Phila- 
delphia, Pa. 


DISTRIBUTORS: 
Arizona Machinery Equip. Co., Inec., Box 1591, 
Phoenix, 
by © Heininger, 11 N. 2nd Ave., Alhambra. 
' Fire Prevention Service, 
Highway , Calif. 
6559 Hollis St., Emeryville, 
Barnett, Fred E., Co., Box 61, Eureka, Calif. 
Garnet Billings, 2122 8. “G" St., Fresno, Calif. 
- yO aes 324 E. 3rd St., Los Angeles 
1 
= Steel & Supply Co., 1527 Sacramento 
t. 
Industrial Service Co., 515 12th St., Sacramento, 
Weaver Tractor Co., 1900 T St., Sacramento, 
E. Bassettlaw 


Fred E., Co.. 1121 
Ave., N. Sacramento, Calif. 
Barnett, Fred E., Co., 1455 Custer St., San 
Francisco 24, ;. 
Pediey-Knowles & Co., 134 Sacramento St, 
San Francisco 11, Calif. 
Barnett, Fred E., Co., Box 548, Ukiah, Calif. 


Please mention National Safety News when contacting any of these organizations. 
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Amold Machinery Co., Inc., 5024 Gage St., Falcon Alarm Co., Inc. 90 MeDougall, J. C., Co., 520 First Ave., 8., 
Boise, Idaho Seattle 4, Wash. 


Lang Construction | Baul, oo. North Yellow- 243 Broad St., Summit, N. J. Gordon Hatch Co., Inc., 531 W. Wisconsin 
stone Highway, Idaho Fa! Ave., Milwaukee 3, Wis. 
Sam Brown Auto Parts Co., 1819 Grand Ave., DISTRIBUTORS: Rosseau Controls Ltd., 640 Decoureelle 8t.. 
Kansas City, Mo. Mills, William H.. 12121 Regal Ave., Birm Montreal, Que., Canada 
Lively . Co., 2601 4th St., N.W., Albu- ingham, Als. 
Grinnell Fire Fighting Equip. Co., 2521 N 
Stone Ave., Tucson, Ariz 


querque, 
Cliff Stewart, P. 0. Bor one, ww Okla. 
Weed Control Service, 5 8. W. First Carkeek Engineering Co., 285 S. Euclid Ave. 
Ave., Portland 1, Ore. Pasadena, Calif. 
vely Equip. Co., 1708 E. Bassett St., El Aladdan Corp., 3030 Bridgeway 
Calif. 
O'Neil, J. S., 138 Vosphorous Ave., Tampa, Fla 
Allen, Chas. M., 2989 N. Fult Dr. N. ; 
Lang Construction Houlp. Co., 279 W. Ist South iGaies &, Ga. ~— 
Salt Lake 


Utah Farkas & Assoc., 15 W. Eddy St. 
Pacifie Marine Supply Co., 1223 Western Ave.. - a, ee = 


J.. 
Seattle 1, Wash. Zz Chicteo, 4 ». 7 I 
’ i ° 2 St., Rock 1 . Tl 
nery Co., 4412 E. Trent Ave.. - a“ Bei8 30% ® Istand 


. Ww s Instrument Co., 5305 Hohman Ave. 
wasn. ammond, 
Safety Supply Co., 240 E. 10th Ave, Van . 
couver, B. C., Canada 


Ferno Mfg. Co. 
Greenfield, Ohio 


Sausalit 


Atlas Equip. Co., 1959 S. 2nd St., Salt Lake 
ci tah 


Fibre-Metal Products Co. 135 
Sth & Tilghman St., Chester, Pa. 


DISTRIBUTORS: 


Fibre-Meta! Pacific, Inc., 7332 8. Garfield Ave., 


nd. 
Page, R. W., P.O. Box 143, Birmingham, Mich. 
-~ * is Bell Gardens, Calif 


Johnson, J. N. a one 204 N. Washington val Saale ae 
ve., Minneapolis. Min . Su » ° . 
Hinds & ewe Inc., 3403 Main St., Kansas = —F ny = 8S. Harlem 
0. ¢., Bridgeview rgo, 
cme es — Div. of ser, | Brielle, N. J. Metrovield Distr., 8-11 Sist bi kane thtens 
ubber Co. Me Corp., 15 Park Row, New ity, N. 
U. Market St., Passaic, N. J York 38, N. Y¥. - Welding Supply, 1530 Walnut St., Cin- 
1 et roe a , Jr., 2310 Belfast Dr., Char x. matt. oe i a 
N. C. Te- Meta! anada) td., 
DISTRIBUTORS: 2060 Mansfield Rd., Toledo 13, Toronto. Ont., Canada 
Southwest Fire Rute. Co., 1809 E. Indian Ohio Van Dreser & Hawkins, 5817 Clinton 
hool Rd., Phoenix, Ari. MeQuaide, David A.. 202 Academy Ave., Pitts- Houston, Texas 
Mr. John F. Wardlaw, 8508 Sheridell Ave., burgh 28, Pa. 
Pico Rivera, Tenn. Istrumentation Co., Inc., P. 0. Box 627 
American Fire Equip. Co., 11 Mission St., San a —_ . “ 
Francisco, Calif Engineer ucts Co.. 4385 Janice = : : 
Western Fire Dept. Supply Co., 1011 Larimer Memphis 17, Tenn Fine Organics, Inc. : 
St., Denver, Cul Kantenberger Co., 711 Reverchon Dr., Dallas, 205 Main St., Lodi, N. J. 
.— S L. McLarty, 2834 Mitchell Dr., a _ Pa ‘ . * ~ 
t igler, «+ Jr., 311 ines Ivd., unting m 
Heiman Fire Equip., Ashton, Iowa ton, W. Va. a OrricEs: 
Mr. Elmer B. Svensen, 600 E. Eighth 8t., 996 N. 4th St., San Jose, Calif 
Davenport, 79 Milk St., Boston, Mass. 


owa 

Mr. Ray Fundenberger, 410 W. 21 Ave., Hutch- 18230 Grand River Ave., Detroit, 
Kan 701 Investment Blidg., Pittsburgh, 
* Davis, P. O. Box 1924, Alexandria, P. 


1773 Ave. Rd. 
Dr 


a Sign & Signal Corp. Box #34, Waverly, Va. 


3625 S. Western Ave., Blue Island, 


BRANCH OFFICES: 
551 Fifth Ave., New Yor 


. Constantine, 203 Fern St., Pangor, 


J 
. Ryder, 404 Athol Ave., Baltimore, Finnell System, Inc. 


500 East St., Elkhart, Ind. 
DISTRIBUTORS: 


Payne & Sloan. Inc., 1101 E. 5th St., Los BRANCH OFFICES: 
Angeles 13, Calif P. 0. Box 815, Montgomery, Als. 
Mr. : Spalding, 19242 Rockcastle Ave., Nicholas, F. M.. Cx 72 Townsend St., San 338 W. 7th St., Escondido Calif. 
Harper Woods, cc Francisco 7, Calif 2996 W. Pico Bivd., Los Angeles, 
r. J, A. Neumann, 2480 University Ave., St. . N., 977 Jackson St., Denver, Colo 56 14th St., San Francisco, Calif. 
Paul, Minn. Frieshon & Belsom, 715 Clearview Dr., Metairie 1853 Arapahoe St., Denver, Colo. 
Mr. J. D. Pollock, Unionville, Mo. . 0. Box 665, La 598 Burnside Ave., East Hartford, Conn. 
Mr. D. C. Sammons, 1001-4th Ave., N., Bill- Parker. Blair H., 610 Atlantie Ave., Boston 10 14801 N. W. 2nd Ave., Miami, Fla 
ings, Montana Ma P. O. Box 622 
Mr. J. Bert Sammons, 133-33rd St., N., Great : 


. Dwyer, 15 Trafton Rd., Framing- 
ass. 
. Clougherty Co., 39 Miller St., Med- 
ass. 


Falls, Montana 

Alex Clothing Store, 2413 N. St., Omaha, Nebr. 

Mr. Richard M. Parkhurst, 510 Madison Ave., 
Dunellen, N. J. 

The Rodgers Co., Inc., 29-33 Lodi St., Hacken- 
sack, N. J. 

Mr Joseph Gallagher, 9207 Bergenwood Ave., 
North Bergen, N. J. 

Mr. J. Russell Hibbets, 14 Woodrow St., Oak- 
hurst, J. 

Mr. Louis J. Porter, 25 W. Clements Bridge 
Rd., Runnemede, N. J. 

8. PF. Majer Co., 597 Seventh Ave., Brooklyn, 


Central New York ne, 127 8. 4th 
Ave., P. O. Box 433, Ilion, N. Y. 

Wesco Fire Equip. & Service, 121 Wildey St., 
N. Tarrytown, N. 

~ Carl Schappman, 2199 Beech St., Syracuse, 


Mr. Arthur P. Wolever, 225 Hampton Road, 
yracuse, N. 
Mr. . F. Ryan, P.O. Box 11, Yonkers, 


un Sherwood Brockwell, - 375 Country Clut 
noe Southern Pines, N. — 
Mr. W. H. Meiners, 35 Second Ave., Pataskala, 


Mr. Leslie Hart, 2319 N. W. 

ms Okla 9 W. 12 St., Oklahoma 
eys, Inc., 6500 N. E ” y 
ge hy E. Portland Highway, 

Mr. William 4. Porter, 12 Dendron Rd., Corao- 
polis, Pa. 

Joseph Ludwig, 629 Second St., Fullerton, Pa. 

Mr. ‘. J. Houck, 309 Highland Ave., Hanover, 


vies Protection & Safety Equip., 711 8. 22nd 
St., Harrisburg, Pa. 

Fire Equip. Sales & Service, Hastings, Pa. 

Mr. we “y Tarkett, Main & 4th Sts., Hones- 

ie. 

Mr. Jonas R. Smith, 4911 N. Marvine St., 
Philadelphia, Pa. 

Carl H. Yetzer & Son, 1 Fleming Ave., St. 
—* a. 

Mr. 24 Edmondson, 154 Shaver Ave., Shaver- 


town, 

Mr. Bob Simmons, 2308 West End Ave., Nash- 
ville, Tenn. 

Mr. C. E. Settle, P. O. Box 8427, Park Cities 
Branch, Dallas, Texas 

Mr. A. Lee Cowles, Thetford Hill, Vt. 

— F. Bendlin, 4311 N. 91 St., Milwaukee, 

8. 


anifins: 


Fabric Fire Hose Co. 
Sandy Hook, Conn. 


104 


Bruce-Emmett Co., 830 S. E. Alder St., Port 
land 14, Ore. 

Barger & Martin, Inc, P. 0. Box 10353 
Castle Shannon, Pittsburgh 34, Pa 

Bruce-Emmett Co., 1016 First Ave. So., Seattle 
4, Wash. 


Fenwall, Inc. 
Pleasant St., Ashland, Mass. 


BRANCH OFFICES: 


111 8. Burlington Ave., Los Angeles, Calif 
6525 W. North Ave., Oak Park, Ill 


REPRESENTATIVES: 


— Co,, 420 Market St., San Franciseo 11 
lit 
E Ce M Equip. Co., 2415 15th St Denver 


Masten-Wright Corp.. 311 Whitney Ave. 
Hamden, Conn 
= J. J., 617 Cleveland St., Clearwater 


Applebee-Church, Inc., 1389 Peachtree St. NE 
Atlanta 9. Ge 

Veleo Co., 215 Kah! Bldg. Davenport, Iowa 

Maguire. J. P., Co., 3144 Paris Ave., New 
Orleans 19, Pa. 

Closs, Thomas: H., Co., 21 W. Penna. Ave. 
Towson 4, _ 

Carman Adam Inc 15760 James Couzens 
Hwy., Detroit 38. Mich 

Voleo Co., 831 S. 6th St., Minneapolis 4, Minn. 

Fall, C. B., Co., P. 0. Box 824, Kansas City 


34, Mo. 
Fall, C. B., Co., 317 N. 11th St.. St. Louts 
Mo. 
Faber, R. L., & Assoc., Inc., 1246 Broad St., 
Bloomfield, N. J 
Ce o_o Corp.. 1044 Broadway, Albany 4 
Lamb, Robt. F., Co 3407 Delaware Ave., 
Buffalo 7, N. 
Naylor arte Co., 1718 Erie Bivd. E., Syra 
cuse 3, N. 
Bite, W. K., P. O. Box 6165, Charlotte 7, 
dane “Co., 1046 Delta Ave., Cincinnati 8. 
Ohio 
Anderson-Bolds, Inc., 2012 W. 25th St., Cleve- 


, 826 N. Fulton, Tulsa 3, Okla 
Co 349 Montgomery Ave., 


& Son, 822 Wood &8t., 
Gay Sales Co., Assoc., 420 Sul Ross, Honston, 
Texas 


ss. 
Moore Meigs, 1411 E. Jefferson Ave., Detroit 7, 28 N. Laramie Ave., 
Mich 


211 W. Washington 8t., Springfield, Il 

613 Hackett Rd., Goshen, Ind 

62 Bennett Rd., Carmel, Ind. 

700 W. Main St., Louisville, Ky 

6870 Colbert Ave., New Orleans, La. 

1607 Court Square Bidg., Baltimore. Md. 

441 Tremont St., Boston, Mass. 

1346 Broadway, Detroit, Mich 

3282 Hatherly St., Flint, Mich 

3549 Briggs Bivd., Grand Rapids, Mich 

324 N. Ist St., Minneapolis, Minn. 

1225 Collyer St., Hannibal, Mo. 

119 Walnut St., Kansas City, Mo. 

4971 Washington Ave., St. Louis, Mo. 

2817 8th St., Meridian, Miss. 

963 Newark Ave., Elizabeth. N. J. 

100 Indian Trail, Buffalo, N. Y. 

188-190 Chambers St., New York City, N. Y. 

1 N. Ballston Ave., Scotia, a Se 

2414 11th St., N. W., Canton, Ohio 

2701 Byrnside Dr., Cineinnati, Ohio 

1420 E. 24th St., Cleveland 14, Ohio 

1342 Highland St., Columbus, Ohio 

Suite 510, 518 Jefferson Ave., Tolede 4, Ohio 

RFD No. 3, Box 101, New Castle, Pa. 

401 N. Broad St., Philadelphia. Pa. 

413 Commonwealth Annex, Pittsburgh, Pa. 

P. O. Box 622, Ruskin, Fla 

27 Byrd Blvd., Box 1205, Greenville, 8. C. 

919 12th Ave., So., Nashville, Tenn. 

301 N. Market St., Dallas, Texas 

1916 Albans Rd., Houston, Texas 

2407 W. Woodlawn, San Antonio, Texas 

1224 W. Broad St., Richmond, Va. 

2609% 2nd Ave., Seattle, Wash. 

1618 E. Providence, Spokane, Wash. 

1516 Underwood Ave., Milwaukee, Wis. 

318 Randolph Place, N. E.. Washington, 

In Canada: (Dustbane Products Ltd.): Mont- 
real, Que., Ottawa, Ont.. Toronto, Ont., Van 
couver, B. C., Windsor, Ont. 

In England: London. N. W. 10, (Ca. Finols. ) 

DEALER & EXPORT DIVISIONS 
2203 East St., Elkhart, Ind 


Fire-Lite Alarms, Inc. 
190 Fulton Terrace, New Haven 2, Conn. 


Firetox System, Inc. 
P. O. Box 216, Peterborough, N. H. 


DISTRIBUTORS: 


Pacific Fire Extinguisher Co., 142 Ninth 8t., 
San Francisco 3, Cali 

Fred W. Hurley, 28 Kirkham St., Newington, 
Conn. 


Please mention National Safety News when contacting any of these organizations. 
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directory of 


Viking Automatic Sprinkler Co., 55 
ecott Ave., Chicago 40, Ill. 

Seco Safety Products Co., 4461 W 
Ave., Detroit 26, Mich 
National Associated Suppliers, 

N. J 


20 N. Wol- 
Jefferson 


Box 362, Orange 


Tech Supply Co., 52 S. Hawk St., Albany 6 
= 

Young Fire Equipment 
liam St., Buffalo 6, N 

Central New York Distributors, 127 8. Pourth 
Ave., Ilion, N. Y¥ 

Liberty Fire Equipment Co., Inc., 
Main St., Liberty, N. Y 

Jay L. Harman Fire Equipment Co 
Francisco St., El Paso, Texas 

Wilson Fire Equipment & Service Co., 
Box 6582, Houston 5, Texas 


Corp., 1546-1548 Wil 
y 


Fisher Scientific Co. 
711 Forbes Ave., Pittsburgh 19, Pa. 


BRANCH OFFICES: 

1458 N. Lamon Ave., Chicago $1, Ill. 

7722 Woodbury Dr., Silver Spring, Md 

2850 8S. Jefferson Ave., St. Louis 18, Mo 
Gulph Rd., Rt. 23, King of Prussia, Pa 

683 Greenwich St.. New York 14, N. Y. 

8505 Devonshire Rd., Montreal 9, P. Q., Canada 
245 Carlaw Ave., Toronto 3, Ont., Canada 


Flamort Chemical Co. 
746 Natoma St., San Francisco 3, Calif. 


Flash Shield Products Co. 
216 N. Washtenaw Ave., Chicago 12, Ill. 


BRANCH OFFICES: 

Hammel, Ray, Co., 
Angeles 11, Calif. 
Longdon Sales Co., 


720 S. San Pedro St., Los 
Box 2490, Greensboro, N. C. 


Floridin Company 
P.O. Box 989, Tallahassee, Fla. 


BRANCH OFFICES: 


8000 Bon Homme, St. Louis, Mo. 
375 Park Ave., New York City, N.Y 
Dallas, Texas 


Fluid Power, Inc. 
Macedonia, Ohio 


Frank Mfg. Co., Inc. 
Box 68, Mentone, Ind. 


Frommelt Industries, Inc. 83 
290 Main St., Box 419, Dubuque, Iowa 


DISTRIBUTORS: 


Safety Engineering & Supply, 
Birmingham, 
Safety Engineering & Supply Co., Box 111 
Mobile, Ala. 
Smith, Ralph H., & Co., 
Phoenix, Ariz. 
Bullard, E. D., Co., 
lito, Calif. 
Bridgeport Industrial 
Bridgeport, Conn. 
Safety Equip. Co 
Tampa, Fila. 
Gaspro Ltd., Box 2454, 
Universal Safety Equip. Co., 
Ave., Chicago, Ill. 
Midwest Fire & Safety Equip. Co., 
pect, Indianapolis, 
Safety Corp., 3722 


617 N. 10th St 


210 S. 19th St 


2680 Bridgeway, Sausa 


Prod., 22 Cross St. 


of Fia., 9505 Florida Ave 
Honolulu 4, Hawaii 
5115 W. Diversey 


1605 Pros 


nd. 
E. Michigan, Indianapolis 
Ind. 
Safety Equip. & Supply Co., 17 
St., Fort Wayne, Ind. 
Zink Safety Equip. Co., 1401 
way, Kansas City, Kan. 
Orr Safety Equip. Co., 
Louisville, Ky. 
Carey Machinery & Supply, 
Baltimore, Md 
General Equip. & Supply, 261 
Boston 10, Mass. 

Averill E So., 19225 
troit, c 

Boyer-Campbell Co., 6540 St. 
Detroit, Mich. 

Safety Services, Inc, 1903 W. 
Kalamazoo, Mich 

Continental Safety Equip. Co., 
St. Paul 4, Minn. 

Safety, Inc., 17% E. Sist St., 
Mo 


Safety Inc., 3280 Olive St., St. Louis, Mo. 
Big Horn Supply Inc., 2116 3rd Ave., North, 
Billings, Mont. 
New Jersey Safety Equip., 299 Park Ave., East 
Orange, N. J. 
Notte Safety Appliances Co., 340 N 
400 8. Jefferson 


24 W. Main 


Fairfax Traffic 
300 8S. Main S8t 
3501 Brehms Lane 
Franklin St 
Conant Ave., De 
Antoine S&St. 

Main 8t. 
1551 Selby Ave., 


Kansas City 


Park St., 
East Orange, N. J. 
Guardian Safety Equip. Co., 
St., Orange, N. J. 
Safeguard Ind. Equip. Co., 271 Verona, New 
ark 4, N. J 
Steinwach'’s Safety Supply, 
Buffalo, N. Y¥ 


1573 8S. Park Ave., 


Sa Co., 47-50 38th St., 
syracute, Supply Co., 314 W. Fayette St.. 
Safety snd, Ole Co., 4251 W. 35th St., 
Ky, Hammond, 11770 Berea Rd., 
Pendergast, Albert, Co., 6913 Tulip 8t., Phila- 
delphia, Pa 
Cunningham, J. A., Co., 2025 Trenton St. 
Philadelphia, Pa. 
Industrial Prod. Co., 2820 N. 4th St., Phila- 
delphia, Pa. 
cCracken, R. 8., & Sons, 636 N. 18th St., 
Pitts- 


Philadelphia, Pa. 
we ~~ Supply Co., 425 Magee St., 
b 
Safety Equip. Dist. Co., 832 W. Main, Knox 
ville, Tenn. 
720 8S. Third St., 


‘en: 

Clement ig Eaves. Co., 
Memphis, 

Allied Safety Fautn. Co., 352 M & M Bidg.. 
Houston, 

Guardian Safety Equip. Co., 1915 Westheimer, 
Houston, Texas 

Industrial Septy Co., Inc., 131 Social Hall 
Ave., Box 600, Salt Lake City 10, Utah 

Safety & Supply Co., 119 Blanchard St., 
Seattle, Wash. 

Spokane auton 8 anal Co., 219 Spokane St., 


Spokane, Was’ 
Safety First —,, Co., 1104 Quarrier St.. 


. a. 
A., Co., Box 847, 


Pagel “Safety Prod., Inc., 4611 W. 
Ave., Milwaukee, Wis. 

Universal Safety Equip. Co., 3155 S. Tth Ave.. 
Milwaukee 7, Wis. 


Long 
S)ra 


Wilson, 
Island, Xx. 


Green Bay, 


Nationa! 


Fyrepel Products, Inc. 93 
Box 503, Newark, Ohio 


BRANCH OFFICES: 
P. 0. Box 117, Hopewell, N. J. 


DISTRIBUTORS: 
Guardian Safety a Co., 7223 8S. Main Bt.. 
Los 
Union 5460 Colorado Bivd., Den- 
ver, Colo. 
Abern Equip. Co., 11 Eld &t., 
Conn. 
Universal Safety Equip. Co., 5115 W. 
Chicago, Ill. 
Delta Fire & Safety Co., Lafayette, La. 
Seco Safety Products, 4461 W. Jefferson, De- 
Safety Equip., 1551 Selby, 8t. 


308 Main &t.. 


New Haven, 


Diversey, 


troit, i 
Continental 
Paul, 


Minn 
Notte Safety “pee Co., 


Co., 8... 

McLaughlin, David f.. are Co., Box 508, New- 
ark, Ohio 

Williams & Co., Cleveland, Ohio 

Williams & Co., Columbus, Ohio 

Williams & Co., Cincinnati, Ohio 

Williams & Co., Toledo, Ohio 

Guardian Safety Equip. Co., 
Tulsa, Okla 

Williams & Co., Pittsburgh, Pa. 

= as E., 131 E. Washington, Provi 
ence 

Industrial Supply Co., Nashville, Tenn. 

Ballard Distributing Co., Box 25014, Houston 


Texas 
Universal Safety & Fire Equip. Co., 727 8. W 
Temple, Salt Lake City, Utah 


1742 8S. Main. 


Fyr Fyter Co. 47 
221 Crane St., Dayton L Ohio 


BRANCH OFFICES: 
122 Glendale Bivd., Los Angeles 26, a=. 


8.E. .. Pertland 4, Ore 
6808 N. Franklin St., Philadelphia 26, Pa. 
Bidg., 308-18 Fourth Ave.. 


. Pa. 
gn Row, Dallas 35, Texas 
136 Manitoba St., Toronto, Ont., Canada 


ae 


The Gamewell Company 

1238 Chestnut St., 
Newton Upper Falls 64, Mass. 

BRANCH OFFICES: 
1099 MacArthur Bivd., San Leandro, Calif. 
8479 California Ave., South Gate, Calif. 
335 Fairview Ave., Bridgeport, Conn. 
919 Deloras Dr., Tallahassee, Fia. 
3817 Chatham Dr., Doraville, Ga. 
1479 Ellinwood St., Des Plaines, Ill. 
3508 E, 38th St.. Indianapolis 5, Ind 
18954 James Couzens, Detroit 35, Mich. 
Rm. 1708, 420 Lexington Ave., New York 17. 


N. Y. 
5632 Murrayhill Rd., Charlotte, N. C. 
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St., Columbus 15, Ohio 
27 S. State St., 'e . 
154 Whiteland Hunt Rd., Dow 
300 Mt. Lebanon Bivd., Pittsburgh, Pa. 


2909 N. Maple Ave., Dallas, Texas 


Gelman Instrument Co. 
Box 86, Chelsea, Mich. 


DISTRIBUTORS: 
Reed, C. W., Co., 5959 8. Hoover St., Los 


Angeles, lif. 
Nucleonic Distributors, 79 Clifton Ave., Marbie- 
head, Mass. 


Di of Geigy Chemical C 
Saw Mill er Rd., p~~ 4 N. Y¥. 


General Bandages, Inc. 
8300 Lehigh Ave., Morton Grove, Ill. 


DISTRIBUTORS: 
Located in principal cities. 


eneral Fire Extinguisher Corp. 
Condo Washington Bivd., Culver City, Calif. 


BRANCH OFFICES: 
127 10th St., San Francisco 3, Calif. 
6648 Vigo Dr., San Nw Calif. 
360 Whitehall St., lanta 3, Ga. 
4444 W. Irving Parke "Rd., Gunes 41. I. 
2820 E. Grand oo. Detroit 11, Mich. 
31-31 Thomson Island City 1, N. ¥. 
4714-16 N. ey ‘Bt. Philadeiphia 11, Pa. 
1220 8. W. . Ore. 
1506 N. Industrial Bivd., Dallas 7, Texas 
416 Bell St., Seattle 1, Wash. 


General Precision, Inc., GPL Div., 
63 Bedford Rd., Pleasantville, N. Y. 


BRANCH OFFICES: 
7803 Lemona Ave., Van Nuys, 
333 W. First St., Dayton 2, 


DISTRIBUTORS: 
Effco Electronics, 


320 Sth Ave., Anchorage, 
Alaska 
Space Data, Inc., 


892 Sepulveda Bivd., Los 
Angeles, Calif. 
Kistler Electric Co., 520 E. Colorado St., Colo- 
rado Springs, 
Scientific Instrument, 1460 Pennsylvania St., 
_— 7, Denver, Colo. 
w. Brown & —_ 4 Inc., 201 Capron Rd., 
indian River City, Fla 
Illinois Electronics Systems, 1219 Howard &t., 
Evanston, Ill. 
Broger Instrument Sales Co., Inc., 48 Pearl St., 
Brookline, Mass. 
— Technical Sales, Box 273B—Rt. 2, Os- 
Minn 
Lee ro Mask Assoc., Inc., P. 0, Box 8467, Kansas 
Mo. 
Odell Co., 26614 Center Ridge Rd., 
Co., 510 N. W. 
. Schoonmaker Co., 5328 Redford Ave., 
0. Box 3566, Dallas, Texas 
W. H. Brown & Assoc., Inc., 3610 Mt. Vernon 


Ave., Alexandria, Va. 
Northern Electric Co. Ltd., 250 Sidney 8t., 
Bellville, Ont., Canada 


General Scientific Co. 
pat yyy - 
Philadelphia 50, Pa. 


Calif. 


19th Ave., 


Genter, C. D., C 
2109-18 Broad St., Chattanooga, Tenn. 


Gentex Corp. 
450 th A Ave. New York 1, N. Y. 


PLANT: Carbondale, Pa. 


BRANCH OFFICES: 
601 Arlington Trust Bidg., Arlington, Va. 


Gilbert & Barker Co. 


West Springfield, 


BRANCH OFFICES: 


679 South Van Ness Ave., San Franciseo 10, 
Calif. 


Please mention National Safety News when contacting any of these organizations. 
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708 Forest Trail, N.W., Atlanta 18, Ga. Bea: r. : - 
foe oe. 600 8. Michigan Ave., Chicago qed. vt. Pn 2 er Oe 
. a Northwest Pum Equip. Co., 2927 First Ave., 
Rm. 454, Starks Bidg., 4th & Walnut Sts., Seattle, Wash — " 
Louisville 2, Ky. Eau Claire Equip. Co., 511 N. Michigan, Eau 
135 11th St., S., Minneapolis, Minn. Claire, Wis. 
lolbrook ., Affton, Mo. Mil-Pump Industries, 8326 W. Holt Ave., Mil- 
4945 Glendale Rd., Kansas City 12, Mo. waukee, Wis 
= ee, 15 W. Sist St., New York 19, Lord Equip. Co., 1147 E. “‘C” St., Casper 


Wyoming 
i Wembley Dr., Charlotte 5, N. C. 
Crescent Dr., Berea, Ohio 
Duchess Trail, Dallas, Texas 


Glidden Company, The 


Valley Recharging Service, Box 462, Appleten, 


8. 

Universal Safety Equipment Co., 3155 8. Sev- 
enth St., Milwaukee 15, Wis. 

Wisconsin Fire Equipment Co., 621 Buchholz 
St., Two Rivers, Wis. 

Southern Oxygen Co., P. O. Box 5087, Wash- 
ington 19, D. C. 

wanwest Safety Serv. Supplies, 135 Third An 
E. Calgary, Alberta, Canada 

Bell Electricord & Safety Ltd. 341 Bering 
Ave., Toronto 18, Ontario, Canada 


DEALERS: 900 Union Commerce Bldg., Cleveland Globe Mfg. Co. 
14, Ohio Pittsfield, N. H. 


Johnson Oil Equip. Co., 1822 Huntsville Rd., 
Birmingham, Ala. 
Oll Equip. Co., Inc., 512 10th St., N., 


Birmi Ala. 
cau — a 315 Commerce St., Little Globe Industries, Inc. Goodall Rubber Co. 
Rock, Ark. Special Prod. Div. Whitehead Rd., Trenton 4, N. J. 


A 
Howard See SS OS Sek Oh, Eee fe 125 Sunrise Place, Dayton 7, Ohio 
3-8 Equi & Serv’ 0. 

5 oe ice C 1010 Yuma S&t., BRANCH OFFICES: 

lover, F., Co., 4201 E. 10th Lane, Fayson Lakes Rd., Kinnelon, N. J 

Hialeah, Fla. 745 No. 119th St., Milwaukee 13, Wis. 
bee | —. Solr Co., 760 Tallyrand Ave., 

acksonville 6, a. DIST H 
Petroleum Equip. Service, 1216 E. Madison — 

St., Tampa 2, Fla. —, Safety Equipment Co., 7223 8S. Main 
a Equip. Co., 185 Peters St., Atlanta, Los Angeles 3, Calif. 

Califorats Safety & Supply Co., 996 N. Fourth 
Industria Factors Co., 331 Ward, Honolulu, St., San Jose 12, Calif. 
Goodall Rubber Co., 1033 Santa Fe Dr., Denver 

Hen “Ree _ ae Equip., 368 Lawnridge olo. 

Dr., Coeur, Ill. Abern Safety Equipment Corp., 2 Eld St., New 
Za&R on Equip. Co., 644 W. Packard St., Haven 11, Conn. 

Decatur, Il. White Star Sales Corp., 1738 E. Adams &t., 
Liquid Systems Co., 3938 W. 31st St., Chicago, Jackosnville 1, Fila. 

I. Miami Oxygen Service, Inc., 7610 N.W. 28rd 
Certified Equip. & Mfg. Co., P. 0. Box 298. Ave., Miami 47, Fila. 

Springfield, Ill. Safety Equipment Co. of Florida, 109 Hamiller 

a. 


Oil Equip. Supply Co., 1159 Kentucky Ave., St., Tampa 4, 
Indianapolis, Ind. powde Karel First AS Supply Co., 4342 Ogden Ave. 
bson I. 


Equ Dae 1030-34 Seco 
Ave., Des Moines % a - International, 170 W. Washing- 
Iowa Safet ul * 14-16 Twelfth St., , Chicago 2, Til. (export only) 
Des mee, Baulp. nas — Universal Safety Equipment Co., 5115 W. Di- 
Standard Industrial Prod. Co., 


Ollmen’s Service & Supply C ington Rd., Peoria, Ill. 
men’s Service u} .» 96 5 - 7 
ni eC The Safety Corp., 3732 E. Michigan St., Indian- 


Petroleum 8 % apolis 1, Ind. 
y = upply Toes “tio Unien &., W. Safety Equip. & Supply Co., 1724 W. Main 8t., 


Mid-Continent Trans. & Supp., 2027 N. l- versey Ave., Chicago 38, Til. 
ant upp., 2027 Broad 3527 W. Farm- 


BRANCH OFFICES: 


2939 E. llth St.. Los Angeles 23, Calif. 
221 E. Grand Ave., South San Franeiseo 


Calif. 
1033 Santa Fe Ry Denver 4, Colo. 
5246 N. W. 7th Ave., Miami, Fila. 
417 S. Route AlA, Stuart, Fis. 
904 Schoel Dr., (Decatur) Atlanta, Ga. 
2050 N. Hawthorne Ave., Melrose Park, Ill. 
911 North West St., Indianapolis, Ind 
220 Milk St., Boston 10, Mass. 
6470 E. Jefferson Ave.. Detroit, Mich. 
2447 University Ave., St. Paul. Minn. 
1928 Grand Ave., Kansas City 8, Mo 
5-7 White St., New York 13, N. Y 
112 Fairwood Ave., Charlotte 3, N 
4222 Euclid Ave., Cleveland 3, 
1111 N. W. 16th Ave., Portland, Ore. 
5 S 36th St., Philadelphia 4, Pa. 
3501 Bigelow Bivd., Pittsburgh 13, Pa. 
3550 W. 12th St., P. O. Box 1408, Houston 1 


Texas 
631 S. 2nd West, Salt Lake City 4, Utah 
1701 4th Ave., South, Seattle 4, Wash. 
W. 608 Cotta Ave., Spokane, Wash 

12710 Robin Lane, Brookfield, Wis 
127A Cremazie West, Montreal, Que., Canada 
250 Esplanade, East, Toronto 2, Ont., Canda 


Goodrich, B. F., Footwear & 


A — — Fort Wayne 7, Ind. 
me . * 
es Grand River Ave., Detroit, 624 40th st. Flooring Co. 


Continental Safety Equip. Inc., 


Sparling, A. E., Co., 12183 Coyle Ave., De N.E., Cedar Rapids, Iowa Watertown 72, Mass. 


troit 27, Mich. : ‘ Zink Safety Equipment Co., 1401 Fairfax Traf- 


fieway, Kansas City, an 
eneer ° , 
ae Ze Gh. GUS Bite Beep, Gost Robert L. Schmitt Co., 306-810 E. Main St., BRANCH OFFICES: 


w, Mi 
Northland Petrol Equi , Louisville 2, Ky. 
a i ee. Ge TW. Lake Charles Pipe & Supply, 1228 Broad St., 


‘ Second m. — Minn. Lake Charlies, La 
Sompressor ump Repair Service, 812 E. > : 
48th St., Minneapolis, Minn a 2-4 — ee ee 


will E. ’ » 
ocr Ri — eae dlad Eleventh 8t., Min Southern Oxygen Co., 1909 Presstman St., Bal- 


1321 7th St., Berkeley 10, Calif. 
4646 W. Lake St., Chicago 44, Ill. 
230 Park Ave.. Rm. 1216, New York 17, N. Y. 


timore, Md. Goshen Mfg. Co., Inc. 


Petrol y 4 
virus Service, Windom, Minn. The Burdett Oxygen Co., 13500 Sanders Ave., Goshen, Indiana 


A 2. A Equip. Co., 4628 Broadway, Kansas Detroit 17, Mich. 
Aden Supply Co., 1767 Whitmore Ave., N.W 


Mo. 
Tri- ‘State Equip. Co., 519 8.W. Blvd., Kansas Grand Rapids, Mich. % BRANCH OFFICES: 


Burridge-Nylan Equipment Co., P. 0. Box 638, 
Co., 601 E. ith St., Negaunee, Mich 


National Safety Products Co., 116 N. Hamilton 
Co., 3303 Goodfellow St., Saginaw, Mich. 


Continental Safety Equipment, Inc., 1551 Selby 


200 Fifth Ave., New York, N. Y 
666 Lake Shore Drive, Chicago, Ill 


Clarence H. Ax Construction Co., 425 DeBali- Ave., St. Paul 4, Minn Gould-National Batteries, Inc., 
vierre Ave., St. Louis, Mo. W. P. & R. S. Mars Co., 322-824 W. Michigan NICAD Div. 


Aircomo Corp., P. 0. Box 127, Avenel, J. Ss M 
Doris Emergency ‘quip. Co. 48 Weliek Bi: a, - ss ee cate Pleasant St., Easthampton, Mass. 


Zink Safety Equipment 
Roek St. Louis, Mo 


Newark, N. 
Ellers, Guy B.. 20A Old Hickory Dr., Al- "Ee. Gerstenberg & Son, 620 Godwin Ave., Mid- BRANCH OFFICES: 
I 


Fluid Cont : land Park, N. 

eA et oe 646 Anderson Ave., Cliff- Guardian Safety Equipment C 400 S. Jeffer- 
» N. . son St., Orange, N. J 

H-M-R Inc., w ew Rd.. Kenmore, N. Y. Sheridan ‘Surgical, Inc., 3400 Main St., Buffalo 


225 Santa Monica Blivd., Santa Monica, Calif. 
195 Olympia Plaza, Chicago Heights, Ill. 
7 Dey St., New York, N. Y. 


Clemett, Fred, Company, 2020 LeMoyne 8i.. 14, N. Y. DISTRIBUTORS: 


Syracuse 11, x. Y. Emergency Apparatus & Equip. Co, 44 N 
A. C, Kaestner, Inc., 630 Third Ave., New tee Tih enctheele. _” : 7 
York, N. Y. Paine Drug Co., Inc., 15 Henrietta St., Roches- 
— Pump & Tank Co., 1730 N. Tryon ter 20, N. Y. 
, Charlotte, N. C.. Southern Oxygen Co., P. O. Box 36538. Char- 
kw’, Inc., 1121 St. Clair lotte, N. C. 
Ave., Cleveland 14, Ohio Southern Oxygen Co., 115 Southern Oxygen Rd., 
Tuller Corp., 947 Goodale Bivd., Columbus Greensboro, N. C 
Ohio Acme Safety Products Co., 387-389 Storer Ave., 


Shultz, D. A., 3008 Harv: a Akron 20, Ohio 
P ee Se The Burdett Oxygen Co., 3300 Lakeside Ave., 


‘a. 
Equip. Co. of Phila., 9 Cleveland 14, Ohio 
Philadelphia, P: — American Industrial Safety wr Co., 3500 
0) 


‘a. 
Fluid Controls Co., 5150 Ridge A . Lakeside Ave., Cleveland 14, 
phia, Pa. at, See Ohio Safety Products Co., 528 Seymour Ave., 


Rutledge Equip. Co., 334 Blvd. Columbus 5, Ohio 
Pittsburgh, Pa. =o ame, The 9 a Co., 12238 McCook Ave., 
Dayton 4, io 
Kemnety, J. .W-. Co., 96 Charles 8t., Provi- Acme Safety Products Co., 1823 Vermont, To- 
. eet y - ledo 2, Ohio 
ag eum, Spee, 404% E. Blvd. N., Pittsburgh Gage a. Supply Co., 3000 Liberty 
"mas Ave., Pittsburgh 30, Pa. 
A qt. Co., 309 Jefferson Ave., Industrial Preaants Co., 2820 N. Fourth S8t., 
‘ g Philadelphia 33, Pa. 
ae Fup Co., 406 E. Third St., Big Spring, — Oxygen Co., P. O. Box 178. Kingsport, 
Ten 
Dallas Pump Service, 2630 Commerce St., Dal- Safety. “Equipment Distributing Cx 832 West 
las, Texas Main St., Knoxville, Tenn 
Bott Equip. Co., 6419 Winfree St., Houston Clement Safety Equipment, Inc., 720 S. Third 
17, Texas St., Memphis 2, Tenn. 
son, Geo. S., Co. of Odessa, 2317 In- Hill Equipment and Supply Co., 1745 Levee St., 
eee Sa ae Paxton Go. 1019 Main St., Norfolk 10, ¥ 
Eaton Metal Prod ’ axton “0., — eS to 
wnt Lebo City, Vech Co., 844 Chestnut St., Southern Oxygen Co., 603 Center Ave., N. W., 
Robert, & sean. 1077 S. Main 8t., Industrial Safety Supply Co., P. O. Box 4342, 
mBale Lake City, Utah Charleston 4, W. Va 
Pump & Tank Co., 3110 N. Blvd., Richmond, Industrial Safety Supply Co., 602 Henderson 
Va. Ave., Williamstown, W. Va. 


Please mention National Safety News when contacting any of these 


J. D. Williams, 203 E. Markham S8t., Little 
Rock, Ark. 

K. M. Ryals Co., 141 King St., San Francisco, 
Calif 

T. A. Ford Co., Inc., 402 Agostino Road, San 
Gabriel, Calif. 

Automatic Control & Equip., 5750 Pecos 8t., 
Denver, Colo. 

David & Park Co.. 1841 Fox Circle, Clear- 
water, Fila. 

Terhune, R. S., & Assoc., 22 W. Madison St., 
Chicago, Ill. 

Calvin D. Arnold, 911 No. Pennsylvania S&t., 
Indianapolis, Indiana 

c. R. White, P. O. Box 21, Cedar Rapids, 
Iowa 

Mid-South Sales Comp. Inc., 4424-B Earhart 
Bivd., New Orleans, La. 
F. Collins., P. O. Box 76, Belmont, Mass. 

E. F Walter, 3049 E. Grand Blvd., Detroit, 
Mich 

Monitor Distributors, Inc., 604 Utah Ave., 
Butte, Montana 

Electrical Jobbers Equip. Co., 619 Fourth Ave., 
South, Minnneapolis, Minn. 

Lynn Elliott Co., 832 Law Bidg., Kansas City, 
M 


° 

Petefish-Kemp Engr. Co., 6414a Hampton Ave., 
St. Louis, . 

F. C. Clatterbaugh, P. O. Box 152, Omaha, 
Nebraska 

Adley Corp., 210 N. 6th St., Camden, N. J. 

—, R. L., Co., P. O. Box 114, Glen Rock, 


N. J. 
Denzill D. Jones, Jr., 614% Fitzgerald, N.W., 


Albuquerque, N. Mex 
Donald R. Leonard, 32 Main S8t., Alexander, 
_ = 


organizations. 
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j : Ross Drive, 
Wiibur L. Riner, P. 0. Box 182, Endicott, N. Y. DISTRIBUTORS: erie, sidney Woe. tis burg 
Reed-Tollefeon Corp., 2815 Monroe Ave., Roch Medical Industries, Ltd., 1585 Kapiolani Blvd., Ficees ners’ Bquipment Co., 200 Barber 
ester, N. ¥. _ Honolulu 14, Hawaii fa gs 
Arthur N. Ulrich Co., P, O. Box 6584, Bexley Notte Safety Appliances Co.. 340 N. Park 8t., Fire Chex Corporation, 36100 Harper Avenue, 
Br., Columbus, Ohio East Orange, N. J. tit. Clemens,” Michigan 
Hutton-Reske & Assoc., 451 The Arcade, Steinwach’s Supply, 1573 Park Ave., Buffalo 20, a 9 Te Grund Avenue South, 
Cleveland, Ohio Y. .. 
Ine., 734 N.W. Glisan St.. The Hospital Supply Co., P. 0. Box 1462, San etme. Tee Marth Colfax, Minneapolis 
¢ Juan 7, Puerto Rico nnesota 
Muller, Harper & Assoc.. Inc., 2410 First Na wos: ee Fite xt. Company, 048 Shelty 
tional Bank Bidg., Pittsburgh, Pa. pM hy - Ren 
— Engrs., $11 Hawkins Rd., El Paso, w > - ° ooTs47-51 University 
‘exas 
Avenue, St. Paul, 
Kemp Engineering Co., 2618 Manana Dr., Hein-Werner Corp. Conall NH — — a aos Wet, Ba 
a 1200 National Ave., Waukesha, Wis. a 
Slusser, Leonard M., Co., 318 Dooly Block, a SPO. Bex 1e1i8, Jeckem, 
Salt Lake City, Utah ; Mississippi , 
— Corp., 1500 Arlington Blvd., Arlington, Safety First ly Co., P.O. Box 501, Spring- 
r. E 75 y field, Mo. 
Ling = ‘orm 7511-44th Ave. S.W Seat- Herculite Protective Fabrics Universe! Pire Beuipment Corp., 45 South 16th 
tle ‘ash. 
Paul A. Skaff, 5415 Noyes Ave., 8.E., Charles- 661 Fourth St., Newark 7, N. J. on, he Ee N. ’ ee 
mae ae DISTRIBUTORS: Midland Park, N. J. 
; Fire Equipment Co., 19 Myrtle St., 
Trenton 


Phoenix Trim & Supply, 706 N. 7th St., Phoe- 
P The nix, Arz. 68 8 a i Tech Supply, 52 South Hawk St., Albany 10, 
103 . Hope &t., n- & - 
Cole No ted Se, Pua f South Shore Fire Equip. Dist., 2070 Newbridge 


910 N. 2nd St., Philadelphia 23, Pa. a Earle BR. Co., 1455 Market, San Diego, Road, Bellmore, N. Y. 
Loney, W. G., 337 St. Lawrence Avenue, Buf- 


Scovel ‘& Sons Co., 1133 Post St., San Fran- falo, N. Y¥. 
cisco, Calif. Churehville Fire Equipment Co., 105 E. Buffalo 
Graymills Corp. = 64 Denver Auto Trimming & Supply, 1120 Gala- St., Churchville, 2 
3705 N. Lincoln Ave., Chicago 13, Ill. pago St., Denver, Colo. Area Fire Company, 77 Clinton Ave., Kingston, 


The Astrup Co., 945 W. Flagler St., Miami, New York 
Fla. Williams, Harry, 140 North Midland Ave., 
Carpenter, ny B. & Co., 401 N. Ogden Ave., Nyack, N. Y. 
Grinnell Co., Inc 7 Chica be a Fire Equipment & Service, - waew 
“Yes ’ . Clark ky —— 4501 Western Blvd. 8., P.O. Box 21, The Tarrytowns, 
260 W. Exchange St., Providence 1, R. 1. Chicago, Tl. Fire’ Fighting Equipment, Con. 382" South’ 8t., 
Elco Products Co., 215 W. 3ist St., Chicago, Til. Utica, N. Y. 
Davies, Theo. H. & Co., Ltd., P. O. Box 3020, Hayes, "Charlie, 7a Box 421, 412 Brainard 
eT aan TC. BM. Con 2100 Greenleat Evanst willis na ew, P.O. Box 1197, Old Wilson 
1929 Third Ave.. North. Birmingham 3, Ala. Hoff, C. M. Co., 2100 Greenleaf St., Evanston, illiams, x 
4344 E. Indian School Rd., Phoenix, Ariz. Il. a . Road, Rocky Mount, N. C. 
3081 Hamilton Ave., Fresno 1, Calif. Top-All Co., Box 4198 Carrollton Sta., New Carolina Equipment Sales Corp., 1513 States- 
520 Mateo St., Los Angeles 13, Calif Orleans, La. @ ville Ave., rlotte, 
6121 Hollis St., Oakland (Emeryville) 4, Calif. Baltimore Textile Co., 2436 N. Charles S8t., Mannweiler, Capt. A. J., ‘& Son, Lincoln Way 
615 Seventh St., Sacramento 11, Calif Baltimore, Md. Est Ext., Massillon, Ohio 
5422 Napa St., San Diego 10, Calif Redrum Fabrics, 64 Stanhope St., Boston 16, — F. W., P.O. Box 177, Tulsa 1, Okla- 


> Mass. a 
7 ees S., Can rey Se Semi P. Syd Sykes Co., 120 W. Forest Ave., Detroit, Brooks, Earl A., U.S. Route No. 30, Coatesville, 


Calif. 
7 St., » q Mich. Pennsylvania 
$00 New Park oy “Hertiend (West) 10, Conn. Fabrice Sueoly Co,, 22 N. 3rd St., Minneapolis Kesteme, Thomas A., 401 Maxwell Drive, Pitts- 


w Ww 1, 
340 'N. Bighland aver a ye . de Glass Depot Inc., 1410 Harmon Place, Min- Sandifer, W. M., 528 Skyland Drive, Columbia. 
na 


] } neapolis, Minn. 
1435 -gt-—yty 9, ml The Astrup Co., 300 Locust St., St. Louis, Mo. Murray, B. F., 4916 Carnes Ave., Mumphis, 


1042 E. Washington St., Indianapolis 2, Ind. National Fabric Co., 409 E. 18th St., Kansas Tenn. 
4623 Illinois Ave., Louisville 13, Ky Mo. . Lewis, Emmet, Tiptonville, Tenn. 
7186 Washington Ave., New Orleans 25, La. of Fabrics, 3165 Leavenworth, . E. Fleck Co., 4010 Bowser Ave., Dallas 19, 


vebr. Texas 
sone Wr Denctae ortland 3, Maine ua ad, D. J. & Sons, 1411 William St., Buffalo, L. N. Curtis & Sons, 432 West 3rd Street, Salt 


N. ¥. Lake City, Utah 
3 — tn Dette 38, M Abeles-Lewit Co., 415 West 55th St., New York, Atlantic Supply Co., 127% South Main S&t., 


ich. 
4 & ¢ Suffolk, Va. 
Cs Washington Ave., South, Minneapolis 15, Howard, H. R. & Son, Inc., 60 N. Washington L. N. Curtis & Sons, 1224 Westlake Ave., Seat- 


nn. 
x u St., Rochester, N. Y. tle 9, Wash. 
See eae ee Beonémy Supply Co., P. 0. Box $26, Kanna- Fer-Fyier Sales f& Service, P.O. Box 589, 


oe. 
polis, N. Lewisburg, W. 
i 2 Sao, SS em Miami’ Rubber Co., The, 1022 Kenner 8t., Cin- W. J. Williamson, 710 West Spring St., Apple- 
s i y : cinnati 14, Ohio ton, Wis. 
1374 Clinton ‘st.. _¥. Astrup Co., The, 2737 West 25th S8St., Cleve- Automotive Sales & Service, Inc., 154 South 
400 Park Ave., New York 22, N. ¥. . 0. - ‘ Main St., Fond du Lac, Wis. 
1678 Clinton Ave., North, Rochester 21, P y. Wright, 327 N.W. 10th Avenue, 
143 N 


1 W. Morehead St., Charlotte 8, N. : Ore. ' 
3258 Fredonia Ave., Cincinnati 29, Ohio: aes Bros., 1431 8.W. Alder St., Portland, 


1204: 96 E. 55th St., Cleveland 3. Ohio ‘ Hillyard Chemical Co. 141 
N. Washington Ave., Columbus 15, Ohio Letty Co., The, 110 Chestnut St., Philadelphia, 302 N. 4th Ave., St. Joseph, ‘Mo. 


3240 Northwest 29th Ave., Portland 10, Ore. . 917 
Erie Ave., D. 8t., Philadelphia 34, Pa. Textile Commission Co., 217 Chestnut St., Phil- 


& > 
1020 Ridge Ave.. Pittsburgh adelphia, Pa. BRANCH OFFICES: 
260 W. Exchange St., Providence 1, R. I. ee en ware See See Gh. Dale, by = 1080 N. 1ith St., San Jose, Calif. 


Silver States Suppliers, P. 0. Box 895, 
+g Holly *.. Xe "9 > _— Lake City, Utah 49 Wail St., Passaic, N 


161 Glass St., Dallas 7, Texas ur 4 &. ant =. ~ Inc., 1919 Westmoreland 
6999 Old Clinton Rd., Houston 20, Texas ve., Secon 
3105 W. Moore St., Richmond 30, V McDonald & Co., 414 Boren Ave. N., Seattle 


p « ° a 
S161 _itiott Ave., Cor. Bay St., Seattle 1, ash. Hood Rubber Products 
. Bali ‘< Wri ht, 1517 12th A Sea Watertown 72, Mass. 
toa rig 5 venue, ttle, 








m. 900 i} Ave., Spok 3, Wash 
Anthony Fost Sc Lt 655 - 
1819 W. St. Paul Ave.; Milwaukee 1, Wis tet ae ee ee en ee DISTRICT SALES OFFICES: 
3980 geun Talse e.. Montreal 16, Que.. Canede — = 2; gp hg 294-310 Church ay ~ . = St., P. O. Box 28606, Los Ange- 
2440 St., West, Toronto 9, Ont.. Canads + , “» 
1150 Raymur Ave., Vancouver 6, B. C., Canada Columbia Paper Co.. 14d., 996 Homer St. Van- 1950 Army ‘St, P. ©. Bor 162, San Francisco 
hve. elders $3 Deep. 308, Mexico 1. DF. Anthony Foster & Sons Ltd., 696 Portage Ave., 1030 E. 14th St, Hialeah, Fis. 
311 Barrington St., Halifax, Nova Scotia Winnipeg, Man. Canada Atlante, Oe Ave., N.E., P. 0. Box 4509, 
W. Lake St., Chicago in 
—_ a4 8, aw, 84, Bellmore i ue Mich. 
Hewitt Robins Incorporated, boo Turner's Crossroads Bouth, ‘Minceapelle 16, 
Halperin, A. E., Co., Inc. 94 Hewitt Rubber Division Minn. 
75 Northampton St., Boston 18, Mass. 240 Kensington Avenue, Buffalo 5. N. Y. 1529 Weshtnsten ane. Bt. Si. Jouts RY ee. 
DISTRIBUTORS: pt) Claire are N w.. og ogy Ms Ohio 
DISTRIBUTORS: Porter, Herb, 18381 H.B. Blvd., Huntington Reedsdale St., Pittsbu Pa. 
Names available upon request. Beach, California 1400 - Box 6185, 
Curtis, L. N., & Sons, 5808-14 College Avenue, Texas 
Halprin Supply ( 714 Oakiand, California 1 Hanford St., Seattle 4, Wash. 
a prin upply o. : Wipper, O. C., & Associates, P.O. Box 714, 
1355 S. Flower St., Los Angeles 15, Calif. Coral Gables 34, Florida 
—— Lee, 2727 Ashton Road, Sarasota, 


Fioride Holcomb Safety Garment Co 
Morris, W. E., Company, 1233 Jones Street, > 
Augusta, Georgia 128 N. Jefferson St., Chicago 6, Ill. 
Hannay, Clifford B. & Son, Inc. Universal Fire Apperates Co., P.O. Box 187, 
7 gansport ana 
Westerlo, N. Y. — ee es Box 281, Willard 
Boe arshalltown, Iowa 
Palmer, Paul E., 1516 Mulvane Street, Topeka, Hopfeld Industrial Mfg. Co. 





Hartmann Safety Products Inc. —— ’ Himco Div. 
P. O. Box 405, Mineola, N. Y. “ian bees, Ee, 738 “A” St. San Rafael, Calif. 


Please mention National Safety News when contacting any of these organizations. 
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Interstate Engineering Corp., Vanguard Div. ee 
522 E. Vermont Ave., Anaheim, Calif. Safety Equip. Distr. Co., 832 Main Ave 
Ss 


Hi E. F., & Co. 
ow . Lehigh Ave., Philadelphia 33, Pa. 1 r 
W., Knoxville, Tenn 


BRANCH OFFICES Clement Safety Equip., Inc., 720 8S. Third St., 


Sa sco. : Memphis, Tenn. 

. — Ave., 8. San Francisco, Calif. Tron Age Safety Shoe Div. Bastncorinn Supply Co., 6000 Denton Dr., Dal- 
gy fw ~ —o e H. Childs & Co., I las 19, ‘Tex 

421 Garrett Street, Carrollton, Ga. . tas o., Inc. as 19, Texas 


222 W. Adams St., Chicago 6, Tl. 1205 Madison Ave., Piitsburgh 12, Pa. Guardian Safety Equip. Co., 200 Sandman St. 


. Houston, Texas 
ee Bidg., Cass Ave. Detroit 2. Universal Safety & Fire Equip. Co., Ine., 727 
Gand Besltd Ave. Clevsend 8. Obie BRANCH OFFICES S. W. Temple St., Salt Lake City, Utah 
401 Bessemer Bldg., Pittsburgh 22, Pa 817 S. Gramercy Pl., Los Angeles, Calif Safety & Supply Co., 115 Blanchard St., Se- 
$a yi 314 E. 143rd St., Harvey, Ill. _attle, Wash. 
124 E. 49th St., Indianapolis, Ind. Universal Safety Equip. Co., 3155 8S. 7th St. 
302 Columbia Ave., Monroe, La. Milwaukee 15, Wis 
Hub-States Chemical & Equip. C 5 Walnut St., Saugus, rial Fleck Bros., Ltd, 110 Alexander St., Van 
1255 N. Windsor, Indianapois iL Ind. 27676 Shagbark, Royal Oak, Mich couver 4, B. C., Canada 
225 Ledden Terrace, S. Plainfield, N Safety Supply Co., 214 King St. E., Toronto 


47 E. Utica St., Buffalo 9, N. Y Ont., Canada 
Safety Supply Co. w/their various branches in 


205 E. 11th St., Marysville, Ohio 
Hi Laboratories, Inc. Stump Rd. North Wales. Pa Calgary, Halifax, Montreal, Winnipeg. Ei- 
Hi Ind. 5113 Pocahontas, Bellaire, Texas monton, Vancouver, Ottawa, Trail and Re 
1601 Somerset Dr., Lynchburg, Va gina—Canada 
BRANCH OFFICES 


219 Holswade Dr., Huntington, W. Va. 
6300 State Rd. Philadelphia 35, Pa. 
86 Parliament St., Toronto, Ont., Canada DISTRIBUTORS: Jomac Inc. 


Currin-Greene Shoe Mfg. Co., Seattle 1, Wash 6128 N. Woodstock St., 


Philadelphia 38, Pa. 
oe, International Shoe Co. 
509 Washington Ave., BRANCH OFFICES 
ef Louis 66, Mo. a= 6106 Arbor Rd., Lakewood, Calif. 
133 Cedar St., Wethersfield, Conn 
P - 4832 N. Lincoln Ave., Chicago, Il 
Janesville Apparel Co. 429 N. Bosart Ave., Indianapolis, Ind. 
. O. Box 306, 216 N. Franklin St., 99 Chauncy St., Boston, Mass. 
Janesville, Wis. 13156 Indiana, Detroit, Mich. 
3903 Olive St., St. Louis, Mo 
44 Cliff St., New York City, N. Y. 
530 Sixth Ave., Pittsburgh, Pa 


Hy-Test Safety Shoes 


WAREHOUSES: 


12th & Delmar, St. Louis, Mo. 
927 N. 8rd S8t., Philadelphia Pa. 


BRANCH OFFICES: 
2287 N. Ahuacate Rd., La Habra, © 
282 Cedar St., Newington, Conn. ee 
pS 8. King 8t., Box 2519, Honolulu, Hawaii 
8. Vincennes, Chicago, Til. 
ins Foster Ave., 


Johns-Manville Sales Corp. 
22 East 40th St., New York 16, N. Y. 


BRANCH OFFICES: 
611 S. Catalina St., Los Angeles 5, Calif. 
116 New Montgomery St., San Francisco 5, 
Calif. 
1755 Glenarm Place, Denver 2, Colo 
. 101 Marietta St., Atlanta 3, Ga. 
Merchandise Mart Plaza, Chicago 54, Ill 
Rd., Canton, Ohio 2400 Canal St., New Orleans 19, La 
pg LE Wood Cineinesti 36, Ohio 100 Newbury St., Boston 16, Mass 
997 ard Btn ng Tulsa * a. 3100 W. Lake St., Minneapolis, Minn 
619 7 a ee ne eee. Fe 7912 Bonhomme Ave., Clayton, St. Louis 5, Mo 
348 Sedgewood Rd., Springfield, Pa. 270 Madison Ave., New York 16, N.Y. 
y. w J 8 > 2, 
S411 Bellwood Lane, ille 18, ‘Tenn. — Pkwy. at alnut St., Cincinnati 
7023 | thy — See 7, Wash. 3101 Euclid Bldg., Cleveland, Ohi 
: a adelp 7 
37, Bluefield, W. Va. Mall Bidg., Chestnut at 4th, Philadelphia 6 


Joy Mfg. Co. 
Electrical Prod. Div. 
1201 Macklind Ave., St. Louis 10, Mo. 


S. Vandeventer BRANCH OFFICES 


19501 S. Santa Fe, Compton, Calif. 

560 W. Washington Blvd., Chicago, Ill. 
17615 W. MeNichol; Rd., Detroit, Mich. 
16141 Puritas Ave., Cleveland, Ohio 
1420 Walnut St., Philadelphia, Pa. 

P. O. Box 19124, Houston, Texas 


105 oll °s “ Bt hee 
ve St., St. is, \ 
1280 Ri nes 


Junkin Safety Appliance Co., Inc. 82 
3121 Millers Lane, Louisville 16, Ky. 


DISTRIBUTORS: 
Industria! Safety Supply Co., 1727 Huntsville 


a. 
2228 Koppers Bidg., Pittsburgh 19, Pa. 
DISTRIBUTORS: 3115 Blodgett St., Houston 4, Texas 
Yeilding Bros. Co., 2nd Av 4304 Stone Way, Seattle 3, Wash 
ingham, Ala. fe. at 22nd St., Birm 4260 N. Teutonia Ave., Milwaukee 9, Wis. Itd., Birmingham, Ala 
Quenrolds Safety Shoemobile, Box 328, Lafay Safety Engineering & Supply Co., 617 N. 10th 
St., Birmingham, Ala. 
ng oy Co., 5825 Santa Fe Ave. Johnson & Johnson Safety Engineering & Supply Co., P. O. Box 
. . " ’ 111, Mobile, Al 
Guardian Safety Equip. Co., 1091 Euclid Ave., George St., New Brunswick, N. J. Dickson Safety Products Co., 12921 W. Wash- 
geen —. Ga. ington Blivd., Los Angeles, Calif. 
Sate an, J., 1316 E. 63rd St., Chicago, Ill. BRANCH OFFICES: Guardian Safety Equip. Co., 7223 S. Main St. 
afety Shoe Consignment Co., 18029 Dixie . ‘ , — ae Los Angeles, 
Highway, Homewood, Tl. ea ae a Curtis, L. N. ons, 5808 
Marshall Glov . 949 W. 65th St., Chicago 38, Ill ‘ Lc eae 
ville. Tod e Co., 112 S.E. 4th St., Evans 9000 Denton Dr.. Dallas, Texas plakiend,, Cali 
Iowa Safety Baul. Co., 414 12th St., Des ererareuveas: Francisco, Calif. 
Moines, Tow: a ae . Bullard, E. D., Co., 2680 Bridgeway, Sausa- 
Munnings Safety Shoe Service, 105 Leib St., Mine Safety Appliance Co., Pittsburgh, Pa lito, Calif. 
etroit 7, Mich. 11 “Rub %o., 1023 8 Fe Dr., Den- 
Erickson Safety Shoe Co., 18474 Vaughan, De- —_ — — rail epate ove a 
troit 19, Mich Johnson-Williams, Inc 92 Mine & Smelter Supply Co., 1422 17th St., 
Mesthemn wrens ‘Safety Equip. Co., 2420 Ken 2625 Park Blvd., Palo Alto 9, Calif. Denver, Colo. : 
nedy 8t., . te See ‘Dinn. = Safety Equip. Co., 1630 17th St., Denver, Colo 
e nneapolis = Abern Safety Equip. Co., 2 Eld St.. New 
DISTRIBUTORS: Haven, Conn. 


Boeleker Sid., 6924 Florian Ave., Normandy. Brenton Equip. Co., 374 Brannan St., San Direct Sales Co., 647 Watertown Ave., Water- 
Francisco 7, Calif » 4 
Industrial 4 Shoe Co., 5 8S. Vandeventer. bury, Conn 
f 


College Ave., 


Brannan St., San 


St. Loul Bullard, E. D., Co., 2680 Bridgeway, Sausalito, Guardian Safety Equip. Co., 427% Moreiand 
Ww bb’ uls, 0 Calif. " : Ave., N. E., Atlanta, Ga. 

ebb’s Industrial Plant Service, 4217 Smith Bullard, E. D., Co., 6719 S. Figueroa St., Los Safety Equip. & Supply Co.. 104 King 8t., 
apn.» Norwood, Ohio Angeles 3, Calif LaGrange, Ga. 
Pittsburgh Hy-Test Safety Shoes, Inc., 619 Abern Safety Equip. Co., 2 Eld St New Intermountain Equip. Co., Broadway & Myrtle 


Kenilworth Dr., Pittsburgh 34, Pa Haven, Conn. Sts., Boise, Idaho 


— ~~" Service, 348 Sedgewood Rd., Spring 

Texas Safety Shoe Service, 1321 W. 24th Si., 
Houston, Texas 

Branovan, Max, Shoe Co., 2111 W. North Ave., 
Milwaukee, Wis. 


a 


Industrial Gloves Co. 
700 Garfield St., Danville, Il. 


Industrial 


Products Co. 
2850 N. 4th St., Philadelphia 33, Pa. 


Institute of Industrial Launderers 


1833 Jefferson PL, N. W., 
Washington 


'; . . 


International Latex Corp 139 
350 Fifth Ave., Empire State Bldg., 


New York 1, N. 


Safety Equip. Co. of Florida, 9505 Florida Ave 
Tampa, Fla. 

Universal Safety Equip. Co., 5115 W. Diversey 
Ave., Chicago 39, Ill. 

Mid-Continent Transmission & Supply Co., 2027 
N. Broadway, Wichita, Kan 

Guardian Safety Equip Co 3615 Capitol 
Heights Ave., Baton Rouge 6, La 

General Equip. Corp., 261 Franklin St., Boston 
10, Mass 

Averill Equip. Co., 19225 Conant Ave., Detroit, 
Mich 


Continental Safety Equip. Inc., 1551 Selby Ave., 
St. Paul, Minn 

Safety, Inc., 17 E. 3ist St., Kansas City, Mo 

Safety, Inc., 2608 Olive St., St. Louis, Mo 

Guardian Safety Equip. Co., 400 8S. Jefferson 
St., Orange, N. 

Union Industrial Equip. Corp 40 Beech St., 
Port Chester, N. Y. 

Safety First Supply Co., 4251 W. 35th St., 
Cleveland, Ohio 

Safety First Supply Co., 858 W. Delaware Ave., 
Toledo 10, Ohio 

Dayton Safety Supply Co., 11 Longworth S8t., 
Dayton 2, Ohio 

Mid-Continent Transmission & Supply Co., 1413 
W. Reno, Oklahoma City, Okla. 

Sanderson Safety Supply Co., 816 S. E. Haw- 
thorne, Portland 14, re 

Safety First Supply Co., 425 Magee St., Pitts- 
burgh 19, Pa. 


Karel First Aid Supply Co., 4342 Ogden Ave. 
Chicago, Il. 

McMaster-Carr Supply Co., 640 W. Lake St. 
Chicago, Ill. 

Universal Safety Equip. Co., 5115 W. Diversey 
Ave., Chicago, Ill 

MacGill, William V., Co., 529 N. Spaulding 
Chicago, Ill. 

Standard Safety Equip. Co., 431 N. Quentin 
Rd., Palatine, Ill. 

Standard Industrial Products Co., 3528 W. 
Farmington Rd., Peoria, Ill. 

Specialized Mill Supplies, 409 N. Main St., 
Goshen, 4 

Orr Safety ip. Co., 2813 E. Jefferson Ave., 
Evansville, 

Midwest Fire & Safety Equip. Co., 1630 Pros 
pect St., Indianapolis, Ind 

Orr Safety Equip. Co., 2431 E. Washington 
Ave., Indianapolis, Ind. 

Safety Corp., 3702 E. Michigan Ave., Indian- 
apelis, Ind. 

Iowa Safety Equip. Co., 414 12th St., Des 
Moines, Iowa 

Zink Safety Equip. Co., 1401 Fairfax Trafiic- 
way, Kansas City, Kan 

Orr Safety Equip. Co., 300 E. Main St., Louls- 
ville, Ky. 

Delta Fire & Safety Equip. Co., 523 Magazine 
St., New Orleans, La. 

Carey Machinery & Supply Co., 3501 Brehms 
Lane, Baltimore, Md. 


Please mention National Safety News when contacting any of these organizations 
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directory of fire protection and control equipment sources 


American Fire Equip. Co., 717 Boylston St., Setty Equip. & Engineering Co., 1059 Elmore ry Safety Supply Co., Box 4342, Charles 
w 


Boston, Mass. St., Green Bay, is. 4, a. 
Noonan, T. J., Co., 408 8. Huntington St.. Pagel Safety Products Co., 4611 W. National Levit: Safety Ltd., 747 Vaughan Rd., Toronto 
Jamaica Palin, Mass. Are., Milwaukee, Wis. Canada 
Reed, Thomas W., Co., 533 Commonwealth Ave., Levitt Safety, Ltd., 747 Vaughan Rd., Toronto. Levitt- Safety Ltd. 889 Westminster Ave.. Win 
Boston, Mass Ont., Cannada nipeg 10, Manitoba, Canada 
Cascade School Supply Co., North Adams, Mass. Levitt Safety. Ltd., 4205 Courtrai, Montreal Levitt-Safety Ltd., 4205 Courtral Ave., Mon 
Argus Supply Co., 4340 E. Davison Ave., De Que., Canada treal 26, P. Q., Canada 
troit, Mich. Levitt Safety, Ltd., 889 Wes¢minister, Winni- 
— Equip. Co., 19225 Conant Ave., Detroit peg. Man., Canada 
= Levitt Safety, Ltd., 10205 105th Ave., Edmon- 
es Co., 6540 St. Antoine St., ton, Alberta, Canada Kennedy-Ingalls, Inc. Milw. kee 16, Wis. 
etroit, . a au 
Detroit First Aid Co., 6335 Grand River Ave. 3735 N. 35th St., 
Detroit, Mich : 
Sterling Docksen Co., 5285 E. Outer Dr., Justrite Mfg. Co. 93 eee de 1 ettes 
Yetroit, Mic I ¢ “bicaa: Located in principal ecties. 
Safety Services, Inc., 1903 W. Main St., Kala 2061 N. Southport Ave., Chicago 14, Ili. 
mazoo, Mich 


National Safety Products Co., 116 N. Hamilton BRANCH OFFICES Kidde Ultrasonic & Detection Alarms, Inc. 
ve. i 


, Baginaw, Mich . oe & 

W. P. & R. S. Mars Co., 322 W. Michigan 120 Liberty St., New York 7, N. ¥ 345D Allwood Rd., Clifton, N. J. 

Ave., Duluth, Minn 
Stone, Chas. W., Co., 1914 LaSalle Ave., Min- DISTRIBUTORS: : : . 4 
_heapolis, Minn Located in principal cities. Kidde, Walter, & Co., Inc. 8 
Continental Bafety Equip. Co., 1651 Selby Ave., 345D Main St., Belleville 9, N. J. 

St aul, inn. 
as A. 5&., Co., 1831 Olive St., St. Louis, K OFFICES 

0. —K— BRANCH 
Pulmosan Safety Equip. Corp., 1007 Washington 4845 y. Exposition Blvd., Los Angeles 16 
Calif 


St., St. Louis, Mo. 
a * Equip. Co., 1417 Tower Grove, St. Louis, K Engi i 1889 Marietta Bied., N.W., Atlanta 25, Ga. 


1810-20 W. Randolph St., Chicago 7, Til. 

Safety Inc., 2608 Olive St., St. Louis, Mo 2995 Middietetd Ra. Palo Alto, Calif. lis 62 
Times Industrial Supply Corp., 166 Pavonia d., ’ a Washington St., Newton Lower Fa 

Ave., Jersey City, N. J. REPRESENTATIVES: 20850 Coolidge Hwy., Detroit 37, Mich. 
— a and Manip. Co, © Balleck &.. King-Moon Co., 13273 Ventura Bivd., Sherman 101 N. 38rd_8t.. Philadelphia 4, Pa. 

euard | 7 Oaks, Calif. 4 7224 Harry Hines Blvd., Dallas 35, Texas 
Safeguard Eatustetel Equip. Co., 271 Verona Pou aos. ener’ Bt. Weer Mt, Gluate 
Standard ‘Safety Kauip. Co., 597 Broadway, Springs, Coio. DISTRIBUTORS: 

Newark, N. J. — William J., Co., 7002 N. Western Ave., Located in principal cities. 
Guardian Safety Equip. Co., 400 8S. Jefferson, Ii. ra90 

Orange, N. J. ., & Assoc., 7825 Forshey 


Notte Safety Equip. Co., 308 Main St., Orange -- New Orleans 25, La. 
ee “yor ena Eader, T. S., 1844 Edgewood Rd., Baltimore 4. Kimball Safety Prod. Co. , 
New Jersey Safety Equip. Co., 299 Park Ave., Md. 2 9310 Wade Park Ave., "Cleveland 6, Ohio 
East Orange, N. J. Flora, J. Malcolm, Ine., N. Territorial at 
A. C. Safety Co., South Delsea Dr., Vineland, Ridgewood, Plymouth, Mich. DISTRIBUTORS: 
N. J Elliott, A. K., Co., 211 Westport Rd., Kansas Midwestern Sefety Equip. Co., Box 358, St 
Pulmosan Safety Equip. Corp., 644 Pacific St., City 11, Mo. B i Charles, Mo 
Brooklyn, N. Y — Armstrong, 629 W. 11th St., Reno, Seductriat Satewr Prod. @o., Box 32, South 
A jean Allsafe Co., 1245 Nia, St., Buf- 
~~~ > ae we . Puleo, R. S., 5 Whittier St., Lynbrook, L. I., Park Sta., Buffalo, N. Y. 
Steinwach’s Safety Supply Co.. 1573 8S. Park N. Y. 
Ave., Buffalo, N. Y. Sid Levin, 6252 Mayfield Rd., Cleveland 24, 
Rochester Safety Equip. Co., 83 Howell St., Otio Kinnear Mfg. Co. 
Y 


Rochester, N ; Donal Co., 3139 S.W. Altadena Rd., Portland, Ohio 
Garrett, John B., Co., 533 River St., Troy, Ore. Fields Ave.. Columbus 16, 
~~ = 


Aeme Safety Products Co., 387 Storer Ave., DISTRIBUTORS: gr te Nielicas mee 
Akron, Ohio , ° > 150 N. Wacker Dr., ca 
Bowman Brothers Drug Co., 965 Cleveland Ave. a Ratio Service, Berth > . om) Beets Bam ut. ag , Orleans 12, La 
N. W., Canton, Ohio 4 10 a ., Baltimore 
Orr Safety Equip. Co., 2853 Colerain Ave. 110 Worcester St., Boston 18, Mass. 
Cincinnati, Ohio 12330 Hamilton Ave., Detroit 3, Mich. 
Martinson-Nicholls Co., 14062 Euclid Ave., Karel First Aid Supply Co. M1- ig Ey” A “ on aaa 
Cleveland, Ohio 2 3 527 E. 5t t nna 
Safety Clothing a Equip. Co., 1990 E. 69th 4342 Ogden Ave., Chicago 23, Ill. 1217 Havden Ave., ba Rag Re 
St., Cleveland. io 1934 N. Front St., adelnhia 22, Pa. 
Standard Safety Equip. Co., 855 E. 152nd &t., 2°n) First National Bank Bldg., Pittsburgh 22 
Cleveland, Ohio Pa. 
—— Se oS Ow ee ee 2030 N. 16th St., Arlington 1, Va. 
Dayton Safety Supply Co., 11 Longworth St., 1445 S. 15th es Louisville 10, Ky. 504 Radio Bldg., Washington, D. C. 
Dayton, Ohio 
Ohio Valley Safety Apparel Co., 523 N. Com- DISTRIBUTORS: 


mercial St., Steubenville. Ohio 9 . 
Acme Safety Products Co., 1823 Vermont Ave., a= Equip. Co., 1630 17th St., Denver 2, Kip. 


Inc. 

Toledo, Ohio a 778 E. Pico Blvd., Los Ange'es 21, Calif. 
Guardian Safety Equip. Co., 1743 S. Main St., Protective a Inc., 634 Orleans St., Chi- 

Tulsa, Okla. nw 8 ae ear DISTRIBUTORS: 
Central Safety Equip. Co., 6601 Marsden Ave., y 4 3, Ind. ~~ 7 ™ Kip Yakuhin Co. Fae. jag Foe 

Philadelphia, Pa . 9 Safety Appliance Houses in p' pa es. 
General Seientific Equip. Co., 7516 Limekiln lows Safety Equip. Co., 414 12th St., Des 

Pike, Philadelphia, Pa. Orr Safe E c 300 E Mai s 

. 8 _ EB . Co. S. 45th St., ety quip. 0., t. Main St... 
wniladelphia.” ee : Louisville, Ky. Koppers Co., Inc., Wood Preserving Div. 


> « . : Carey Machinery & Supply Co., Inc., Box 206 
a Co., 2820 N 4th &t., Baltimore 3, Md. Pittsburgh 19, Pa. 


; > 
Pendergast, Albert W., 6913 Tulip St., Phila- Hub Safety Equip. i hed Nightingale Path, BRANCH OFFICES: 
deiphia, Pa. . . 
Protective Clothing Co., Dormont & Dell Ave., a 6540 St. Antoine St., De PO nes 51) Mammary. Ale. “ie 
*ittsburgh, Pa . » 
Safety First Supply Co., 425 Magee St., Pitts- wa A Services, Inc., 1903 W. Main St., Kala 55 New Montgomery St. Ben | Francisco, Calif. 
burgh, Pa. - . ox 
Somers, Fitler & Todd Co., 325 Fort Pitt Bivd., Forster. ‘Tool & Supply Co., 766 Woodward Ave., Po. peor, 2128, Newport 5. a i 
Pittsburgh, Pa. / % . 2 jorida ° 
Chattanooga Surgical Supply Co., 410 McCallie lois a ba” 1417 Tower Grove Ave., St. 123 8. Michigan Ave.. Chicago, Ill 
Genter cD. “So., 2109 Broad St., Chatte- Steinwachs’ Safety Supply Co., 1573 8. Park 8i2 (Fidelity Bldg., Baltimore, Md. 
nooga, Tenn = eal Ave., Buffalo 20. N. Y : P. 0. Box 8057, Leeds Stat., Kansas City, Mo. 
Fillauer Surgical Supply Co., 930 S. 3rd St., Rochester we ba Co., Ine., 83 Howell ii Sell Blas. Sts, Louls, Bee. 
Chattanooga, Tenn. ox . ua, N. H. 
Safety Equip. Distr. Co., 882 Main Ave.. Knox- a oo. — 3231 Fredonia Ave., Cin- 430 Park Ave., New York, N. Y io 
ville, Tenn 355-E ¥ ‘ y 
Clements Safety Equip. Co., 720 8S. 8rd St., Williams & = Inc., 3700 Perkins Ave., Cleve 15 Portes Bide. ._ Patan 3, Pa. 
Memphis, Tenn. . . 0. Box . ‘“— ' 
Smalling & Co., 640 Demonbreun St., Nash- pn . + 851 Williams Ave. St Valts Bite.. Manette, Som A 
ville, enn. 3 “a . 

Engineering Supply Co., 600 Denton Dr., Dal- Williams * Co., Inc., 946 Kane St., Toledo Po. Ba 20, 1900 W. 3rd St., Texarkana, 
las, Texas c 4 . 
Allied Safety Products Co., 361 M & M Bidg., Sandersen * satety Supply Co. , 935 S8.E. 808 White-Henry-Stuart Bldg., Seattle, Wash 

Houston, Texas Ww 
Guardian Safety Equip. Co., 200 Sandman, - Ce., 613. “Tulip St, 
Houston, Texas Ww , 
Hughes, David L., Co., 7001 Navigation, Hous- ree] = P am O02 Femmayivenis Ave. L 
ton, Temes Industrial Co., Ch er 
Usenet Guy & Tae Bump. Ob. 137 G. W. Clement Safety Equip. One. Ta. 8. 3rd St., 
emple alt Lake ty, Uta ; 
Norport Supply Co., 84 Commercial Place, Nor- me gs mn 830-832 W. Main Lathem Time Recorder Co. .¢ 
folk, Vs. a toe Ave., Knoxville, Tenn 76 3rd St., N.W., Atlanta 8, Ga. 
Powers & Anderson Inc., 1657 W. Broad St., Smalling & Co., 604 ‘Demonbreun St., Nash- 
Richmond, Va ville 3, Tenn. 
Safety & _ Supply Co., 119 Blanchard S8t., Se- Safety Engineering & Equip. Co., 4917 Feagan Lee-Der Mfg. Co., Inc. 
a ;~_" e [ad — ours & Supply Texas. 133 Woodside Ave., 
aseltine, . °° ®.. ° . ox *, pokane, ety Dp Co., 115 Blan hard St., Seat- 
Wash. tle 1, Wash Briarcliff Manor, N. Y. 








Please mention National Safety News when contacting any of these organizations. 
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Linde Company 
Div. of Union Carbide Corp. 


directory of fire protection and contro! equipment sources 


Legee, Walter G., Co., 


Inc 
101 Park Ave., New York 17, N. Y. 


BRANCH OFFICES 


4702 N. 58th St., Glendale, Ariz. 

4802 Loma Vista Ave., Los Angeles, Calif. 
3871 Piedmont Ave., Oakland, Calif. 

2056 Humbolt St.. Denver, Colo. 

119 Ann St., Hartford, Conn. 

3636 N. W. 60th St., Miami 47. Fila. 

191 Shery! Place, N. W., Atlanta, Ga. 

360 N. Michigan Ave., Chicago, I 

30 Harvard Court, Brookli line, Mass. 

18840 W. MeNichols, Detroit, Mich. 

1463 Burke Ave., N.E., Grand Rapids 5, Mich. 
735 4th St., Boonville, Mo. 

209 Jefferson St., St. Charles, Mo. 

222 Searlwyn Rd., Syracuse 5, N. Y. 

1909 Euclid Bidg., Cleveland, Ohio 

1238 N. W. y= wd St., Portland 9, Ore. 
347 Court St.. Salem, Ore. 

714 Land Title Ride, Philadelphia, Pa. 
1123 Park Bidg., Pittsburgh. Pa. 

1204 Grantiland, Murfreesboro, Tenn. 
2615 Elm St., Dallas, Texas 

8335 Findlay, Houston 17, Texas 

1009 Leeland Rd., Fredericksburg, Va. 
964 Denny Way, Seattle, Wash. 

4106 N. 24th Place, Milwaukee, Wis. 


Lehigh Safety Shoe Co. 


First & Minor Sts., Emmaus, Pa. 


SALES REPRESENTATIVES: 
Merskoetter, Clem, 4138 N. 19th Ave., 


riz. 
Dean, Stanley, 7136 Geyser Ave., Reseda, Calif. 
Hoppes, Fred A., 211 Steriing Ave., Llangollen 
Estate, New Castile, Dela. 
Ellis, I’. 0. Box 157, Ca'umet City, Tl. 
Trimble, Hugh J., 3931 N. College Ave., Indlan- 
apolis, Ind. 
Connolly, Lawrence F., 
Newton Center, Mass. 
we Al, 1042 Arlington St. N.E., Grand Rapids 
—, 14234 Woodmont Rd., Detroit 27. 
Kiely, 
Goodwin, J. W., 
wanda, N. Y. 
Longnecker. B. O., 
etteville, N. Y. 
Rueb, Andrew F., 
Sta., Long Island, 
Codrea, an. 103 Milton Rd., Devola, Mari 


Phoenix. 


10 Cotswold Terrace. 


Mich. 
ww. C., 
Vincent J., 71 South Dr., Rochelle Park. 
188 Greenhaven Terrace, Tona 
108 Cleve'and Bivd., Fiy- 
38 Nichols Rd., Huntington 
N. ¥. 


, 162 Poland Ave., Struthers, Ohio 
21264 Kenwood Ave., Cleveland 
16, Ohio 
Kistler, Frank 8., 
town, Pa, 
1 Paul E., 


1248 Hamilton St., Allen 


701 Winchester Rd., Broomall, 


Pe. James, 82 Country Club Dr., Bridge- 
ville, Pa. 
Warner, Arnold F., 


lage, Eugene H., 


R. D. #1, Sechnecksville, Ta. 
3221 Kline St., Columbia, 


Bivd., Nashville, 
Dallas 20. 


Miller, 2807 Blair 
Park 


109th = 8.E., 


Hunter, 
enn. 
Campbell, Paul, 4346 Lane, 


Bellevue, 


Texas 
Caldwell, C. J., 2810 
Vash. 


McLean, Roy, 232 E. Center St., Milwaukee, 
Wis. 


58-59 
270 Park Ave., New York 17, N. Y. 


BRANCH OFFICES: 

2900 Cahaba Rd., Birmingham 9, Ala. 

2770 Leonis Bilvd., Los Angeles 58, Calif 

22 Battery St., San Franciseo 6, Calif. 

666 S. Santa Fe Dr., Denver 23, Colo. 

22 Seventh St., N.E., Atlanta 8, Ga. 

230 N. Michigan Ave., Chicago 1, Ill. 

4833 Conti St., New Orleans 19, La. 

200 E. Joppa Rd., Baltimore 4, Md. 

300 First Ave., Needham Hegts., 
Mass. 

10421 W. Seven Mile Rd., Detroit 21, Mich. 

827 Second Ave., 8., Minenapolis 2, Minn. 

910 Baltimore Ave., Kansas City 5, Mo. 

Pleasant Valley Rd., Route 38, Moorestown, 

2065 Rt. 22, Union, N. J. 

250 Delaware Ave., Buffalo 2. N. Y. 

1501 Madison Rd. at Victory Pkwy., Cincinnati 
29, Ohio 

1300 Lakeside Ave., Cleveland 14, Ohio 

2901 S. Harvard Ave., Tulsy 24, Okla. 

a Oliver Bidg., Melion Square, Pittsburgh 22. 


Boston 94 


2626 Commerce St., Dallas 26, Texas 

8839 W. Alabama St. , Houston 27, Tex 
999 S. Redwood Rd., Salt Lake City 1, 
3404 Fourth Ave., S., Seattle 4, Wash. 
3510 MacCorkle Ave., S. E., 


Va. 
1623 S. 88th St., 


as 
Utah 
Charleston 4,W 


Milwaukee 46, Wis. 


Lynrus Finishing Co., Inc. 


South Water at Union, 
Poughkeepsie, N. Y. 


Please mention National Safety News when 


M 


McAn, Thom, Safety Shoe Div. 
25 W. 43rd St., New York 36, N. Y. 


REPRESENTATIVES: 


Stewart, James, Box 659, Tuscaloosa, Ala 
Steele, Joseph, 340 Mastick Ave., San Bruno 
Calif. 
Beil Bob, 


14655 Kingsbury St., Mission Hills, 


Calif. 
Wakely, Sidney, 49 Myrtle Ave., Waterbury, 


Conn. : 
Mudd, Marvin, 8808 Chicago, 
Tl 
Bitler, Martin, Box 55121, 
Kelley, Herbert, 4858 Goethe St., St 
Mo. 
Klesewetter, 
ford, N. J 
Dunean 


Eggleston Ave 


Indianapolis, Ind 
Louis 


George, 11 Cherokee Rd., Cran 


Albert, 211 Crestwood Dr., Camillus, 


Le me 1609 Wesley Ave., North 
Y. 


Fairborn 


Serrapede., 
Merrick, 

Zambito, Pes, 2648 Big Woods Trail, 
Ohio 

Caldwell, Harry, 5926 S.E. Tibbets St., Port 
land, Ore. 

Yudt, John, 973 Buttonwood St.. Emmaus, Pa 

Speer, Jack. 535 Parkwood Dr., Charleston, 8. C. 

Weyl, George, 4021 Carolyn Rd., Fort Worth. 


Dunbar, W. 


460 19th St., Va. 
Milwaukee, Wis 


200 N. 76th St., 


Texas 
Taber, Al., 
Corder, Troy, 


McDowell Mfg. Co. 
301 Stanton Ave. Pittsburgh 9, Pa. 


DISTRIBUTORS: 
Chicago Medical Equip. Co., 17 N. 
Ave., Chicago, Ill. 


Wabash 


Macchi & Co. 
$19 Valencia St., San Francisco 10, Calif. 


DISTRIBUTORS: 
Manufacturers Warehouse Ccrp 206 Van Ness 
, Fresno, Calif 

Chansior & Lyon Co., 1423 8 
geles, Calif 

Colyear Motor Sales, 600 E 
Los Angeles, Calif 

Trio Sales Co., 2520 E 
Los Angeles. Calif 

Pacific Electric Lamp Co 
land, Calif. 

Chanslor & Lyon Co 
cisco, Calif. 

Safety House, The, 982 Post St., San 
cisco, Calif. 

Blake Enterprises, 3628 8S 
Tl 


Grend, Los An- 
Washington Blvd., 
Washington Blvd., 
2501 Broadway, Oak- 


740 Polk St., San Fran- 


Fran 


Blake St., Chicago, 


Morris Auto Parts C 1309 Locust St., Des 
Moines, Towa 

Daniels Motor Parts, 38 Mt 
Augusta, Maine 

Industrial Bearing Supply, 81 Elm St 
ford, Maine 

Palmer Spring Co., 355 
Maine 

Yankee Warehouse, In 10 Warren St Rox- 
bury, Mass 

Capitol Automotive Supply, 9332 Oakland Ave., 
Detroit, Mich. 

General Acces. & Supply, 1928 
St. Louis, Mo 

United Auto Supply, 1301 
homa City, Okla 

The Stevens Corp., 1411 N.W 
land, Ore. 

Mannolini’s Auto Supply 
Pawtucket, 

Jones Auto Supply, 4109 E 
Worth, Texas 

Puget Sound Auto. Elec 2611 
Tacoma, Wash 

Western Automotive, 1512 11th 
Wash 


Vernon Ave., 
Bidde- 


Forest Ave., Portland, 


Franklin Ave., 
West Main. Okla- 
Flanders, Port- 
Newport & Columbus, 
Belknap St Fort 
Pacific Ave., 
Avenue 


Seattle, 


Machine Products Corp. 
125 Hollier Ave., Dayton 3, Ohio 


Magnus Chemical Co., Inc. 
68 South Ave., Garwood, N. J. 


Marco Co., The 
45 Greenwood Ave., E. Orange, N. J. 


BRANCH OFFICES: 
Loeated in Principal Cities 


Marryatt-Lane & Co., Inc. 74 
Fort Lee, N.J. 


Matrox, Inc. 87 
4335 Governor Printz Bivd., Wilmington, 
Del. 


Medical Supply Co. 
1027 W. State St., Rockford, Iil. 


DISTRIBUTORS: 


Safety Engineering & Supply Co., 617 N. 10th 
St., Birmingham, Ala 


ontacting any of these 


Arizona Safety Shoe & Equip. Co., 4138 N. 
19th Ave., Phoenix, Ariz. 

Fire Appliance & Safety Co., 1114 W. Markhain, 
Little Reck, Ark. 

Johnson, A. F., Co., 10430 Burbank Blvd., North 
Hollywood, Calif.” 

Brenton Equip. Co., 
cisco, Calif. 

Califorria Safety & Supply Co., 996 N 
Jose, Calif. 

Union Supply Co. 


San Fran- 
. 4th, San 


374 Brannan St., 


5460 Colorado Blvd., Denver, 

Colo. 

Roe Fire Protection, Inc., 1921 Blake St., Den- 
ver 2, Colo. 

Cameron & Barkley Co., P. O. Box 5887, Jack- 
sonville, Fla. 

Medica! Supply Co., 
Beach Fla. 

— Supply Co., 7356 N.W. 12th Ave., Miami, 

Cameron & Barkley Co.. P. O. Box 2748, Or 
lando, a 

Cameron & Barkley Co., P. O. Box 990, Tampa, 

1 


526 24th St., West Palm 


608 Palm Ave., Belleair. 


P. O. Box 


Fla. 
Car-Mad Equip. Co., 
Fila. 
Equip. Co. of Fila., Inc., 
10494, Tampa, Fla. 
Guardian Safety Equip. Co., 1091 Euclid Ave., 
N.E., Atlanta, Ga. 
Cameron sy Barkley Co., P. O. Box 1067, Savan- 


Chicago, 


10th St., Louis- 
y- 
Standard Supply & Hardware Co., 832 Tchoupi- 
toulas St., New Orleans, 
Kindy Optical Co., 9233 Grand River Ave., De- 


troit, Mich. 
Products Co., 4461 W. Jefferson 


nah, 
Protective Equip. Co., 634 Orleans St., 
1. 
Orr Safety Equip. Co., 1551 8 
ville, K 


Seco Safety 
Ave., Detroit, Mich 
Kindy Optical Co., 302 
kegon, Mich. 

Viking Safety Products, Inc., 
Minneapolis, Minn 

Safety, Inc., 17% E. 3lst St., Kansas City, Mo 

Safety Inc., 3230 Olive St., St. Louls, Mo. 

apa Hardware Co., 823 Montana St., Butte, 
Mont. 

Montana Hardware Co., 
Great Falls, Mont. 


Western Ave. “Mus- 


3431 E, 25th 8t., 


820 Second St., 
1006-1010 


South, 

Interstate Machinery & > ‘pad Co., 
Douglas St., Omaha, Neb 

Acme Fire Appliance Co., 513 Les Arboles Ave., 
Albuquerque, N. M. 

Foster's, Ed. H., & Son, Inc., 218 W. Main 8t., 
Farmington, N. M. 

Union Supply Co., P. O. Box 458, Artesia, 
N. > 

Carlsbad Supply Co., P. O. Box 1042, Carls- 
bad, N. M. 

Tinton Supply Co., P.O. Box 1015, Hobbs, N. M. 

Union Industrial Corp., P. O. Box 710, Carls- 
bad, N. M. 

Gebler Sepply Co., P. O. Box 739, Bingham- 
toi 

1245 Niagara, Buffalo, 


Buffalo, N. Y. 
Hyde 


n, N. Y. 
American Allsafe Co., 
N. Y 


Elwood Corp., 2180 Elmwood Ave., 
Nichols Oxygen Service, E. Park Rd., 


Park, } 
American Allsafe Co., 1224 Erie Bivd., Syra- 
N 
1108 Spring St., Syra- 


Davie St., 


Safety Service, 
se. N 
Smith Coane Co., 241 8. Greens- 
boro, N. C. 
Williams & Co., 3231 Fredonia Ave., Cincinnat!. 


Oh 
Williams & Co., 3700 Perkins Ave., Cleveland, 


Ohio 

Williams & Co., 900 Williams Ave., Columbus, 
Ohio 

Williams & Co., 946 Kane St., Toledo, Ohio 

Guardian Safety Equip. Co., 1742 S. Main 8t., 
Tulsa, Okla. 

Sanderson Safety Supply, 935 8.E 
Blvd., Portland, Ore. 

National Mine Service Co., 
Indiana. Pa. 

Guardian Safety Equip. Co., 
Philadelphia, Pa. 

Williams & Co., 901 Pennsylvania Ave., Pitts- 


burgh, Pa. 
Cameron & Barkley Co., P. O. Box 906, Charles- 
411 W. Main Ave., 


Hawthorne 
1260 Maple Ave., 
214 8. 45th St., 


ton, 

Massey Surgical Supply Inc., 
Knoxville. Tenn 

Massey Surgical Supply Inc., 2110 W. End Ave., 
Nasnville, Tenn. 

Union Supply Co., P. O. Box 456, Aspermont, 
Texas 

Wilson X-Ray & Surgical Co., 1908 Guadalupe, 
Austin, Texas 

Fyr Fyter Sales & Service, 716 N. Staples. 


Corpus Christi, Texas 
Settle Safety Supply Co., 5405 Swiss Ave., Dal 


las, Texas 
Union Supply Co., 1715 Republic Bank Bidg., 
Dallas, Texas 
Guardian Safety Equip. Co., 3107 


Dallas, Texas 
Harman, Jay L., Fire Equip., 307 San Fran- 
Bldg 


cisco, El Paso, Texas 

Allied Safety Equip. Ine., 361 
Houston, Texas 

Mid-Continent Transmission & Supply, Inc 
5822 Harvey Wilson, Houston, Texas 

Settle Safety Supply, 207 Amburgey, Odessa, 
Texas 

Industrial Service, P. O. Box 10206, Sta. 21, 
San Antonio, Texas 

Union Supply Co., P. O. Box 218, Sundown, 


Texas 
Universal Safety & Fire Equip., 727 8.W. 
Temple St., Salt Lake City, Utah. 
Southern Medical Supply Co., 1206 E. Main 8t., 
chmond a. 


Commerce, 


M&M 


organizations 
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Craig Callen openamesames 16534 23rd Ave 
Seattle, Was 

Haseltine, J. t & Co., 510 First Ave., Seattle, 
Wash. 

Northwest Medical Supply Co., 1000 Western 
Ave., Seattle, Wash 

Safety & Supply Co., 115 Blanchard St., Seattle, 
Wash 

Haseltine, J. E., & Co., 1101 N. Division St., 
Spokane, Wash. 

Protective Equip. Co., 2001 W. Capitol Dr., 
Milwaukee, Wis. 

Union Supply Co., PT. O. Box 447, Casper, Wyo. 


Midwest Audio Corp. 


3800 W. North Ave., Chicago 47, Ill. 


Midwest Glove Co., Inc. 
1744 N. Damen, Chicago 47, Il. 


Milburn Company 


3246 E. Woodbridge, Detroit 7, Mich. 


BRANCH OFFICES: 
83 Johnson, Bloomfield, N. J. 


DISTRIBUTORS: 

Bailey Equip. Co., 3856 California St., San 
Diego 1, Calif. 

Brenton Equip. Co., 374 Brannon St., San 
Francisco 7, Cali?. 

Protective Equip. Inc., 634 Orleans St Chi 
cago 10, Til 

Safety Corp., 3702 E. Michigan St., Ind!anapo 
lis 1, Ind 

Averill Equip. Co., 19225 Conant, Detroit 34 
M 


ich. 

Wocher, Max, & Son Co., 609 College Ave 
Cincinnati 2, Ohio 

Safety Clothing & Equip. Co., 1990 E. 6%th 
St., Cleveland 3, Ohio 

Shelton’s Prescriptions, 1505 Wayne Ave., Day 
ton 10, Ohio 

Sanderson Safety Supply Co., 935 S. E. Haw- 
thorne Blvd., Portland 14, Ore 

Somers, Fitler & Todd Co., 325 Ft. Pitt Bivd., 
Pittsburgh 30, Pa 

Tackaberry, A. G., Co., 2511 Bartlett, Touston 
5, Texas 

Safety & Supply Co.. 119 Blanchard St., Scat 
tle 1, Wash 


Miller Equip. Co., Inc. 


13th & New Sts., Franklin, Pa. 


DISTRIBUTORS: 

Safety Engineering & Supply, 617 N. Tenth 
Birmingham, Ala 

Safety Engineering & Supply, Box 111, Mobile, 
Ala 

Bullard, E. D., Co. 6719 S. Figueroa, Los An 
geles, Calif 

Bullard, E. D., C 2680 Bridgeway, Sausalito 
Calif 

Abern Safety Equip. Corp., 2 Elm St New 
Haven, Conn 

Industrial Safety Supply, 574 New Park, W 
Hartford, Conn 

Carey Machinery & Supply, Washington, D. C 

Christopher, J. G., Co., 534 St. Johns St., Cocoa 


St., 


Fla 

Heleo Distributors, 18480 W Dixie Hwy., 
Miami, Fla 

McCormic, J. C., Box 383, Wildwood, Fla 

Safety Equip. of Florida, 109 Hamiller St 
Tampa, Fla 

Southeastern Safety Appl., 730 Miami Circle 
N. E., Atlanta, Ga 

Gaspro, Ltd 305 Dillingham Blvd., Honolulu 
Hawaii 

Protective Equip. Inc 634 Orleans St., Chicago 
1 


Til 

Protective Equip. Inc Rock Island, Ill 

Orr Safety Equip. Co 2431 E. Washington, 
Indianapolis, Ind 

Iowa Safety Equip. C« 414-146 Twelfth St., 
DesMoines, Iowa 

Wright Tree Service Co., 2175 Ingersoll Ave., 
Des Moines, Iowa 

Mid-Continent Transmissicn & Supply, 2027 N 
Broadway, Wichita, Kan 

Orr Safety Equip. Co., 1551 8S. Tenth St., 
Louisville, Ky 

Delta Fire & Safety, Hwy. 90 East, LaFayette, 
La 


Guardian Safety Equip., 3615 Capitol Hets 
Ave., Baton Rouge, La 

Carey Machinery & Supply, 3501 Brehms Lane, 
Baltimore, Md 

Baird, Everett J 71 Olean St., Worcester, 
Mass 

General Equip. Co., 261 Franklin St Boston, 


Mass 
Hart, Mathias, Co., 11-13 Shattuck, Lowell, 
Mass 
Argus Supply Co., 4340 E. Division St., Detroit, 


Mic 

Boyer-Campbell Co., 6540 St. Antoine St., De- 
troit, Mich 

National Safety Products, 116 N. Hamilton St., 
Saginaw, Mich 

Safety Services, Inc., 1903 W. Main St., Kala- 
mazoo, Mich 

Killorin, , 203 N. Central Ave., Duluth, 
Minn. 


Viking Safety Prod., 3431 E. 25th St., Minne- 
apolis, Minn. 

Misouri Safety Co., 9420 Watson Ind, Park, 
St. Louis, Mo. 

Pulmosan Safety Equip., 1007 Washington Ave., 
St. Louis, Mo, 

Safeguard Industrial Equip., 
vewark, N. J. 

Set¢le Safety Supply Co., Fruitland, N. M 

se Oe Allsafe Co., 1245 Niagara St., Buffalo, 


271 Verona Ave., 


Beacon Safety Prod., 128 227th St., Jamaica, 


Crane Flasher Service Co., 307 Fairlane Ave., 
Tonawanda, N. Y. 
Gebler Assce., Inc., 556 Frent St., Binghamton, 


se 4 

Pulmosan Safety Equip., 644 Pacific St., Brook- 

lyn, N. Y. 

Steinwachs’ Safety Supply, 1573 8. Park St., 
Buffalo, N. Y. 

— Safety Service, 1108 Spring St., Syra- 


x. 'S. 
Wilson. W. S., Corp., 47 Thirty Eighth St., 
Long Island City, N. Y. 
Acme Safety Prod., 387 Storrer Ave., Akron, 


Ohio 

Dayton Safety Supply, 11 Longworth St., Day- 

ton, Ohio 

Orr Safety Supply Co., 2853 Colerain Ave., 
Cincinnati, Ohio 

Safety First Supply Co., 4251 W. 35th St., 
Cleveland, Ohio 

Mid-Continent Transmission & Supply, 4 N. E., 
27th St., Oklahoma City, la 

Haseltine, J. E., 115 8. W. 2nd Ave., Port- 


land, Ore 

Erie Industrial Supply Co., 15th & Cherry Sts., 
Erie, Pa. 

Industrial Prod., Co., 2820 N. Fourth S8t., 
Philadelphia, Pa. 

Safety = Supply Co., 425 Magee St., Pitts- 


bur 

Clement Safety Equip., 720 S. Third St., Mem- 
phis, Tenn. 

Genter, C. D., Co., 2109 Broad St., Chatta- 
nooga, Tenn. 

Power Distributors Supply, Market St., Chat- 
tanooga, Tenn 

Safety Equip. Distributing, 830 W. Main Ave, 
Knoxville, Tenn. 

Smalling & Co., 604 Demen>reun St Nash- 
ville, Tenn. 

Guardian Safety Equip. Co., 200 Sendman St., 
Houston, Texas 


Settle Safety Supply, 5405 Swiss Ave Dallas, 


‘exas 

Se*tle Safety Supply, 207 N. Amburgey, Odessa, 
Texas 

Goodman Electric Supply, 3610 Hampton Blvd 
Norfo Va 

Industrial Supply Co., 1905 Westwood Ave., 
Richmond, Va 

Jones Welding Supply, 225 Eleventh St., S. E., 
Roanoke, Va. 

— & Supply Co., 115 Blanchard St., Seattle, 


Wa 
Safety First Supply Co., 1104 Qyarrier St., 
Va. 


Charleston, W. 


Protective Equip. Inc., 2001 W. Capitol Dr., 


Milwaukee, Wis. 


Line Material Industries, 700 W Michigan St., 


Milwaukee, Wis 


Safety Supply Co., 214 King St. East, Toronto, 


Ont., Canada 


Safety Supply Co., 5545 St. James St. W., 


Montreal 1, Quebec, Canada 


Safety Supply Co., 1216 9th Ave., S. E., Cal- 


gary, Alberta, Canada 


Safety Supply Co., 10206 106th St., Edmonton, 


Alberta, Canada 


Safety Sunply Co., 240 E. 10th Ave., Van- 


couver, B. C. Canada 


Safety Supply Co.. 166 Osborne St. S.. Wini- 


peg, Manitoba, Canada 


Mine Safety Appliances Co. LF.C. 


201 N. Braddock Ave., Pittsburgh 8, Pa 


BRANCH OFFICES: 


2500 12th 1 North, Birmingham 4, Ala 
. Tueson, Ariz 
, Los Angeles 7, Calif. 
1255 Howard St.. San ew 3, Calif. 
2916 Forest St., Denver 7, Colo. 
1115 Main St.. Bridgeport, Conn. 
510 Sharpley Lane, Wilmington 3, Del. 
2808 Norris Ave., Orlando, Fla. 
ry Spring St. N. W., Atlanta 9, Ga. 
144 W. Superior St., Chicago 10, TI. 


ii9 Berry Rd., Marquette Heights, North 


Pekin. Il. 
2029 West Walnut, Murphysboro, TI!. 
7428 Woodside Dr., Indianapolis, Ind. 
512 Hulman St., Terre Haute, Ind. 
Third St., Rio Vista. 


P. 

10644 Allyson St., Baton Rouge, La. 
3000 Toulouse St., New Orleans, La. 

412 Water St., Baltimore 2, Md 

30 Huntington Ave., Boston 16, Mass. 

19725 Ralston, Detroit 3. Mich. 

365 Lantern Dr., Comstock Park, Mich. 
1708 E. Third St., Duluth, Minn 

2814 Du Pont Ave. 8., Minneapolis 8, Minn. 
2603 Cherry St., Kansas City 8, ™ 

1915 Wash’ ington A ve., St. Louis 3 ‘Mo. 
1132 Midland Bivd., University City 30, Mo. 
4435 Jansma Ave., Billings, Mont. 

2419 Princeton Ave.. Butte, Mont. 

3333 N. 61st St., Omaha, Neb. 

232 Wibird St., Portsmouth, N. H. 

11 N. Pearl St., Albany 7, N. Y. 


GERMANY —Auergesellschaft, AG., 


1718 Main St., Buffalo 9, N. aS 

60 E. 42nd St., New York, Y. 

712 State Tower Bidg., oe, a. TY. 
3214 Stonybrook, Charlotte, N. C. 

1120 Broad Bivd., Cuyahoga Falls, Ohio 
704 Race St., Cincinnati 2, Ohio 

17901 Euelid Ave., Clevelani 12, Ohio 
2600 Far Hills Ave., Dayton 19, io 
1520 North Court, Findlay, Ohio 
1015 S Cincinnati Ave., Tulsa, Okla. 
7 . E. 35th Place, Portland 9, Ore. 


220 Leila St.. 

1614 Summer St., Philadelphta 3, Pa. 

7517 Penn Ave., Pittsburgh 8. Pa. 

7519 Penn Ave., Pittsburgh 8, Pa. 

530 Clay Ave., Scranton 10, Pa 

624 Fayette National Bank Bldg., Uniontown 


507 Rockingham Dr., Knoxville 19. Tenn. 

5232 Sequoia Ave., Memphis 17, Tenn. 

5880 Clinton Ave., Beaumont, Tex. 

4722 Wexford Dr., Corpus oe. Tez 

1630 Oak Lawn Ave., Dallas 7, Tex. 

3745 Greenbriar Dr., Houston 6, Texas 

257 Rio Grands St., Salt Lake City 1, Utah 
840 Park Ave., 

110 N. 8th St., 

71 Columbia St., Seattle 4, Wash. 

40 W. 39th Ave., Spokane, Wash. 

1518 Bluefield Ave., Bluefield, W. Va. 

$21 Masonic Temple Bldg., Charleston 1, bs Va 
523 Pennsylvania Ave., Bridgeport, W. Va. 
1313 Peacock Lane, Fairmont, W. Va. 

38 Sunset Bivd., Williamson, W. Va. 

1348 N. 37th St., Milwaukee 8, Wis. 

as — Ave., N. W., Washington 6 


INTERNATIONAL DIVISION 
CANADA—Mine Safety Appliances Co. of Canada 


Ltd. 
3632 Burnsland Rd., Calgary, Alberta, Canada 
9636 Jasper Ave., Edmonton, Alberta, Canada 
293 11th Ave., East, Vancouver, British Colum- 

bia, Canada 
1790 St. Matthews Ave., Winnipeg, Manitoba, 

Canada 
150 Charlotte St., Sydney, Nova Scotia, Canada 
54 Wishman St., Kirkland Lake, Ontario, Can 


ada 
493 Dunedin Dr., London, Ontario, Canada 
2041 Alta Vista Dr., Ottawa, Ontario, Canada 
(Headquarters) 500 Macl’herson Ave., Toronto 
Ontario, Canada 
1265 Ducharme Ave., Montreal, Quebec, Canad: 
887 Murray Ave., Quebee City, Quebec, Canada 
2819 Thornton Ave., Regina, Saskatchewan 
Canada 


AFRICA— ae Safety Appliances Co. (Africa) 
Lt 


(Pty.) 
se 
“Afri 
P. O. ‘Rox 4640, Capetown, South Africa 
P. 0. Box 1086, Durban, South Africa 
(Headquarters) 44 Richard St., Johannesburg 
South Africa 
TP. 0. Box 248, Odendaalsrus, South Africa 
P. 0. Box 1309, Porth Elizabeth, South Africs 
. O. Box 2103, I'retor.a. Tranval, 8 ut: 
Africa 
P. 0. Box 1686, Bulawayo, Southern Rhodesia 
P. 0. Box 2075, Salisbury, Southern Rhodesia 


Box 27, N’Dola, Northern Rhodesia 


GREAT BRITAIN—Mine Safety Appliances Co 
Le 


.. Queensiie Industrial Estate—New Edin 
burgh Rd.—Glasgow E-3, Scotland, Gt. Brit 
Friedrich- 
Krause-Ufer 24, Berlin (West) 


—. . x Safety Appliances De Mexico 
ie C. 


V.—Calle Azahares 47 (Colonia 
Sones Saris Insurgentes), Mexico D 


PERU—Casilla 733, Lima, Peru. 
VENEZUELA—Mine Safety Appliances de Vene 


Av. Victeria, Caracas, 


KLM 4—Carretera Blanca—Apartado 4152, 
La Cruz, Venezuela 
Haticos No. 117-24 Maracaibo 
Venezuela 
Puerto Ordaz, Venezuela 


Minneapolis-Honeywell Regulater Co. 
2753 Fourth Ave., S., Minneapolis 8, 
M 


BRANCH OFFICES: 


2616 7th Ave. S., Birmingham, Ala 

3805 Governor's Dr., S. W., Huntsville, Ala. 

1869 Duval St., Mobile, Ala 

P. O. Box 1477 (420 Post Rd.), Anchorage, 
Alaska 

4125 N. {th St., Phoenix, Ariz. 

608 3rd St., Little Rock, Ark. 

446 Blackstone Bivd.. Fresno, Calif. 

6620 Telegraph Kd., ‘Los Angeles, Calif. 

1402 E. St., Sacramento, Calif 

2153 Moore St., San Diego, Calif. 

2 Dorman Ave., San Francisco. Calif. 

1600 W. 13th Ave., Denver, Colo. 

885 Wethersfield Ave., Hartford, Conn. 

141 Fitch St., New Haven, Conn. 

838 N. Union St., Wilmington, Del. 

‘ ; , N. W., Washington, D.C 
3957 Lillian Rd., Jacksonville, Fla. 

222 Bunker St., Melbourne, Fla. 

2137 N. W. 7th St., Miami, Fla. 

3903 Grand Central Ave., Tampa, Fla. 


Please mention Nationa! Safety News when contacting any of these organizations. 
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1415 Howell Mill _. 7, is Sea, Ga. DISTRIBUTORS: Morse Mfg. Co., Inc. 171 

618 Coral St., Honolulu, Hawa ’ ” 2 q h "99 th os ‘i > 

Sai Send St. lashe Bails, léshe = eye ines, Inc., $121 E. 12t 127 W. Manlius St., East Syracuse, N. Y 

7350 N. Lincoln Ave., Chicago, Ill. Hobstt, B. Wa Co., 200 Davis St., San Fran- DISTRIBUTORS: 

250 W. Sibley Blvd., Dolton, (Harvey), Il. cisco, Calif. . 

603 W. Lake Avenue, Peoria, Ill. Paddoc, Clyde M., Assoc., 7255 W. 8th Ave., Safety Eng. & Supply Co., Inc., 617 N, 10t! 

116 N. St. Joseph Ave., Evansville, Ind. Denver 15, Colo. . St., Birmingham, Ala. * = 

3502 Quimby Arcade, Fort Wayne, Ind. Big Bend Insulators,, Box 3517 M.S.S., Tala- Industrial Safety Supply, 574 New Park Ave 

1905 W. 18th St., Indianapolis, Ind. hassee, Fla. : 'W. Hartford 10, Conn. 

220 S. William 8t., South Bend, Ind. Carlow Co., 212 City Center Bldg., Lake Worth White Star Chem. Corp., P. O. Box 4615, Jack- 
010 E. River 8t., Davenport, Iowa Fla. E F sonville, Fla. 

isi! Ingersoll Ave., Des Moines, Iowa Fretz. S. S., ITI, 150 Pine St., Atlanta 8, Ga Orr Safety Equip. Co., 300 E. Main St., Louis- 

Box 3985 (2801 8. Madison St.), Wichita, Kan. Keyes, Robert, 1203 Eighth St., New Orleans, ville 2, Ky. 

2000 8. Brook St., “a iy Ky. ‘ La. Boyer-Campbell Co., 6540 St. Antoine St., 

1545 N. Foster Drive, Baton Rouge, La. -— @ s : Detroit 2, Mich. 

Box 8038 (2369 Prentiss Ave.), ee La. — Allen, Ine:, 2446 Jackson, Tulsa Safety Services, Inc., 1903 W. Main St., Kala- 

1624 W. Kirby Place, Shreveport, La over, Ohio mazoo, Mich. 

Box 1699, Thompson's Pt., Portland, Maine. ecg Herid No Gon “i600 we ‘saeatee St., New Jersey Safety Equip. Co., 299 Park Ave., 

4612 Harford Road, Baltimore, Md. Philadelphia, Pa. . E. Orange, N. J. 

1230 Soldiers Field Rd., Boston, Mass. Ace Supply Co., 1111 Austin St., San Antonio Notte, E. H., Safety Appliances, 308 Main St 

13631 Plymouth Road, Detroit, Mich. Texas = Coen 3. J. 

1549 Buchanan Ave., 8S. W., Grand Rapids, FlinTex Dist., 532 W. 23rd St., Houston 8 Safeguard Ind. Equip. Co., 271 Verona Ave., 


Mich, xas ~ de 
521 N. Washington Ave., Lansing, Mich. | . Cc 57 Ss ., Abil . &. Delsea Dr., Rt. No. 47, 
1830 N. Michigan Ave.,” Saginaw, Mich. dame, 3. G.. & Co, 157 G. tt Gt, Adie a a 
24725 Harper Ave., St. — Shores, Mich. >yramid Specialties 2104 Gaston Ave 1245 Niagara St., Buffalo 
926 E. 2nd Bt., Duluth, Min — — ies Co., 3104 Gasto — Allsafe Co., 5 Niagara 
621 E. Hennepin Ave., Minneapolis, Minn. Inman Industries, 1516 W. 5ist St., Seattle, Steinwach’s Safety Supply, 1573 S. Park Ave., 
535 College St., Jackson, Miss. Wash Buffalo 20, N. 
4650 E. 50 Highway, Kansas City, Mo. a + 
2146 Hampton Ave., St. Louis, Mo. Pulmosan Safety, Equip. Comp., 066 Faris St. 
= —— St., W., Billings, Montana Rochester Safety Equip. Co., 83 Howell 8t., 
addle Creek’ Road, Omaha, Nebr. Rochester, N. Y. 
> N. 
+e o. men 301, Unten, X. J: Monaghan, J. J., Co., Inc. Syracuse Supply Co., New Court Rd., Syracuse 
2502 Garfield Ave. 8. E., Albuquerque, N. M. 
45 Colvin Ave., Albany, N. Y. 500 Alcott St., Denver 4, Colo. 1, N. Y¥. 3 < i 
1200 Arterial Highway, Binghamton, N. Y. Orr Safety Equip. Co., 2853 Colerain ve., 
1606 Kenmore Ave., Buffalo, N. Y. DISTRIBUTORS: Cincinnati, Ohio - Der 
$41 Maple St. a sacessiemacian National Cylinder Gas Co., 840 N. Michigan ~— Sonia ae 
311 Nottingham Road, Syracuse, N. Y. Ave., Chicago 11, Industrial Products Co., 2820 N. 4th St., 
212 Greystone Rd., Charlotte, N. C. Philadelphia 33, Pa. : 
1216 Derry St., Greensboro, N. C. O’Donohue Sales Co., 3818 N. Hubbard S8t., 
820 6th Ave. N., Fargo, N. D. Milwaukee 12 Wis. 
488 Glenwood Ave., Akron, Ohio Montbell Products Corp 
5 Production Drive, Cincinnati, Ohio 35 Vv ve. 
Superior Ave., Cleveland, Ohio 7435 N. Western Ave., “Chicago 45, Il. —N— 
Indianola Ave., Columbus, Ohio 
Milburn Ave., Dayton, Ohio % 
Secor Road, | Toledo, Ohio National Chemsearch Corp. 
. Avenue, Youngstown, Ohio . 
N. Cooper Olam City, Okls. nesees, — B., < > ae 161 2417 Commerce, Dallas 26, Texas 
c. st St. ulsa, Okla. -O. Box 3, utiey ’ : . 
rr “O. Box 70 (150 Adams St.), Eugene, . ; BRANCH OFFICES: 
2600 S. E. Belmont, Portland, Ore. DISTRIBUTORS: 1550 Page Industrial Blvd., St. Louis, Mo. 
743 Main St., Avoca (Seranton), Ia. Meyer, Arthur K. Co., 1206 S. Maple Ave., 33 W. 42nd St., New York, N. Y. 
230 E. 8th St., Erie, Pa. Los Angeles, Cali 
p44 es -. oy . ; Moore, John B., 17300 N.W. 36th Ave., Opa- 
334! 2 unting Park, Philadelphia, Pa. Locka, Fla. lati ‘ ‘whi - i 
4120 Brownsville Road, Pittsburgh, Pa. Ruck, James A., 2226 S. Marshal! Bivd., cni- National Cylinder Gas Div., of : 
66 Taylor Drive, E. Providence, R. I. cago 23, Ill. Chemetron Corp. 92 
4478 Ft. Jackson Bivd., Columbia, 8. C. Haughton, Philip A., Ine., 30 Huntington 840 N. Michigan Ave., Chicago 11, Ill. 
42 Grand Ave., Greenville, 8. C. Ave., Boston 16, Mass 
213 N. Nesmith Ave., Sioux Falls, S. D. Shearer, Alfred N., c/o Service Staple Co., 
3223 Brainerd Road, Chattanooga, Tenn. 3049 E. Grand Bidg., Detroit 2, Mich. 
4617 Old Central Ave. Pike, Knoxville, Tenn. Chilton, L. W., 185 Linden Ave., Rochester 10 National Foam System, Inc. 
1530 Madison Ave., Memphis. Tenn. ® = 


; N. , > 4 > 7 . »~ 
4012 Hillsboro Road, Nashville, Tenn. Strouse, David C., 384 Franklin Ave., Nutley P. ©. Bex 56, Westchester, Pa. 
1601 E. Third St., Amarillo, Texas 10, N. J 


3304 Bailey Lane, Austin, Texas Ruter, Willard J., 2501 Euclid Heights Blvd. 


472 N. Freeway, Beaumont, Texas . hio : 
ps Westchester Drive, Corpus Christi, Texas a oe Nations! poine Seeste = 


N. Central Expressway, Dallas, Texas — Norman M., Box 33, Monroeville, 2530 Koppers Bidg., Pittsburgh 19, Pa. 
Grant Ave., El Paso, Texas Moth > "3 > j 
St. Louis 8t., Fort Worth, Texas Parsil, William B., R. D., Pipersville, Pa. DIVISION OFFICES: 
Gulf Freeway, Houston, Texas P.O. Box872, Jenkins, Ky. 
ig a. ~~ P.O. Box 409, Madisonville, Ky. 
N. on, essa, Texas : . " Fort, Pa. 
Military Drive, N. W., San Antonio, Texas Morrison-Pelsue Co. : 72 PO, Ber sie. a4 Pa. 
Main St., Salt Lake City, Utah 2001 S. Bannock St., Denver 23, Colo. 1706 Moor Dale Lane, Salt Lake City, Utah 
C Tidewater Drive, Norfolk, Va. P.O. Box 82, Beckley, W. Va. 
Noseneath Road, Richmond, Va. DISTRIBUTORS: P.O. Box 1671, Logan, W. Va. 
Westover Ave., 8. W. Roanoke, Va Golsan Co., 1421 8S. Flower St., Los Angeles P.O. Box 2128, Morgantown, W. Va. 
104 Burnley Drive, Staunton, Va. “Calif ae Ae . P.O. Box 892 ‘Elliot Lake. Ont., Canada 
1329 Geo. Washington Way, Richland, Wash. ot ‘o., 10430 Burbank Blvd ‘s ; 
401 Pontius Ave., Seattle, Wash. a. . F Be, J 430 Burbank vd. 
North 1007 Columbus St., Spokane, W a os ; 
125 Del Monte. ‘Tacoma, Won ash. premton Be am, o., 374 Brannan St., San New Jersey Safety Equip. Co. 
202 ng Rigg ee Florida Electric Supply Co., Inc., Box 2602, 299 Park Ave., P.O. Lox 186, 
804 First St.. Menasha, Wis, | PS Pay Corp., 3200 W. Peterson Ave., Eas: Orange, N. J. 
5520 W. Burleigh St., Milwaukee, Wis. ” Chicago 45, Ill - ee od hn 
<ello Switchboar rE Si y Co., § ° 
a Ave., Chicago i Notifier Corp. 
Leich Sales Corp., 427 W. Randolph St., Chi- 3700 N. 56th St., Lincoln 4, Neb. 
N ‘ N ¥ N . Co. cago 6, Ill : 
oe! i a Lor Automatic Electric Sales Corp., Northlake, Ill. 
ush Ave., St. Pau . Minn. Tallman Equip. Co., 3921 W. 3ist St., Chi- Nupla Mfg. Co. 
23, I 
BRANCH OFFICES: Bock Equip. Co., 1900 Northwestern Ave., Div. of New Piastic Corp. 
6023 8S. Garfield Ave., Los Angeles 22, Calli?. Indianapolis, Ind. 1026 N. Sycamore, oes Ange!es 38, Calif. 
$20 Shaw Rd., South San Francisco, Callf. Clampitt, Dave, Box 2763, Baton Rouge, La. 
732 Ashby St., N.W., Atlanta 18, Ga. Eastwood, Glenn, Box 263, Kansas City, Mo. DISTRIBUTORS: 
1410 Kapiolani Blvd., Honolulu 14, Tawali Korsmeyer Electric Supply Co., 412 S. 9th St., Secsted ta prineipel cities 
6850 S. Harlem Ave., Argo Post Office, Bedford Lincoln 1, Neb. D , 
1350 Const, St., Newton Center 59, M = Sek 4 3 ew hat dagglaggo 
ewton Center ass. St., ewa N. 
411 Piquette Ave., Detroit 2, Mich. Gébler Assoc., Box 739, Binghamton, N. Y. —O-— 
+ A oll ae att 1, Minn 3uckeye Telephone Supply Co., 1250 Kinnear 
vi 
700 Grand Ave., Ridgefield. Se ae om Cit. Otishoms City, Okla Oakite Products, Inc. 
sa Greene St., Box 2012, Zone 5, Buffalo, Morris, Frank, 1211 Bedfor 4, Oklahoma City, 14D Rector St., New York 6, N. Y. 


la. 
4825 Para Dr.. Cincinnati 37, Ohio Shearn, Frank, 2601 Berkshire, Oklahoma City, FFICES: 
12200 Brookpark Rd., Cleveland 30. Ohio i. DIVISION © ee 
5698 Rising Sun Ave., Philadelphia 20, Pa. itility Equip. Co., Box 9507, Oklahoma City a E. First St., Los Angeles 12, Calif. 
2121 Santa Anna Ave., Dallas 28, Texas 18, Okla Rm. 572, Monadnock Bidg., 681 Market S8t.. 
3663 First Ave., South, Seattle 4, Wash. Safety Engineering & Equip. Co., 4917 Feagan, San Francisco 5, Calif 


Houston 7, Texas Rm. 428 Capitol Bidg., 410 Asylum St.. Hart- 
Stephe ‘eonard, Box 185, Lubbock, Texas ‘ord 8, 
wn Co. 459 E 2nd South St., ar Palmer *Bldg., Atlanta 3, — 3 
Miracle Adhesives Corp Salt Lake City 11, Utah Rm, 412 Wasteo Bidg., 400 N. Michigan, Chi- 
250 Pettit Imore, ir “& Powell, 7 Ave. cago 11, Ill 
sh Ave., Bell L. IN, Y. 3 Wah ee iin Rm. 839, Commonwealth Bldg., 4th & Broad- 
. y Prod., , 4615 W. National way, Louisville 2, 
BRANCH OFFICES: d Milwaukee 14, Wis 8-237 General Motors Bidg., Detroit 2, Mich. 
1887 8. Michigan Ave., Chicago, Ili. Automatic Electric Sales of Canada Ltd., 185 511 V.F.W. Bidg., 406 W. 34th St., Kansas 
120 Boylston St., Boston, Mass. Bartley Dr., Toronto 16, Ont., Canada City 11, Mo. 


Please mention National Safety News when contacting any of these organizations 
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directory of 


409 Siteman Bidg., 
Louis 5, Mo. 

19 Rector St., New York 6, N. Y. 

Rm. 226, Fitch Bidg., $15 Alexander Bivd., 
Rochester 4, N. Y. 

1104 Citizens Bidg., 850 Euclid Ave., Clevelani 
14, Ohio 

Rm. 612, Robinson Bldg., 42 S. 15th St., Phila 
delphia 2, Pa. 

733 W ashington Rd., Pittsburgh 28, Pa. 

Kirby Bldg., 1509 Main St., Dallas 1, Texas 

757 N. Broadway, Milwaukee 2, Wis 

8 Berkeley St., Toronto 2, Ont., 


111 8. Bemiston Ave., St. 


Canada 


Ohio Chemical Pacific Co. 
Div. of Air Reduction Co., Inc. 
1231 Second St., Berkeley 10, Calif. 


BRANCH OFFICES: 
2445 E. 58th St., Los Angeles 58, Calif 
430 N.W. 10th St., Portland 9, Ore. 
3623 E. Marginal Way, Seattle 4, Wash 


Ohio Chemical & Surgical Equip. ¢ 
Div. of Air Reduction Co., Inc. 
1400 E. Washington Ave., 
Madison 10, Wis. 


BRANCH OFFICES: 


2825 N. 29th Ave., Birmingham 7, Ala 
2893 Strickland St., Box 2278, Jacksonville 3, 


Fis. 
736 =e Ave., N.W., Atlanta -. Ga 


Woodbine St., 
N. Peters 8t., 
84 Hamilton S8t., 
6474 Russel St., Detroit 11, Mich. 
2408 S.E. 4th St., Minneapolis ng Minn. 
118 Poplar St., St. Louis 2 
730 Grant St., Buffalo 13, N. Y 
155 E. 23rd St., New York 10, N. Y. 
190 Lee Rd., Rochester 6, N. Y. 
2300 8. Bivd., Charlotte, N. C. 
1980 Losantiville Ave., Cincinnati 37, Ohio 
1177 Marquette St., N.E., Cleveland i4, Ohio 
1261 N. 80th St., Philadelphia 21, Pa. 
1116 Ridge Ave., N. S., Pittsburgh 33, Pa 
218 N. Lauderdale 8t., ‘Memphis 5, Tenn 
401 Watson School Rd., Box 421, Arlington, 


"Louisville 8, ry 
New Orleans 16, La. 
Cambridge 39, Mass 


Texas 
3616 Cherry St.. Box 21043, a4 26, Texas 
1702 Belleville St., Riehmond, 
2002 Fenwick St., N.E., Washington 2, D. C. 


fire protection and contro! equipment sources 


Reid Tool Supply fe. 332 W. Delano, Muske- 
gon Heights, Mich 
Continental Safety Fauip., 1551 Selby Ave., 
P Minn. 


St. Paul 4, 
1317 Tower Grove, St. Louis 


— Equip. Co.. 

0. 

New Jersey Safety Equip., 299 Park Ave., 
East Orange, a 

Industrial Safety Produets, Box 32, South Park 
Sta., Buffalo 20, 

Steinwach ae supply, 1573 S. Park Ave., 
Buffalo 20, Y. 

——— Satety Eavip.. 83 St. Howell Corp. 


Mon Roches ° 

Remy Walke Co, "1310 8. Tryon 8t., Char- 
lotte 1, N. C. 

Acme Safety Products Co., 387-389 Storer Ave., 
Akron 20, Ohio 

Orr Safety Equip. Co., 2853 Colerain Ave., 
Cincinnatl. Ohio 

1990 E. 69th 


Clothing & Equip. Co., 
., Cleveland, Ohio 
Safety Engr. & Appliance Co., 1704 Spring Rd., 


528 Seymour Ave., 
Dayton Safety Sav. 11 Longworth 8t., Day- 


ton 2, Ohio 

Tenney Tool " Supply, 44-46 W. Sixth St., 
Mansfield, Ohio 

Sanderson Safety Swely, 816 8S. E. Hawthorn 


St., Portland 14, 
Pendergast, Albert wv. Safety Equip., 6913 
4th S8St., 


Tulip St., Philadelphia 35, Pa. 
Industrial Products Co., 2820 N. 
Philadelphia, Pa. 
Safety +7 Supply Co., 425 Magee 8t., Pitts- 
Safety Equip., Inc., 720 8rd St.. 
Memphis, Tenn. 
afety & Supply Co., 115 Blanchard S&t., 


Seattle, Wash. 
Safety apg 4611 W. 


747 Vaughan Rd., Toronto, 


National, 


Levitt Safety, ua, 
Ont., Cana 

Safety Supply "Co. 214 King St. East, Toronto. 
Ont., Canada 


Overly Mfg. Co. 


. O. Box 77, Greensburg, Pa. 


BRANCH OFFICES: 


2934 Gleneden St., Los Angeles, Calif. 
111 W. Pacific Ave., St. Louis, Mo. 


Oxy-Aid Scientific Corp 


DISTRIBUTORS: 
E & J Resuscitator Sales & Service, 621 N. 
Lima, Burbank, Calif 
Capital Fire Equip. Co., P. 0. Box 1775, Sac- 
ramento 8, Calif 
E & J Resuscitator Service Co., 409 N. View 
(P. O. Box 670), Aurora, Til 
Delta Fire & Safety, Inc., P. O. Box 1669, Oil 
Center Station, Lafayette, La 
J Resuscitator Service, 9 Prospect Ave., 
Vernon, N. Y 
L. F Distributor, 409 Shadeland 
Drexel Hill, Pa 
The, 3050 - Sist Place, Southwest, 
Mercer Island, Wash 


Orthopedic Frame Co. 
420 Alcott, Kalamazoo, Mich. 


Osborn Mfg. Corp. 
Box 167, Warsaw, Ind. 


DISTRIBUTORS: 

Safety Engineering & Supply, 617 N. 10th 
St., Birmingham, Als. 

Bullard, E. D., .Co.. 2680 Bridgeway, Sausa- 
lito, Calif 

Thompson Safety Equip. Co., 5130 Venice 
Bivd., Los Angeles 19, Calif. 

Safety Equip. Supply Co., 1630 17th St., Denver 
2, Colo 

Scientific Industrial, 17 E. 28rd St., Chicago 
16, Tl 

Universal Safety Equip. Co., 5115 W. Diversey 
Ave., Chicago 39. Ill 

Martin, W. I., & Co., 3059 W. Armitage Ave., 


Chicago 47, Tl 
Sterling Products Co., 1524 Third Ave., Moline, 
I 
Standard Safety Equip. Co., 4831 Quentin Rd. 
Palatine, Tl. 
Standard Industrial Products Co., 3527 W. 
Farmington Rd., Peoria, Ill. 
Quality Mill Supply Co., 2345 Beam Rd., 
Columbus, Ind. 
Equip. & Supply, 1724 W. Main, Ft. 
Wayne. Ind. 
— Corp., 3740 E. Michigan, Indianapolis 
md. 


Cain Safety Service, 1318 Hoyt Ave., 
olis 3, 

Quality Mill Supply Co., 
Indianapolis, Ind 

Iowa Safety Equip. Co., 
Moines, Iowa 

A-1 «nied Supply 314 E. Jacob 8t., 


Orr “Safety Equip. Co., 300 E. Main St., Louis 
Ky 


Indianap- 
150 S. Senate Ave.. 
414-416 12th St., Des 
Louisville, 


Equip Co., 19225 Conant Ave., 


34, Mich. 
Boyer-Campbell Co., 6540 St. 
Detroit 12, Mich 


Detroit 


Antoine 8&t., 


137 E. Sth St., New York 22, N. Y. 


oan. 


30 N. La Salle St., Chicago 2, Ill. 


Oxygen . & Service Co. 
8335 S. Hatsted St., Chicago 20, Ill. 


cen oe 


Pac-Kit C 
175 G — "ay Greenwich, Conn. 


DISTRIBUTORS: 


on Prod. Co., 655 Bridgeport Ave., Milford, 


metic Surgical Co., 1501 N.W. 10th Ave., 
Miami, » 
Fire Protection Equip., 24 Nevus St., 


H. R., Inc., 354 Margaret St., 
~ mM. 
8., & Co., P. 0. Box 2886, Strouma 
Sta., Baton Rouge, la. 
. A. &., Co., 1881 Olive St., St. Louis 8, 


Mo. 
General Medical Supply Co., 407 Elizabeth 
Ave., Newark 12, N. J. 
Agate. Robin W., Co., Avoca, (Rochester), 
Steinwaeh’s Safety Suew. 1578 S. Park Ave., 
Buffalo 
Nashville Surgical Supply, 1911 Church 8t., 
Nashville, 


Tenn. 
Gilpin, Henry B., Co., 229-235 7th St., 8.W., 
Washington, D. C. 


Sarasota. 


Pam Company, The 
1951 N. W. Wilson, Portland 9, Ore. 


DISTRIBUTORS: 


Parker Bldg. Spec., 3831 E. 37th St., Tucson, 
Ariz. 

Western Asbestos Co., 251 - 5th Ave., Oakland, 
Calif. 

A. . Lilly Co., 1029 Larkin &t., 


Cal 
Bartholow & Co., 53 Jordan St., San Raphael, 


San Francisco, 


Calif. 
Construction Specialties, 2625 Walnut, Denver, 
Colo. 


Henderson & Johnson, 389 Granello Ave., Coral 
Gables, Fla. 

Horne-Wilson Co., 745 W. Forsyth, Jacksonville, 
Fla. 


(OV RE It 


Wm. E. a «& 2. a Pg Box 12252, 
Northsi tation, . . 

Hawaii Bidrs. Supply Co., 1105 Dellingham 
Blvd., —_ — Hawaii 

C & H Bidg. Spec., 5848 N. Northwest Highway, 
oe Th. 

, o. i S. W. 6th & Murphy Sts., Des 


© soi lowa 
Schneider Bldg. Prod., 2345 Frankfort Ave., 


Louisville, 5 
Alumaglass ‘Bldg. Prod., Inc., 739 8. Clark St., 
New Orleans, 
518 Virginia 


la, 
W. E. Scribner, Jr. & Assoc., 


Ave., Towson, Md. 
B & D Architectural Spec., 23284 Farming- 
ton Rd., Farmington, Mich. 
8. w Mormon Co., 300 Franklin 8S. W., Grand 
Rapids, Mich. 
ogni ate Co., 611 Excelsior Ave., W., 
iki 
M. D. Williams, 2607 Holmes St., Kansas City, 


Me. 
Morgan-Wightman, 9910 Page, St. Louis, Mo. 
Carlin Company. 117 Helfenstein St., Webster 
dg. & Const. Supply Co., 


B 1211 Coneord Dr., 
Billings, Montana 


Construction aeeee, Box 198, Butte, Montana 
R. L. Whi , 824 “O" St., Lincoln, Nebr. 
3106 Cuming St., Omaha, 


ebr. 

Ed. M. Ziegler Co., Inc., 259 Delaware, Buf- 
falo, N. 

Treman Structural Plastics, 703 Temple Bldg., 
Rochester 4, N. Y. 
eo? L Assoc,, 2024 Paddock Rd., Seaford, L. I., 


Treman Structural Plastics, 205 - 8th Ave., 


Waterviiet, N. Y. 
D ee Assoc., Inc., 1426 Clay St., Cin- 


cinnati, Ohio 

ow Glass Co., 3115 Berea, Cleveland, Ohio 
. H. Osher, 1783 E. 37th St., Cleveland, Ohio 

Palmer. Donavin M! fg. Co., 750 Twin Rivers Dr., 
Columbus, Ohio 

E. K. LeGron Co., 3814 Talmadge Rd., Toledo, 


o 
Judson, 4483 Merrygold Blvd., Warrens- 
ville Heights, fo 
D. A. Puckett, 1828 N. W. 10, Oklahoma City, 


Okla. 
Mannan Bldg. Supplies, 2210 N. Lewis Ave., 
Zellerbach Paper Co., 234 N. W. Fifth Ave., 
Portland, Ore. 


o~—_ a Co., Arch. Bidg., Greensburg, Pa. 
R. tz Co., 1 Wynnewood Rd., Wynne- 


7 
=— a Sales of Greenville, P. 0. Box 
112, Sta. ““B”, Greenville, 8. C. 
North Gone Supply, P. O. Box 187, Rapid 
ty, 
The Currin Co., 1208 Carter St., Chattanooga, 


Tenn 
Industrial Metal Cutters Supply, 69 Talbot Ave., 
Memphis, Tenn. 
Boyd Jacoway, 409 Wilsonia, Nashville, Tenn. 
Electrical & Mechanical Supply, 2000 Texas 
El Paso, Texas 


St., . 
Crestwood Co., W., Salt 
tah 
oo P. O. Box 1530, Salt 
Valley Supply Co., 142 EB. 8th S&., Salt Lake 
City, Uta 


- he DePartee, 508 Upland Rd., Bellevue, 

ash. 

Berkheimers, 701 Northlake Ave., Seattle, Wash. 

Northwest Bidrs. Hardware, 1120 West Ewing 
St., Seattle, Wash. 

Brant Bernhard Const., W. 34 Second Ave., 
Spokane, 


‘ash. 
Oscar F. Henry, 607 Delaware, Charleston, 
Ww Va. 


Groves 


Patent Scaffolding Co., Inc. 
38-21 12th Sta Long Island City 1, N. Y. 


BRANCH OFFICES: 


Peelle Company 
47 Stewart Ave., Brooklyn 37, N. Y. 


BRANCH OFFICES: 


4037 N. Kedzie Ave cago 18, Ill. 
34 8S. 17th St., Phitadeiphiee 3, Pa. 
Box 97, Friends Sta., Richmond, Ind 


DISTRIBUTORS: 


Gaines, Kenneth C., 1121 8. Hill St., Los 
Angeles 15, Calif. 


Please mention National Safety News when contacting any of these organizations. 
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directory of fire protection and control equipment sources 


851 Mandana Blvd., Oak- 
Ine., 285 Hull 8t.. 

a. 
Prod., 3416 Fairfield, Fort 


ng Metal Prod. Corp., 620 S. Belmont 
Ave., Indianapolis 7, _ 
Lemke Bu’ 


,» 610 Walnut Bldg., 


Atlas Plaster & Supply Co., 30th & Greenwood, 
Louisville 11, Ky. 
be * E Derele, Ine., 328 E. 25th St., Balti- 


nae, 7 D., Co., 1211 Wagitagen St.. Box 
N, =". Newton .o (Boston), Mas 

Harm Cc. O., & Son, 210 Arehitects Bldg., 
“15 “Brainard 8t., Detroit, Mich. 

Haven-Busch & Sons ins, 3443 ee Dr. W. 8., 
Grandville (Grand Rapids), 

nee coee Co., 4303 Main at _—— City, 


0. 
Glucksman, M. L., 56 Aberdeen Place, St. Louls 


. Mo. 
es ag Frank J., 32 Buckingham Dr., Albany 
Maurer ©o.. Inc., 31 Rich d St., Roch 


pe B.8 B. R., & Son, 5900 S. Salina St., 
. 127 N. Indiana, Box 

uenefeld, C. C., ae Broadway, Cincinnati 2, 
Pg Cc. F., 405 Caxton Bldg., Cleveland 15, 


Ohio 

Northwest Tube & Metal Fabricators, 2658 S. E 
Tenino St., Portland 14, Ore. 

Pitcairn, James R., 511 Wood St., 2301 First 
Nat'l Bank Bidg., Pittsburgh 22, Pa. 

ae 8., Co., 328 W. Cary St., Richmond 


Bradley-Zesbaugh, Inc., a White-Henry- 
— a , Seattle 1, Was 

w. & Son, 757 N. 5 Rm 

‘ts5° ) AE 2, Wis 





Pendergast, Albert W., 
Safety Equip. C 


0. 
6936 Tulip St., Philadelphia 35, Pa. 


Penetone Co. 
74 Hudson Ave., Tenafly, N. J. 


DISTRIBUTORS: 


Ma el Specialties, Inc. 6 S. Water 
Industrisis Materials Co., 383 Brannon 


401 S. Mesa 
tune Supplies, Inc., 2436 Weller Ave.. 
Napeene Supplies, “Ine., 209 Peters St., New 
Orleans, 
Brown 4 Chandlery, 76 Commerce St., Port 


land, Me. 
Griffin, A. L., & Co., 20 Custom House Wharf 
Portland, Me. 
Stern, R. 8., Inc., 420 W. Conway St., Balti 


more, Md. 

Maryland Ship Supply Co., 114 8. Frederick 
St., Baltimore, 

7. R. J., Co., 39 8. Gay S8t., Baltimore. 


— Provision Co., 30 Atlantic Ave., Boston. 


Antrim ‘Nisraware Co., 1514 Federal St., Cam- 
en, 
Swan, Wm. H., & Sons, 51 Water St., New 


York, N. Y. 

a need & Morrell, 35 Water, New York. 

E. Bergendahi Co., Inc., 33 Pearl St., New 
York, N. Y. 

Mercantile Ship Supply Co., 5 Water St.. 
New York, N. Y. 

— Marine Supply, 1646 N. Erie St., Toledo 

0 


Baker-Carver & Morrell, 201 8S. Front St., 
Philadelphia, Pa. 

Delaware Ship Supply Co., 1117 S. Second St., 
Philadelphia, Pa. 

= Co., Inc., 114 8. Front St., Phila- 
e' 

=e Supply Co., 10 Linguard St., Charles 
ton, 

Texas Marine Supply Co., 8106 Harrisburg 
Bivd., Houston, Texas 

Sieffert, J. C., on Supply Co., 612 2nd Ave., 
Texas City, Texas 

a ag Marine Supply, 57 Commerce St., Nor- 
C) 

~_ VF wn. H., & Sons, 4 Commerce St., Nor- 
‘oll ‘a. 

Sullivans M. L., Co., Citizens Bank Bidg.. 
Norfolk, Va. 

yg Sales Co., 1230 Westlake Ave.. 


Export Co., Zona Libra De 
Zone (Panama) 
Essoville-San Nicolas, Ariha 
es 
Dodd Industrial Supply Co., 78 Commerce St.. 
Mayaguez, P. R. 
— Renaud Tapie, Casa Daner, Havana. 
uba 
- e.. 56 Sackville St., Port of Spain, 
c. aon, 4 St. Eriksgaten, Gothenburg 


Safety “Solvents Ltd., Box 10, Egham, Surrey. 
England 


Please mention National Safety 


Zaloom & Saman, Box 
Shimoi & Co., Ltd., 2 
Yokahama, Japan 
Fuji Industries Ltd., 
Japan 


1622, Beirht, Lebanon 
0 Sagiyama Naka-Ku, 


Mekai TBidg., Kobe, 


Agents also in: Finland, Norway, Denmark 


Germany, Netherlands, 
tugal, Switzerland, Au 


Photomation, Inc. 


Belgium, France, Por 


stria, Italy, Greece. 


96 S. Washington Ave., Bergenfield, N. J. 


DISTRIBUTORS: 
Crown Berkley Engineerir 
Los Angeles, Cali 
Stillson Assoc., 33 Mea 


Zachary & Peter 
Colo 
Meleney Engineering (¢ 
_ Washing ston, D. C 
Co., 


Chicago, Tl. 

Morath, Henry J., 
Indianapolis, Ind 
Weber, Charles, Co 

Louisville, Ky 
Deshautreaux, Bmile C 
Kenner, La 
Power Equipment Sales 
ton, Mass 
Turpin, Robert B Ce 
Dearborn, Mich 
Economy Equip. C« 
City, Mo 


g, 2439 Riverside Dr 
lowperk Court, Orinda, 
scn, 601 S. Jason St., 
828 Mills Bidg 
5th Terrace 
LaSalle St., 
tankers Trust Bldg., 
Eastern Parkway, 
Pp. O. Box 261 
Summer St Bos- 
1119 Monroe Blvd., 


11 Broadway, Kansas 


Bruce, Warren, & ( 4903 Delmar Blvd., St 


Louis, Mo 


ao & Textile Supply C P. O. Box 
C 


249, Charlotte 1 


gaan Co., The, 1807 E 
. 2 


N 

Energy Control C Inc 
York, N 

Chapman Engineering S 
Cincinnati, Ohio 

Illes Power Control C 
Dr., Cleveland, Ohik 

Hagan, William, & C 


Hiles, Jon. D., Co., Inc 


burgh, Pa 
Leinart’s, 412 E. Fifth 
Whitson Enginering Co 
Dallas, Texas 
Power Equipment C 
mond, Va 
Williams, John, Co 
Seattle, Wash 
Fredricks, Geo. H & 
Green Bay Ave., Milw 


Imwood Ave Buffalo 


5 Beekman St., New 


ales, 4866 Cooper Rd 


22700 Shore Center 


Box 134, Pennedel, Pa 
Plaza Bldg., Pitts- 


Ave., Knoxville, Tenn 
580 Freewood St 


1309 W. Main St., Rich 


Dexter Horton Bldg 


Ine 4385 N 
aukee, Wis 


Pike, C. D., & Fire Hook Mfg. Corp. 
207 Orange St., (P. O. Box 1649), 


New Haven 7, Conn. 
DISTRIBUTORS: 


Thunderbird Sales Corp 
Rd., Phoenix, Ariz 
Halprin Supply Co., 1 

Angeles, Calif 
Sierra Fire Equipment C 
Los Angeles, Calif 


2255 W McDowell 
Flower St., Los 


355 S. Flower St., 


Van Pelt, P. E., Inc., Oakdale, Calif 


Fire Equipment Cc 21 
Conn 


Summit Rd., Hamden, 


Maxwell, O. B., C« In 62 Bagley Ave 


Hamden, Conn 
C 


Wipper, O & Assoc 


Gables, Fla 

Dowling, W. Q, dr 
sonville, Fla 

Municipal Fire & Safety 
Ave., N. E., Atlanta 

Lynch Co., The, P 
Hawaii 

Darley, W. 8S. & Co 
Chicago, Til 

American Fire Equip. 8: 
River Forest, Ill 

Howe Fire Apparatus C< 
Anderson, Ind 

Midwest Fire & Safety 
Prospect St., Indianapx 


Universal Fire Apparatu 


Ind 


714, Coral 
6338, Jack 
Murray Hill 
540, Honolulu 
Washington Blvd 
ales, 316 Lathrop Ave 
1402 W. 22nd St 
Equip. Cc Inc 1605 


lis, Ind 
s Corp Logansport 


American Fire Equipment Co., 717 Boylston St 


Boston, Mass 
Maxim Motor Co., Middl 
Perry, Ralph, Teaticket 
Farrar Company, Woodvi 
Bean, John Division, P 


eboro, Mass 

Mass 

lle, Mass 

0. Box 840, Lansing, 


Mich 
Miller, Harold E., P. 0. Box 267, Marshall 


Mich 


McCaleb, Bob, 2913 Ss 


Heights, Mich. 
Fire Protection Sales, 31( 
neapolis, Minn 
Minnesota Fire Equip. C« 
Minneapolis, Minn 


anford St Muskegon 
17 Penn Ave., N., Min 


2409 Hennepin Ave 


Fire & Safety Inc., of Minn 1908 S. Broad- 


way, Rochester, Minn 

Central Fire Truck Co., 
chester, Mo 

New Jersey Fire Equip 
ton Ave., Dunellen, N 

Goldcrest Safety Equip 
Dunellen, N. J 

Bi-Lateral Fire Hose C 
Kearney, N. 

Security| Fire Equip Cc 
ton, J 

. 

! 


News wher 


P. 0. Box 158, Man- 
Cc 1000 N. Washing 
"é rp Highway 22 

9 Livington Ave 


19 Myrtle St., Tren- 


Bertram, Henry F., & Sons, Inc., 251 Franklin 
Square, Franklin Square, N. Y 

American LaFrance Corp., Elmira, N. ¥ 

Ward LaFrance Truck Corp Grand Central 
Ave., & llth St., Elmira, N. Y¥ 

Approved Fire Equip. Co Inc., Austin & 
Audubon were. Island Park, L ae 

Wesco Fire Equip. & Service. 1-1-103 Cort- 
land St., N. Tarrytown, N 

Manweiler, Capt. A. J., & Son, 313-Dth &t., 
8.W., Massillon, Ohio 

teck, C. D., & . N. Main Ave., & Russell 
Rd., Sidney, 

Seagrave Corp., >, South Columbus, Ohio 

Keystone Fire & Safety Co., 3001 Cleveland 
Rd., Aliquippa, Pa 

Mack Trucks, 601 8S. Tenth St., Allentown, Pa. 

Braumbaugh Body Co., 100 West Plank Road, 
Altoona, Pa 

Page, Arthur C., Assocs., P. O. Box 25, 
Dravosburg, Pa 

McElwain, Harold, 514 Mulberry St., Yankton, 
SD 


Butler Fire & Safety, Inc., 5105 Navigation 
Bivd., Houston, Texas 

Texas Fire Equip »., 412 W. French Place, 
San Antonio, Texas 

Richmond Rubber Co., Inc., 7th & Leigh &t., 
Richmond, Va 

The Givens Co., 13649 Main St.. Bellevue, Wash 

Four Wheel Drive Auto Co., Clintonville, Wis 

Pirsch, Peter, & Sons Co., Kenosha, Wis 

Fenton, James A., & Assoc., 114 Merlham 
Drive, Madison, Wis 

Bendlin, Arthur F., & Son., 4311 N. 91st St., 
Milwaukee, Wis 

American Marsh Pumps, Stratford, Ont., Canada 

LaFrance Fire Engine & Foamite Ltd., 195 
Old Weston Rd., Toronto, Ont., Canada 


Pioneer Rubber Co. 
Tiffin Rd., Willard, Ohio 


BRANCH OFFICES: 
Pacific States Rubber Co., 644 N. Vermont 
Ave., Los Angeles 54. Calif. 
Tioneer Rubher Co. of Texas, 1515 Dragon St. 
Dallas 7, Texas 


Pittsburgh Plate Glass Co. 
2200 Grant Bidg., Pittsburgh. Pa, 


Plastimayd Corp., 
P.O. Box 2351, Portland 14, Ore. 


Plasco Safety Products Co. 
P.O. Box 367, 21 W. Pleasant St., 
Springfield, Ohio 


BRANCH OFFICES: 
11732 Wembley Rd., Los Alamitos, Calif. 
1207 Main St., Reading, Mass. 
523 Southwest Bivd., Kansas City, Mo. 
6611 Clayton Rd., St. Louis, Ma. 


Portable Light Co., Inc. 
216 William St., New York 38, N. Y. 


Porter, H. K., Inc. 
74 Foley St., Somerville 43, Mass. 


Porter, H. K., Co., Inc., Thermoid Div. 
Whitehead Rd., Trenton 6, N. J. 


Porto-Clinic Instruments, Inc. 
298 Broadway, New York 7, N. Y. 


Porto Pump Inc. 
19735 Ralston Ave., Detroit 3, Mich. 


DISTRIBUTORS: 

Armstrong, R. S., & Bros. Co., 676 Marietta 
Ave., N. W., Atlanta, Ga 

Equip. Repair & Supply, 32 E. Lake S&t., 
Northlake, Ill 

Carlson Equip. Co., 1191 Shryer Ave., St. Paul, 
Minn, 

Allied Construction Co., 4015 Forest Park, St 
Louis 8, Mo. 

Pioneer Equip. & Supply Co., Box 504, Butte 
Mont. 

Pollard, Jos. G., Co., New Hyde Park, Long 
Island, N. Y. 

Walsh W. T., Equip. Co., 12750 Berea Rd., 
Cleveland, Ohio 

Lorenz Equip. Co., 547 W. Rich St., Colum 
bus 8, Ohio 


Practical Mfg. Co. 
2840 4th Ave., South, 
Minneapolis 8, Minn. 


REGIONAL SALES OFFICES: 
Klinger, M. H., Co., 9409 W. Pico Blvd., Los 
Angeles 35, Calif. 


these organizations 
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directory of fire protection and contro! equipment sources 


Klinger, M. H., 
Francisen 2, Cali? 

Bennett, E. V., 1239 Bellaire St., Denver, Colo 

Marsh. W. C., 105 Ridgewood Dr., Hopkins, 
Minn. 

Ebert E. H., Co., 3016 McGee Trafficway. 
Kansas City, Mo. 

—S Co., 250 W. 57th St., New York 19, 


500 Florida St San 


Shipp & Payne, 2023 Lucas Dr., Dallas, Texas 

Thurgood, V., 2974 E. 3215 South St., Salt 
Lake City, Utah 

Klinger, M. H., Co., 1016 First Ave., South, 
Seattle 4, Wash. 

Monahan Supply Corp. Ltd., 191 Queen St 
East, Toronto, Ont., Canada 


DISTRIBUTORS: 


United Auto Supply Co., 1911 Ave. “D’’, Bir- 
mingham 3, Ala 

Decatur Parts Co., 221 E. Moulton St., Deca- 
tur, Ala 

Taylor Parts & Supply Co., Inc., 505 N. Oatis 
St., Dothan, Ala 

Allied Auto Parts Co., Inc., 265 St. Louis St. 
Mohile. Ala 

Nunn’s Battery & Electric Co., Inc., Bell 
& Catoma Sts Montgomery 4, Ala 

East Alabama Auto Parts Opelika, Inec., 7 
N. 8th St., Opelika, Ala 

Selma Parts Service Co., Ine., 1417 Water 
Ave., Selma, Ala. 

Motor Supply Co., Inc., 2211 7th St., Tuscaloosa 
Ala 


Compinte Auto & Home Supply Co., 530 N 
Stone Ave., Tucson, Ariz. 

Dunean-Hunter Co., 8215 S. Avalon Blvd., Los 
Angeles 3, Calif. 

Colyear Motor Sales Co., 600 E. Washington 
Bivd., Los Angeles 15, Calif. 

Lambert Co., Ltd., 1202 E. Olympic Blvd 
Los Angeles 21, Calif. 

Chanslor & Lyon Co., 730 Polk St., San Fran 
cisco 19, Calif 

Hendrie & Bolthoff Co., 1635 17th St., Denver 
17, Colo. 

Friedman, Chas., Co., 1820 North Ave., Bridge 
port, Conn 

Humphrey Bros., 348 Main St., Danbury, Conn 

Grinold Auto Parts, Inc., 354 Hudson St 
Hartford 5, Conn 

Weiner, Louis H., of Meriden Inc., 193 I ratt 
St., Meriden, Conn. 

Eastern Automotive Parts Co., 206 Whaley Ave., 
New Haven, Conn. 

Auto Sueoly Co., 191 N. Main 8t., 


-- of Waterbury, Inc., 500 W 
.. Waterbury, Conn. 
Yankee Auto Parts Inc., 870 Main St., Stam 
ford, Conn. 
Taylor Auto Supply Co., Inc., 12th & French 
Sts., Wilmington 99, Del. 
Counts Supply Co., Inc., 581 Foote St., Daytona 
Beach, Fla. 
Vaughn & Wright of Ft. Lauderdale, Inc., 16 
4th St., Ft. Lauderdale, Fla 
Auto Supply, 1401 Main St., Fort 


a. 

Motor Parts ‘. Svools Co., 110 Lee St., Jack 
sonville 4, 

Miami Parts ry ‘Spring Co., 1465 N. W. 2ist 
Terrace, Miami, Fila. 

Taylor Parts & Supply Co., Box 959, Panava 
City, Fla. 

Pensacola Automotive Supply, 212 W. Intend 
encia St., Pensacola, Fla. 

Keenan Auto Parts of Tallahassee, 412 N. Duval 
St., Tallahassee, Fila. 

Budd Auto Supply Co., 310 9th St. N., St. 
Petersburg 2, Fla 

Vaughn & Wright of West Palm Beach Inc., 
524 Ist St., West Palm Beach, Fila. 

Keenan Auto Parts Co. of Albany, 112 N. 
Front St., Albany, Ga. 

Alexander-Seewald Co., 1410 Seaboard Indus- 
trial Bivd. N. W., Atleuta 18, Ga 

Motor Supply Co., 551 Broad St., Augusta, Ga 

Auto Supply Co., Inc., 1510 ist Ave., Colum 
bus. Ga 

Hateher, A. 8., Co., 508 Srd St., Macon, Ga 

Southern Bearings & Parts Co., 534 Broad St.. 
Rome, Ga. 

Motor Supply Co., Div. of Hastings Mfg. Co.. 
3% W. Broad St., Savannah, G 

Keenan Auto Parts of Thomasville, 214 8S 
Broad 8t., Thomasville, Ga. 

McGahee-Speight Co. of Valdosta, 205 W. Hill 
Ave., Valdosta, Ga 

Valley Motor Supply, 133 Calena Blvd., Aurora 


Til. 

Linkon’s Auto Supply Co., 131 N Poplar 
Centralia, Ill 

Rogers Motor & Equip. Co., 312 8S. Neil St 
Champaign, Ill 

Collins Co., 214 W. Main St., Danville, Ill 

A M Supply Co., 513 E. Williams St., 
Decatur, Ill 

Phillips Auto Parts Co., 370 Brook St., Elgin, 
Ti 


Kunz Bros. Automotive Parts, 106 E. Step- 
henson St., Freeport, Ill. 

P & M Accessory Co., 170 N. Seminary 8t., 
Galesburg, Tl. 

Trackman Auto Supply Co., 458 N. Chicago 
St., Joliet, Tl 

Lang Auto Parts, 449 N. Harrison Ave., 
Kankakee, Il. 

el Auto Supply, 113 E. 2nd St., Kewanee, 
Ti. 


Schwartz Auto Parts, 1411 Broadway, Mattoon, 
Il 


Peoria Auto Parts Co., $17 S. Adams &t., 
Peoria 2, Tl. 

Tank Hardware Co., Quincy, Ill. 

Bergstrom Automotive Parts, Inc., 1010 Charles 
St., Bockford, 


Springfield Auto Supply Co., 211 E. Washington 
St., Springfield, 1. 

Motive Parts of America, 221 W. 63rd 8t.. 
Chicago, Ill. 

Fisher “Auto Parts Co., 1415 E. End Ave., 
Chicago Hts., Ill. 

Gabriel Sales Co., 727 Madison St., Oak Park, 


Ti. 
Garrett, J. J., Inc., 17 W. 9th St., Anderson, 


Full-O-Pep Co., 220 8. College Ave., Bloom- 
ington, Ind. 
Iron Co., Ine., 1100 Pennsylvania St., 


Evansville ‘ 
Fautp. Co., 332 E. Superior S8t., 
555 N. Capitol Ave., In- 
dianapolis, Ind. 
Long Parts & Accessory Co., 314 8. Union 


St., Kokomo, Ind. 

Ballard Brake & Equip. Co., 1316 W. 8th St., 
Marion, Ind. 

Michigan City Auto Supply, 112 E. Michigan 
St., Michigan City, Ind 

Rodeteld Co.. 96 W. Main St., Richmond, Ind. 

w. R. Equip. Co., 112 E. Dubail Ave., 


Sou ath Bend, Ind. 
Sidles Co. of Des Moines, 101 12th St., Des 
Moines, Iowa 
1406 Grand Ave., Des 


a 
ome Rapids Auto Supply Co., 613 2nd Ave. 
8. r Rapids, Iowa 
, 820 8S. Commerce 8t., 
Monarch Auto Supply, Monarch Bidg., 722 Scott 
Bivd., Covington, 
Schaaf Auto Electric Co., 439 E. Broadway. 
Louisville, Ky. 
Gips Motor Supply Co., 117 E. Third St.. 
Owensboro. Ky. 
Fergerson Co., 10th & Broadway, Paducah, Ky 
Suhren, A. C., Corp., 4640 8S. Carrollton Ave., 
New Orleans 1, » 
Farrar-Brown Co., Inc., 337 Water St., Augusta, 


e. 

Bragg, N. H., & Sons, 74-88 Broad St., Bangor, 
Me. 

Motor Supply Co., Inc.. 286 Main St., Lewiston 
Me. 

Farrar-Brown Co., 49 Dartmouth St., Portland 


Me. 
Equip. (€o., Inc., 1423 Harford Ave.. 
Baltimore, Md. 
Pittsburgh ‘Auto Equip. Co., 631 N. Mechanic 
St., Cumberland, Md. 
Frederick Automotive, 605 N. Benz St., Fred 


. Inc., 56-62 W. Fravklin 
d. 


Taylor Auto Supply, Inc.. E. South St., Salis 
bury, Md. 

Motor Parts Service, Inc., 57 Main 8t., Fitch 
burg 1, Mass. 

Tarbell Waters Co., 11 Olive St., Greenfield, 
Mas 


name “Automotive Parts, Inc., 50 Fleet St., 
Haverhill, Mass. 
— Motor Corp. of Lawrence, 382 Broadway, 


rence, Mass. 

Towers Motor Parts Corp., 80 Church St., 
Lowell, Mass. 

Auto Replacement Parts Inc., 90 Marshall St., 
North Adams, 8. 

Tarbell-Watters of ae Inc., 119 West 
St., Pittsfield, Mass 

Auto Gear & P. .» Inc., 134 Dwight 8t., 
Springfield, Mass. 

Christie & Thomson, Inc., 3 Quinsigamount 
Ave., Worcester 4, Mass. 

Hunt- Marquardt ‘ 244 Brighton Ave., 


140 8S. Winter S8t., 
Inc., 121 N. Ashly St., Ann 


rbor, \e 

Hill Piston Service, 94 W. Jackson St., Battle 
Creek, Mich. 

Colman Supply Co., 9120 Roselawn Ave.. Detroit 


Flin’ Piston, Ser Service Co., 704 N. Saginaw 8t.. 
F . Mich 

Grand Rapids "Automotive Supply, 323 N 
Tonia St., Grand Rapids, Mich. 

Nusbaum Motor Supply Co., 145 N. Edwards 
St., Kalamazoo, le 

Whitmere Automotive, 301 River St.. Lansing 
15, ch. 

Motor Service & Supply Co., 1169 Third St., 
Muskegon, Mich. 

National Bushing & I’arts Co., 1229 Harmon 
Place, Minneapolis, Minn. 

Reinhard Brothers Co., 4301 Highway 7, 
Minneapolis, Minn. 

Williams Hardware Co., 100 Second Ave. N.. 
Minneapolis, nn. 

Gencral — Co., 475 N. Prior Ave., St. 
Paul, 

a “Machine, Inc., 195-99 W. 6th St., St. Paul, 


D vas N Auto Pts. , Clarksdale, Miss. 

Ryan Supply Co., Geitiesers. Miss 

Ryan Supply Co., 212 8. State St., Jackson, 
M 


iss. 

Central Electric Co., McComb, Miss. 

Ryan Supply Co., 814 2ist Ave., Meridian, 
Miss. 

Motor Parts & Supply Co., 9 Orange Ave., 
Natchez, Miss. 

Mills-Morris Co. of Tupelo, 211 E. Main St., 
Tupelo, Miss. 

Campbell, Fred, Auto Supply Co., 116 N. 3rd 
St., Hannibal, Mo. 

Myers Motor Equip. Co., 1931 McGee S8t., 
Kansas City 41, Mo. 

Hines Motor Supply Co., Inc., 14 N. 30th St., 
Billings, Mont. 


a Sow Warehouse, 235 W. ist St., Havre. 
Messer. lL. J., Co., 1939 “O”" S8t., Lincoln, 
—- r. Gallagher, 9th & Jones Sts., Omaha 


Sidles Co., 7802 Pacific St., Omaha, Neb. 

Re-Nava Auto <® Paint ‘iupply Co., 56 W. 
Liberty St., Reno, Nev 

Reno Motor Supply. Co., 11-17 W. Plaza 8t., 


Reno, Nev. 

Goldberg’s Auto Service Inc., Green Square, 
Berlin, NH. 

Sanel Auto Parts, Inc., 159 S. Main 8t., Con- 
cord, N. H. 

Sanel Auto Parts Inc., 128 New Salem St.. 


Laconia, N. H. 
Pine Motor Parts, 106 Pine St., Nashua, N. H. 
Eastern Auto Parts Corp., 68 State St., 
mouth, u 


N. 8. 
All Auto Parts Co., Inc., 928 Summerfield 
Ave., Asbury Park, N. 
Whale Auto Parts, 1911 Atlantic Ave., Atlantic 


N. J. 

Jacobs Auto Parts, 389 Mercer St., Phillips- 
burg, N J. 

— Inc., Crescent Blvd. & Haddon Ave.. 


Clinton Square Auto Parts Corp., 22 Elizabeth 
Ave., Newark, N. J. 

Ufert Auto Parts ts on Inc., 15-25 Barnes 
St., Trenton 8, N. J. 

Pruden, W. E., Co., Ine., 100 Ist St., Hacken- 


8 o Oe 
Lehr | aes 3205 Hudson Bivd., Jersey City. 
Clinton Square Auto Supply, 26 Washington St. 
Morr! 


stown, N. J. 
Tichenor Motor Parts Co., Inc., High & Vine 
Sts., Milville, N. J. 
inton Square Auto Parts Corp., 83 Sanford 
St. New Brunswick. N. J. 

Pound Brothers Automotive Supply Co., 412 
Marble Ave.. N W.. Albucuerque. N M 
Detroit ly Co., Ine., 78-80 Central Ave.. 

Albany, Y. 
Pererault. Auto Parts Ine., 63 River St., Troy 


Onondaga Supply Co., Inc., 41 Garden 8t.. 
Auburn, N. Y. 

Rose Unit Parts Corp., 44 Wall St., Bing 
hampton, N. Y. 

a Jos., Co., Inc., 25 High St., Buffalo 


Whipple's Automotive Equip., 364 State 8t.. 
Elmira, N. 

Detroit Supply Co., Inc., 45 Ridge St., Glens 
Falls, N. Y. 


Genesee Supply Co., Inc., 53-55 Main 8&t., 
Cloversville, N. Y. 

Hornell Auto Supply, 58 Broadway, Hornell, 

Cramer's Auto Parts, 619 W. State St., Ithica. 


6S. Se ye Gn. 303 Lafayette St., 
Jamestown, N. Y. 
Detroit ly Co., Inc., 791 Broadway, Kings- 


ton. N. 
ss 8. G., 125 Washington St., Newburgh, 


eine Standard Parts Inc., 518 W. Sullivan 
oun Olean, N. Y. 
Motor Service Inc.. 95 Bridge 8t.. 


“Co., Inc., 864 Mill St., Pough- 
oy N. 2 
1182 Main St., 


Plattsburg Motor Service of Saranac Lake. Inc., 
Saranac Lake, N. 

Leach Products Ine., 1012 State St., Sche- 
nectady, N. Y. 

Supply Co., Ine., 344 W. Genesee 


St., Syracuse, N. Y. 
od Co., Ine., 405 Washington 8t.. 
Utica, N. Y. 
Thomas, Inc., 501 State St., Water- 
town, N. Y. 

Republic Auto Parts Co., 260 W. 52nd 8t., 
cmpetend. Machine Wort Inc., 268 N. Frank 
lin St., Hempstead, N 

Official Corp., pas Westchester Ave., 
Bronx, , BA Y. 

Motor Equip. Co.. 900 Fulton 8t.. 
my N. Y. 
- on Northern Blvd., 


Nyack, N. Y. 
. $28 N. Brevard 


N. 
Miekory ‘<- Parts Inc., 738 Ist Ave. N.W., 
Hickory, c. 
Kinston Auto Parts Co., 110 W. Gordon &t., 


Flowers Co., 213 8. Meeting St., Statesville, 
Paul's Auto Swely Co., 185 N. Repass 8t., 
Wasbington. 
Mughee Bros. Inc., 1101 Market St., Wilming 
Twin City Auto Parts, . Main St., Wins 
ton-Salem. N. C. 


Please mention National Safety News when contacting any of these organizations. 


National Safety News, July, 1960 





COMEPUMSTUN IOAN AUOAMAUERAS ELAN UL SHAUD EAE EU LUTE 


Berg- Fargo aites Supply, Inc., 320 N. Pacific 
Gah tae ‘ape Corp., 125 8. 4th 8 
8 upply. RK. 
Grand Forks, N. 
Dyke Motor tA, ‘ot Akron, Ine., 485 E. 
8t., Akron, Ohio 
Hack Auto Supply Co., 88 N. Court St., Athens, 
~~ _— & Re ition Co., 881 Market Ave. 
Valley ~~ Parts, 7811 Vine St., Cin- 
cinnati 16, 


Pennsylvania Rubber & Supply Co., 1282 Essex 
Ave., Columbus, Ohio 
Pennsylvania Rubber & Supply Co., 2819 Pros 
pect Ave., Cleveland, Ohio 
Lone Mote Mart, 301 E. 2nd St., Dayton 1, 


Genuine Parts Co., 241 W. 6th St., East Liver- 
pool, Ohio 

Ohio Automotive Supply, 23¢ E. Front 8t., 
Findlay, lo 

Savage Auto Supply, 636 Maple Ave., Hamil- 


ton. lo 

Pennsylvania Rubber & Supply Co., 1769 Broad- 
way, Lorain, Ohio 

Siferd-Hosseliman Inc., 129 W. Elm St., Luma, 


& Supply Co.. 110 N. 
Mulberry St., Mansfield, Ohio 
128 Front St., Marietta, 


Automotive Supplies Inc., 595 W. Church St.. 
Newark, Ohio 

Sandusky ‘eo Se Inc., 424 Huron Ave., 
Sandusky, 

Lewis Motor er, 32 N. Center St., Spring- 
field, Ohio 

Genuine Parts Inc. of Steubenville, 240 N. 4th 
St., Steubenville, Ohio 

Pennsylvania Rubber & Supply Co., 206 Vine 
St. 8. Warren, Ohio 

Pennsylvania & Supply Co., 104 E. 
Lee og Youngstown, Ohio 

Morris & Snyder Auto Parts, Inc.. 806 W. Main 
St., Zanesville, Ohio 

Severin Supply Co., 822 N. Broadway, Oklahoma 
City 2, Okla. 

ag % Parts Co., 818 S. Detroit St., Tulsa 

Ballou & Wright, 327 N. W. 10th Ave., Port- 


e. 
718 Allen St., Allentown, Pa. 
Supply Co., 1917 Margaret Ave., 
toona, Pa. 
Bradford Motor Parts Co., 62-64 Webster Ave., 
Bradford, Pa. 
8 ior Auto Accessories, Wayne & Washington 
ts., Butler, 
ag agg A Auto Parts, 170 N. 2nd, Chambers- 


urg, 
Miller Auto Parts, 23 N. 2nd St., Clearfield, Pa. 
Auto rome Co., Inc., 236 W. Long Ave., Du- 


Bois, Pi 
ne. I “D., 1019 Northampton St., Easton, 
Penneyianta patter & Supply Co., 237 E. 7th 
it ‘a 
Harrisburg Auto Parts, 1021 Market St., Har 
risburg, Pa. 
Hazelton Automotive Service, 316 E. Noble St., 
Hazelton, Pa. 
— Parts ~~ Ine., Taylor & Gompers Ave., 
jana. 
Automotive , Co., 111 Adams St., Johns- 
town, 
ee Auto Parts, 215 Jacob St., Kittaning, 
—~ & Doseh, 324 N. Queen St., Lancaster, 
we E. 8., Co., Ine., 1101 Cumberland 8t., 
Lebanon, Pa. 
———, Supply Co., 25 Chestnut St., Lewis- 
a. 
Pittsburgh Auto Equip. Co., 215 Arch 3St., 
Meadville, Pa. 
a Auto Equip. Co., 528 Taylor St., 
ew Castle, Pa. 
Pentayivanie Rubber & Supply Co., Beers Bidg., 
Berlin Auto Supply Co., 5922 N. Broad St., 
Philadelphia, Pa. 
Pittsburgh. Auto Equip. Co., 5808 Baum Blvd., 
Pittsburgh, Pa. 
Youse, E. 8. Co., Inc., Beech & Penn Sts., 
Pottstown, Pa. 
Auto Parts Co., a 539 E. Mahoning St., 
Punxsutawney, Pa. 
Youse, E. 8., Co., Inc., 522 Chestnut St., 
Reading, Pa. 
K&k Hi K Auto Parts Co., 312 Mulberry, Scran- 
ton 2. 
Youse, BE. 8., Co., Inc., 832 N. 6th St., Shamo- 
‘a. 
Pittsburgh Auto Equip., 38-42 S. Main Ave., 
Sharon, Pa. 
ee ws Auto Parts Co., 128 S. 2nd St.. Sun- 
. Pa. 
Craig Motor Service, 286 E. Fayette St., Union- 
a. 
Norris, BR. W., Co., Inc.. 341 Pennsylvania Ave. 
W., Warren, Pa. 
Ohio Valley Battery & Ignition Co., 238 W. 
Chestnut St., Washington, Pa. 
K & K Auto Parts Co., Ine., 283 S. Main St., 
Wilkes-Barre, Pa. 
Automotive Supply Co., 243 W. 3rd St., Wil- 
Hamsport, Pa. 
Harrisburg Auto Parts, 309 W. Market St., 
York, Pa. 
Manning, Wm. T.. Ce., 19 Long Wharf St., 
Newport, R. I. 
Manna- Hoffman Suely Co., Inc., 55 Geo. M. 
Cohan Memorial Blvd., Providence, R. I. 
Charleston aa Parts Inc., 63 Hasell St. 


Battery & Electric Co., 300 Buneombe St., 
Green . 


ville, 8. C. 


Please mention National Safety News when 


inn §=directory of fire protection and 


Spartan Automotive Inc., 300 W. Main St., 
Spartansburg S 


—- Auto Parts, 508 S. Main St., Ander- 


quntees’ Parts Co.. 1800 Blanding St., Colum- 
bia, 8. 

General Motor, Equip. Co., Inc., 109 8. Lawler 
St., Mitche D. 

L & L Motor 24. Co., 108 8. Dakota Ave., 
Sioux Falls, 8. 

Southern Auto Supply Co., 507 Broad 8t., Chat- 
tanooga, Tenn. 

Service Auto Parts Co., Emory Park & Central 
St. Knoxville, Tenn. 

Mills-Morris Co., 171 Dudley St., 
enn. 

Keith-Sinclair Co., Ine., 1141 Broadway, Nash- 
ville 2, Tenn. 

Counts Automotive Supply Co.. 320 W. Market 
St., Kingsport, Tenn 

Beard & Stone Electric Co., Inc., 3909 Live 
Oak, Dallas 21, Texas 

Car Parts Depot, Inc., 211 N. Cotton Ave., El 
Paso, Texas 

ma 2 an Co., 

at "Ce. 514 5th S8t., 
Texas 

Taylor, Robt., & Sons, 1077 S. Main St., Salt 
Lake City 10, Utah 

George, J. S., Supply Co., 112 North St., Bur- 
lington, vt. 

Hathorn’s Inc., 261 Chase Ave.. Rutland, Pt 

Goldberg’s Auto Service, Inc., 121 Portland St., 
St. Johnsbury, Vt. 

Motor Specialty Co., Inc., 114 10th St. N. W., 
Charlottesville, Va. 

McClung Bros., Ine., Covington, Va. 

Auto Soeseny Co., Inc., 525 Loyal St., Dan- 

a. 
Motor Parts, Charles & Bridgewater 
, Fredericksburg, Va. 

Green Auto Pts. Co., 14 N. Liberty St., Har 
risonburg, 

Southern Parts & Bearings, 910 Commerce St., 
Lynehburg, . 

Chesapeake Auto Supply, 2ist & Granby S8St., 
Norfolk, Va. 

Geis, Fred T., 34th & Virginia Ave., Newport 


Memphis, 


1420 Dallas Ave., Houston 


San Antonio 6, 


News, Va. 
Richmond Auto Parts, 1207 N. Boulevard, Rich- 
mond, Va. 
Auto Spring & Bearings Inc., 
8. W., Roanoke, Va 
Simmons Parts Co., Inc., 
Staunton, Va. 
Distributors Ine., 22 Amberst St., 


Motor Sales Co., 1534 llth Ave., 
Bluefield, W. Va. 

Colyear Motor Sales Co., 
Seattle 22, Wash. 

Counts Automotive Supply Co., 
Spokane 6, ash. 


100 Luck Ave. 
119 S. Augusta 8t.. 


126 8. Sheridan St., 
233 Bluefield 
Co., 1203 Virginia St., 
135 N. 6th St., 
Inc., 307 3rd S8t., 
Inc., 120 Jackson 


. va 

Motor Car Supply, 4th Ave. & 6th St., Hunt- 
ington, Va. 

Motor Car Supply Co., Logan, W. Va. 

Pittsburgh Auto Equip. os 13-17 Beechurst 
Ave., Morgantown, W 

Motor bw Supply, 1505 13th St., Parkersburg 


w. 
Ohio Valley Battery & ee 16th & Eoff 
St.. Wheeling, W. 

Williamson Supply Ce. 206 2nd Ave., Wil- 
liamson, W. Va. 
Rudy, Fred P., Co., 5825 8th Ave., Kenosha, 


Wis. 

Motor Parts & Equip., Inc., 2nd & States Sts., 
LaCrosse, Wis. 

Northern Auto Supply Co., Marshfield, Wis 

Shadbolt & Boyd Co., 413 N. 2nd St., Mil- 
waukee 1, 5. 

Casper Supply Co., 444 S. Center St., Casper, 
Wyo 

Phelps- Roberts Corp., ” adios 14th St., N. W., 
Washington 9, D. 


Prairie State Products Co 
3822 Lawrence Ave., 


Chicago 


Protectoseal Company 
1920 S. Western Ave., 


Chicago 


Pulmosan Safety Equip. Corp. 
644 Pacific St., Brooklyn 17, N. Y. 


BRANCH OFFICES: 


1007 Washington Ave., St. Louis 1, Mo 


DISTRIBUTORS: 
Located in Principal Cities 


Pyle-National Co. 
1334 N. Kostner Ave., Chicago 51, Ill. 


BRANCH OFFICES: 
242 Anderson St., Los Angeles 33, Calif. 
1417 Market St., San Francisco 3, Calif. 
801 W. Sth Ave., Denver 4, Colo. 
Magnolia Ave., Orlando, Fila. 
2700 Roosevelt Rd.. Broadview, Ill. 
5250 Keystone Court Bidg., Indianapolis, Ind. 


ntacting any 


control equipment sources 


20 Providence St., Boston 16. Mas 

16525 Woodward Ave., Of. #14, Detroit, Mich 
1608 Pioneer Bidg., St. Paul 1, Minn. 

1214 W. 47th St., Kansas City 12, Mo. 

812 Olive St., St. Louis, Mo 

415 Lexington Ave., New York, N. Y. 

639 S. Warren. Syracuse 2. N. Y. 

1508 E. 4th St., Charlotte, N. C. 

2249 Losantiville Rd., Cincinnati 13, Ohio 
1836 Euclid Ave., Rm. 421, } aes 15. Ohio 
1526 E. 4th St., Tulsa 20, Ok 

1505 Race St., Rm. 1817, Philadelphia, Pa. 
239 4th Ave., Pittsburgh 22, Pa. 

5523 Dyer St.. Dallas 18, Texas 

1115 Dunlavy St., Houston 25, Texas 

1605 Court Square Bidg., Arlington, Va 

1138 Poplar Place, Seattle 44, Wash. 

743 N. 4th St., Milwaukee, Wis. 


REPRESENTATIVES: 


Stout, Curtis H., Inc., 400 Shall St., Little 
ock, r 

Koeln, Geo. R., & Co., 144 Walker St., S. W.., 
Atlanta, Ga 

Linzer, Alfred E., Co., Inc., 1507 Kapioani 
Blvd., Honolulu, Hawaii 

Stout, Curtis H., Inc., 409 Fairfield Bldg 
Shreveport, La. 

Stout, Curtis H., of Loulsiana, Ine., 
tional Trade Mart, New Orleans 12, La. 
Stout, Curtis -, Ine., 706 Electric Bidg 

Jackson, 

Black, Ralph B., Co., 721 Loma Vista Dr 
N. E., Albuquerque, N. M. 

Stout, Curtis H.. of Tennessee, Inc.. 718 M&M 
Bidg., Memphis, Tenn. 

Holden Co., Ltd 
Montreal, Que., 


Interna 


614 St. James St. West 
Canada 


Randolph Laboratories, Inc. 90 
1450 Frontage Rd., Northbrook, Il. 


Raybestos-Manhattan, Inc. 
Asbestos Textile Div. 
Manheim, Pa. 


Ready Made Sign Co., Inc. 
115 Worth St., New York 13, N. Y. 


Record Industrial Co. 
3301 Arch St., Philadelphia 4, Pa. 


Reece Wooden Sole Shoe Co. 
13th St. & 4ist Ave., P.O. Box 32, 
Columbus, Neb. 


DISTRIBUTORS: 
Located in prineipal cities. 


Reeves Sales Co. 
4635 McGee St., Philadelphia 35, Pa. 


Reliable Automatic Sprinkler Co., Inc. 
525 N. MacQuesten Parkway, 
Mt. Vernon, N. Y. 


Rochester Safety Equip. Co., Inc. 
83-85 Howell St., Rochester 7, N. Y. 


Rock Royal Corp. 
120 S. LaSalle St., Chicago 3, Ill. 


DISTRIBUTORS: 
Electrofax Corp., 
lis 8, Minn. 
Rockwood Sprinkler Div. 67 
Gamewell Co. Subsidiary, 
E. W. Bliss Co. 
38 Harlow St., Worcester 5, Mass. 


BRANCH OFFICES: 
Phoeniz, Ariz. 
Los Angeles, Calif. 
San Mateo, Calif. 
Chicago, Ill. 
Indianapolis, Ind. 
N , La. 


7Tll W. Lake St., Minneapo- 


Minneapolis, 

St. Louis, 
Newark, N. J. 
Buffalo, N. Y. 
New York, N. Y. 
Charlotte, N. C. 
Cincinnati, Ohio 
Cleveland, Ohio 
Philadelphia, Pa. 
Memphis, Tenn. 


organizations. 
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Houston, Texas 

Milwaukee, Wis. 

Oshkosh, Wis 

— Worcester-Rockwood Ltd 
jue. 


Rose Mfg. Co. 
2700 W. 


DISTRIBUTORS: 
Harless, L. P Co., 2627 
Birmingham, Ala 
Utilities Supply Co., 419 8S, 
riz. 


Tth Ave., 
Tth St., 


Fire Appliance & Safety Co., 
Little Rock, Ark. 
Bullard, E. D., Co., 6719 8. 
Angeles 3, Calif. 
Johnson, A. F Co., 
North Hollywood, Calif. 
Bailey Equip. Co., Ine., 
San Diego 1, Calif. 
Brenton Equip 
Francisco 7, Calif. 
Bullard, E. D., Co., 
Calif. 
Goodall Rubber Co., 


‘olo. 
Safety Equip. Co., 1630 
Col 


Figueroa S8t., 


3856 California 
374 Brannon St., 
2680 Brideway, Sausa 


1033 Santa Fe, Denve 


17th S8t., 


io 

Abern Safety Equip. Corp., 2 Eld St 
Haven, Conn 

Safety Equip. Co. of Florida, 109 Hamiller 
Tampa, Fia. 

— Equip. Co., 634 Orleans St., Chi 
10, Tl 

Universal Safety Equip. Co., 5115 W 
Ave., Chicago 39, Ill 

Zink Safety Equip 
way, Kansas City 15, Kan 

Orr Safety Equip. Co., 1555 S. 
ville 2, K 

Guardian Safety Equip Co., 3615 
Heights Ave., Baton Rouge 6, La 

General Equip. Corp., 261 Franklin St., 
10, Mass. 

Boyer-Campbell Co., 6540 St. 
troit 2, Mich 

Continental Safety Equip., Inc., 1551 
Ave., St. Paul 4, Minn 

Safety, Inc., 17 E. 3lst St., Kansas C “inf 8, 

Safety, Inc., 3230 Olive St., St. Louis, 

Big Horn Supply, Inc., P. 0. Box 
irgs, Mont. 

Notte Safety Appliances Co., 340 N. Park 
East Orange, N 

Guardian Safety 
St., Orange, N. 

Adair, Robin W Co., Avoca 

American Allsafe Co., Ine., 
Buffalo 13, N. ¥ 

Acme Safety Equip Co, 387 
Akron 20, Ohio 

Orr Safety Equip. Co., 
Cincinnati, Ohio 

Safety First Supply Co., 
Cleveland 9, Ohio 

Guardian Safety Equip. Co., 1742 8 
Tulsa 14, Okla 

Sanderson Safety Supply Co., 
thorne Bivd., Portland 14, Ore 

Guardian Safety Equip. Co., 214 8. 45th 
Philadelphia 4, Pa 

Industrial Products Co., 2820 N. 4th St., Ph 
delphia 33, Pa 

Safety First Supply Co., 
burgh 19, Pa 

Safety Equip. Distr. Co., 832 
W., Knoxville, Tenn. 

Clement Safety Equip., 
phis. Tenn. 

Guardian Safety Equip. Co., 
Dallas, Texas 

Guardian Safety Equip. Co., 
Houston 19, Texas 

Universal Safety & Fire Equip. Co., P. O 
1587, Salt Lake City, Utah 

Union 8St., 

115 Blanchard St., 


10th St., 


Antoine St., 


_ Equip. Co., 400 8 
J. 


N. Y 
1245 Niagara 


425 W. 35th 


Main 


425 Magee St., 


720 S. Third St., 


3107 Commerce 


Paxton Company, 407 

Safety & Supply Co., 
1, Wash 

Industrial Safety Supply Co., 5518 

Ave., 8.E., Charleston 1, W. Va 

Safety First Supply Co., 1104 Quarrier 
Charieston 1, W. Va. 

Protective Equip., Inc., 
Milwaukee 6, Wis 
Universal Safety Equip. Co., 

Milwaukee 15, Wis. 
Levitt-Safety, Lid., 747 Vaughan Rd 

Ont., Canada 
Safety Supply, 

Canada 


2001 W. 
3155 S. 7th 


Capitol 


214 King 8t., 


Main Ave., 
Mem - 


Montreal 


21 


Barberry Place, Denver 4, Colo. 


South 
Phoenix 


114 W. Markham 


Los 


10430 Burbank Bivd., 


8t., 
San 
lito 
r 4 


Denver 2 


New 
8t., 


cago 


Diversey 
Fairfax Traffic 

Louis - 
Capitol 


Boston 


De 


Selby 


Mo. 


Mo 
2036, Bill- 


St., 


Jefferson 


St., 


Storer Ave 


2853 Coleraine Ave., 


St., 


St. 


816 S.E. Haw- 


8t., 


nila- 


Pitts 


Ss 


St., 


P. O. Box 13384, 


Box 


Norfolk, Va. 
Seattle 


McCorkle 


St., 
Dr., 


&t., 


Toronto, 


E., Toronto, Ont., 


Rysdon Products Co., Norse Control Div. 
8800 S. Vincennes Ave., Chicago 28, Ill. 


= ae 


Safety Clothing & Equipment Co. 
1990 E. 69th St., Cleveland 3, Ohio 


Safety First Products Corp. 
175 Saw Mill River Rd., Elmsford, 


73 


N. Y. 


Safety First Supply Co. 
425 Magee St., Pittsburgh 19, Pa. 


BRANCH OFFICES: 
4251 W. 35th St., Cleveland 9, Ohio 
858 W. Delaware Ave., Toledo 10, Ohio 
1104 Quarrier St., Charleston 1, W. Va. 
47 Garland Ave., Wheeling, W. Va. 


Safety Floor Products 
3038 W. 84th Place, Chicago 52, Ill. 


Sarole, Inc. 
228 N. Wood Ave., Linden, N. J. 


DISTRIBUTORS: 
McDonald, B. F., Co., 5721 W. 
Angeles, Cali?. 
Joliet Marine Supply, 63 N. 
Joliet, Til. 


Jones, Kenneth K., 
antville, mn ¥. 
Charters, Wm., Stony Point, 

G. Roland Lawton 
lege Point, N. 

Falvey Surgical Supply Co., 
abeth, N. J. 


* 


Morris Ave., 


Scientific Industrial Supply Co. 
17 E. 23rd St., Chicago 16, Ill. 


Scott Aviation Corp. 
225 Erie St., Lancaster, N. Y. 


BRANCH OFFICES: 


Fulton-Ventura Bidg., 
Studio City, Calif. 


DISTRIBUTORS: 
Safety Engineering & Supply Co., 
1648, Birmingham, Ala. 
Alaska Welding Supplies, 
chorage, Alaska 
Thunderbird a Se 
Rd., Phoenix, 
Dickson Safety *pisdests Co., 
ington Bivd., Los Angeles, Calif. 
E. D. Bullard Co., 2680 Bridgeway, 


lite, Calif. 
Bridgeport Industrial Products Co., 


13273 


Hamden 4, Conn. 
Industrial Safety Supply, Inc., 574 New Park 


Ave., Hartford, Conn 
Safety Equip. Co., 
wer, Colo. 
Union Supply Co., 5460 Colorado Bivd., 
ver, 


1630 Seventeenth 


96th St., 
Desplaines St., 
1 Brookfield Place, Pleas- 


162 


Les 


N. Y. 
Co., 121-14 14th Rd., Col- 
Eliz- 


41 
Ventura Blvd., 


P. O. Box 
Inc., Box 677, An- 
2255 W. McDowell 
12921 W. Wash- 


22 


8t., 


Den- 


Southeastern Safety Cw Co., 730 Miami 


Cirele, N.E., Atl 
Gaspro. ‘Bor 2454, Honolulu, 
Protective Equipment Co., 

Chicago 

Safety Fiuip. & » Guew Co., 


t., 
Indiana ne Prevention Co., 
St., Indi 
Mid- Continent 
2027 N. B 


545 8. 


lis, Ind. 
Transmission & Supply, 
chita, Kans 


wi 
Orr Safety Equipment Co., 


Louisville, Ky. 

Delta Fire & Safety, Inc, Box 1669, 
Center Station, Lafayette, La. 
Blanchard Associates, Inc., Winthrop, Me. 

ce Equip. Co., 717 Bolyston 


Boston 
General Baul. " Corp., 261 Franklin St., 
Joseph aoe hoe Murphy, 15 School S8t., 
water 
Charles’ H. Clougherty, 39 Miller St., 
David "G. Deane, 104 Washington Rd., 
field, Mass. 
Safety Products Co., 4461 W. 
Ave., ne. Mich. 
ng - Fee 5285 E. Outer Dr., 
Safety Services, Inc., 1903 W. 
, Mich. 
& RS. Mars Co. 324 W. 


Duluth, Minn. 
Protection Sales Co., 3107 


Main 8t., 


* lis, nn. 
Minnesota Fire Equip. Co., 


Hawaii 
634 N. Orleans 


1724 W. Main 


St., 


East 
Ine., 
1551 S. Tenth 8t., 


oll 


St., 


Bos- 
Bridge- 
Med- 
Spring- 
Jefferson 
De- 
Kals- 
Michigan 
Penn Ave., 
2409 Hennepin Ave., 


M polis, Minn. 
Viking Safety Products, Inc., 3431 E. 25, Minne- 


apolis, Minn 
Safety, Ine., 3230 Olive St., St. Louis, 


Mo. 
= Horn Supply, Inc., Box 2036, N. Billings, 


ont. 
=a yy Equip. Co., 
t. 
Notte Safety Appliances, 340 N 
Standard “Safety Equip. Co., 


Newa 
~~ Supply" és, 52 8S. Hawk 8&t., 


400 8. Jefferson 
Park 8t., 
604 Broadway, 
Albany, 


Inc., 1245 Niagara 


1362 Kenmore Ave., 


Young Fire Equip. Corp., 
Bailey, Suffalo, N. Y. 


Buffalo, 
1548 William at 


EXPORT DIVISION: 
Sou Oxygen Co. 


SOOPEALOUODALUADEESUAAEGAAUPPM EAU AAA eke etd 


eda Oxygen, E. Park Rd., Hyde 


NT wilson Corp., 47-50 38th 8t., 
Island, N. Y. 
Fire Bauipment Co., 2070 





Island, N. 7 
George H. Bartels Co., 188 Ann St., Pearl 
River, Y. 


N. 
Syracuse Supply Co., Court St. Rd. & Ridings 
Rd., Syracuse, N. 
Blom Equipment Co., 2299 Fifth Ave., Troy, 
Link Fire Equipment Service, 1415 Lincoln 


ang Utica, N 
‘Westenester, 202 Lexington 


ane, White Plains, N. Y. 
Safety Supply Co., 11 Longworth 8t., 


mbus, Ohio 
re Equipment and Welding Supply, 731 Main 
t., Zanesville, Ohic 
Guardian Safety Equipment Co., 1425 8. Main 
St. 
Munnell & Sherrill, Inc., 1163 Northeast 63 
Ave. 
Quaker Cw road “eg J Co., 3207 Kensing- 
jardian Batet *rauipment Co., 214 8. 45 8t., 


Gustin Safety 
soley First Septy Co., 425 Magee St., Pitts- 


ladelphia, 
bu 
C. H. Yetzer & Son, 1 Fleming Ave., 8t. 
Marys, 
George C. Adams, Box 53, Harmony, R. I. 
Safety Equip. Distributing Co., 832 W. Main 
cthwes Equipment & Extinguisher Co.. 526 
Sou it ment ¥ 
Palm Dr., P. 0. Box 517, Corpus Christi, 


Texas 
Raginouting Supply Co., 6000 Denton Dr., Dal- 
as, 
Settle Safety Supply Co., P. O. Box 9826, Dal- 
E Co., P. 0. Box 


Fire 
San Francisco, El Paso, po 
Box 





Fire Equ t Co, P. O. 
. W. Temple, Salt Lake City. 
Utah 
Jones Weldi; plies, 225 El h St. 8. E.. 
Roanoke, 
L. N. sae Sons, 1204 Westlake Ave., N., 
outs 
& Supply Co., 119 Blanchard St., Seat- 
tle, ‘ash. 
Fire ie Co., 925 St. 
Beloit, 
Mel > “Portonville, 
Queen Th Sao Co., wih Grant St., Mari- 
nette, W! 
Southern (a Co., P. 0. Box 5087, Wash- 
ington, D. C. 
Safety Supply Company, 214 King St., E., 


Toronto, Ontario, Canada. 
Branches in all principal cities 





Lawrence Ave., 


, 250 W. 57 St., New York 


19, N. Y. 


Seco J Co. 
4461 W. 


. Jefferson Ave., Detroit 9, Mich. 


Sclecte Flash Inc. 
287 McKinley Ave., East Orange, N. J. 


ety Py; 
Highway 53 at U. S. 14, Palatine, Ill. 


DISTRIBUTORS: 


Als. 
Welding Supply Co., 950 Bell 8t., 
1205 ontgomery Als. 
Bupply Co., P. O. Box 2111, 


lslelyir’ 
REFEREE oo, 
its 
ze 9 


afi 
i 


Please mention National Safety News when contacting any of these organizations. 
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Moses Quzemn Co., New Savannah Rd., Box 
Depis Welding Supplies, Ine., 628 E. Williams. 
Ill-Mo. “Products Co., 555 Sandusky, Jackson- 


ville, Til. 
McGarvey, H. 64 Margaret, Pekin, Ill. 


R., 3 
Produetion Supplies Inc., 9490 Franklin Ave., 
vn Park, 
o. Sa. Ine., 634 N. Orleans St., Chi- 
Supplies, Inc., 105 Greenwood 
Ave., Waukegan, Il. 
Central Welding .. pot. Co., 5311 W. Di- 
versey eg 1. 
Tc > Wee con 30 W. Monroe St., Chi- 
Safety Equip. Co., 431 N. Quentin 
Rd., Palatine, Tl. 
Walters Supply Co., 806 Broadway, Roek‘ord. 
Calumet Welders Supply, 1122 Virginia St.. 
eld Co., of Indiana, Inc., 2001-00 W. 
Washington St., Indianapolis 22, Ind. 
Co., 108 8S. Washington 8t. 
Marion, Ind. 
Mineweld Co. of Indiana, Ine., 1339 N. 13th 
St., Terre Haute, Ind. 
Kacena Co., 829 2nd Ave. S.E., Cedar Rapids. 
Bock Bros. Welding Supply, Box 292, Fort 
Dodge, Iowa 
Barclay Co., 216 2nd St. S.W., Mason City 
Valley Supply Co., 1200 W. 2nd, Ottumwa. 
a 
Newkirk Sales Co., 417 W. 5th St., Waterloo, 
Monroe > gy Supply Co., 212 Fairmount, 
225 Jackson Bilvd.. 
Lampton Welding Supply Co., 601 N. Washing- 


° . Kan. 
Brown Welding Supply Co., 7th & Elm 
n. 


Prestonburg, Ky. 
= Welding Supply Co., 525 Corral St., 


Ky. 
Iron Co., 229-233 8. Ist St., Pa- 
ducah, 
General Welding Equip. Co., 2603 8. Floyd 
8t., isville, y. 
Louisiana Welding Supply Co., 1931 Plank Rd., 


Baton Rouge, 
Shaw Oxygen Co., Box 581, Monroe, la. 
Gulf Welding Equip. Co., P. 0. Box 455, New 


La. 

Maine Oxy-Acetylene Supply Co., Adams St.. 
Auburn e. 

~ Prevention Co., 511 Hollingsworth Ave., 


wilen welding Supply Co., P. O. Rox 87, 
Me = Hwy. & U. 8. Rt. 220, Cumber- 


Jackson Welding Supply Co., 294 Tomewild 
Ave., Jackson, Mi 
i Optical Co., 15 N. Saginaw, Pontiac, 


Kindy Optical Co., 302 W. Western Ave.. 
uskegon ch 


Mich. 
Kindy “Sptical Co., 9233 Grand River Ave., 
Detroit, Mich. 

Speidel Safety Service, 22150 Westhampton. 
Park 37, Mich. 

— Rg Aid ogg ~ _ 827 2nd Ave.. 
.. Minneapolis, M 

Kindy” Optical Co., 5 w. aperter St., Duluth. 


Kindy Optical Co., 22 E. 7th, St. Paul, Minn. 
her Welding Supply Co., 119 4th St. 
ter, Minn. 
Gulf Welding . Co., 212 Broadway Pr.. 
ss 


Hattiesburg, 
Raseo., Inc., 4565 DeTonty, St. Louis, Mo. 
Welding Eauip. Supply na Inc., 520 Truman 
.. Kansas City 6. 
> 4 Optical Co., 107 8. 16th St., Omaha, 


Sierra Oxygen Co., 1500 E. 2nd St., Reno, Nev. 

Standard Safety Equip. Co., 604 Broadway, 
Newark 4, N. J. 

| Three Wetting Supply Co., 4318 2nd St.. 
Ibuquerque, N. M. 

Big , Welding Supply Co., Farmington 


Albany Welding Supply Co., 20 Center St.. 
Albany. 


American aia Co., 1245 Niagara St., 
Buffalo, N. Y. 


Regis Voye Co., 285 Parker Ave., Buffalo, 


Carolina Wilting Supplies Inc., 801-803 N. 
West S8t., leigh, N. C. 
Edmae, Inc., 1018 N. Liberty St., P. 0. Box 
008, Winston-Salem, N. C. 
Standard Safety Equip. Co., 855 FE. 152nd 
St., Cleveland 10, Ohio 
of ce Ine., 1245 McCook 
0 


Mineweld Co. of Ind., Inc., 964 8S. Elizabeth 
8t., Lima, Ohio 

Fire Equip. & Weldi 8 lies, 731 Main 
8t., Zanesville, Ohio oe 

Oklahoma Oxygen Co., 2750 meee Springs Rd., 
P. O. Box 910, Tulsa. Ok! 

Toledo Oxygen & Equip. Co. 1310 Elm 8&t., 
Toledo 4, Ohie 

Delaware Valley Safeguards Co., 400 Nichols 
St., Leesport, Pa. 

Protective Clothing Co., P. 0. Box 8076, Pitts- 
burgh 16, Pa. 


Industrial nm Supplies, Ine., 980 E. Bay 
&t., Charleston, 8. C. 


Please mention National 


Industrial Welding poets, Inc., 1209 Wayne 
St., Columbia, 8. 

Dakota Welding Rises Co., Highway 212 & 
E. llth St., Watertown, S. D. 

Brooks Welding Co., 700 Manufacturers Rd. 
Chattanooga, Tenn. 

Oxygen Service Co., 509 E. Main, Kingsport, 
Tenn. 

Price-Bass Co. Ine., 195 Hermitage Ave., 
Nashville 10, Tenn 

Standard Welders Supply Co., 363 Walnut S8t., 
Memphis 4, Tenn 

Tenneessee Welding "Supply Co., Morelia Ave. 

. Central Ave., Knoxville, Tenn. 

Big Three Welding Supply Co., 616 Phillips 
Rd., Borger, Texas 

Big Three Welding Supply Co., 1830 E. Pai- 
sanc Tr., El Paso, Texas 

Big Three Welding Supply Co., P. O. Box 
1538. Fort Worth, Texas 

Big Three Welding Supply Co., 1107 Glade- 


, Texas 
2406 Erskine 
as 
Supply Co., 2504 W. 2nd 


, as 

Big Three Welding Supply Co., P. 0. Bor 
3047. Houston. Texas 

Big Three Welding Supply Co., . O. Box 
6098, Austin, Texas 

Big Three Welding Supply Co., . 0. Box 
2224, San Antonio, Texas 

Big ‘Three Welding Supply Co., . 0. Box 
1896. Corpus Christi, Texas 

Big Three Welding Supply Co., 4895 Purt 
Arthur Rd., Beaumont, Texas 

Welders Supply Inc., 480 8S. Industrial, Dallas, 


Rubber Co., 631 S. 2nd West, Salt 

Lake City, Utah 

Barker-Jennings Co., 1001 Commerce St. 
Lynchburg, Va. 

Hampton Roads Welders Supply Co., Inc., 21st 
St. at Woddorw Ave., Norfolk 10, Va. 

Watkins Welding Supply Co., 1548 E. Cary S8t.. 
Richmond 19, Va. 

w ye. 2086 Laburnum Ave., S. W., Roanoke, 


Ween Supply Co., 4000 7th Ave., Seattle 8 
‘ash. 


tien Oxygen Co., West 1021 Broadway 
Spokane, Wash 

Pocahontas Welding Supply Co., P. O. Box 
1256, Bluefield, W. Va 

Virginia Welding Supply, 114-116 Virginia St 
Fast, Charleston, W. Va 

Kelsey Welding & Engineering Co., 6915 30th 
Ave., Kenosha, Wis 

Kindy Optical Co., 615 N. 3rd St., Milwaukee, 

is 


Randall Graw Co. Ine., 1007 Monitor St., La 
Crosse, Wis. 
Vorpahl, W. A., Co., P. O. Box 847, 1148 
Velp Ave., Green Bay, Wis. 
Worland Oxygen Co., 404 N. Railroad Ave., 
Worland, Wyo. 
Acetogen Welding Supplies Ltd., 1339 Frank 
lin St., Vancouver. B. C., Canada 
Consolidated Fire & Safety Equip. Ltd., 4614 
St. Catherine St. West. P. O. Box 125, 
Westmount, Montreal. Que.. Canada 
Rogers Welding Supplics, I.td., 1119 Wharf 
St., Victoria. B. C., Canada 
Comsa Servicious-Mecaniens Y Maritinos. Calle 
Chile 6-A Apartado 937. San Salvador, El 
Salvador. Central America 
Manuel & Ayau Sues.. 15 Arvenido 10-53 
Zona 1, Guatemala City, Guatemala, C. A 
Fabrica National de Oxigena Y Apartado 
3624. Calle 13 #37-16,. Bogota, Co- 
S.A 
Maquinaria Y Accesorios, S. A.. Box 333 
Tegucigalpa. D.C. Honduras, C. A 
Julio Martinez, Apartado *74 Managua, Nica- 
Tagua, C 
L. C. MeGibhon Co., 140% Orange St., Kings- 
ton, Jamaica, B.W.I 
Compania De Oxigeno Harana. S.A., Apartado 
2869, La Habana, Cuha 
Cia Productora De Origenn, S&S A Anortado 
818. 5 De Mayo 1175 [te., Monterrey, N. L., 
Mexico 
Electrodas Monterrey, S. A., Apartado 723. 
Mexico 1, D. F., Mexico 
Gases Y Flectrodas, S. A.. 5 De Mayo 1175 
Pte. S. A., Monterrey, N. L., Mexico 
Oxigeno De Chihuahua, Apartado 318. Chihua- 
hua, Merico 
Alfaro, A. J., P. 0. Box 1211, Panama City, 
Republie of Panama 
Juan Marina Garcia, Inc., P. 0. Box 4526 
San Juan, Puerto Rico 
Abarca Warehouses Cor.. P. O. Box 2352, 
San Juan 10, Puerto Rico 
El Cometa, P. O. Box 2030, Ponce, Puerto Rieo 
Curacao Hardware Co.. N. V., P. O. Box 26, 
Curacao, Netherlands Antilles 
Compania Chilena Aga 8S. A., Casilla 2738, 
Santiago de Chile. S. A 
Corporacion Ecuatoriana Europea, S. A., Casilla 
3997, Guayaqril, Ecuador, S. A 
Distribuidora Intcramericana, 8. P., P. O 
Box 4217, Lima, Peru, 8S. A. 
S. A. White Martins, Rua Beneditions 1A 7, 
P. O. Box 455, Rio de Janeiro. Brazil, S. A. 
Venezuelan Supply C. A., Apartado 1871 
Caracas, Venequela, 8S. A 
Powell’s Industrial Works, S. A., Box 426, 
Port-au-Prince, Haiti 
Ramea, C, por A.. 30 de Marzo No. 139, Ciudad 
Trujillo, Dominiean Republic 


Setlow, M., & Son, Inc. 
P.O. Box 1784, New Haven 7, Conn. 


DISTRIBUTORS: 


Bullard. E. D., Co., 2680 Bridgeway Bivd., 
Sausalito, Calif. 
—_— Samuel J., Inc., 40 Platt St., Ansonia. 


Bridgeport Ind. Prod. Inc., 22 Cross St., Bridge- 
port, Conn 

Abern Safety Equip. Corp., 2 Eld S8t., New 
Haven, Conn. 

Industrial Sales Corp., 196 Mill St., Water- 
bury, Conn 

Safety Equip. Co. of Florida, 109 Hamiller 8t., 
Tampa, Fla 

Scientific Industrial Supply Co., 2958 8. Ver- 
non Ave., Chicago, Ill. 

Safety Equip. & Supply Co., 1724 W. Main 

_. St., Fort Wayne, Ind. 

Orr Safety Equip. Co., 300 E. Main 8t., 
Louisville, Ky. 

Seco Safety Prod., 4461 W. Jefferson St., 
Detroit, Mich 

Safety, Inc., 2608 Olive St., St. Louts, Mo. 

Wilkie Optical, Inc., Shreve Ave, & N. J 
Tpk., Barrington, N 

Firematic & Savety Equip, “Co., 463 River Dr., 
Garfield, N. 

Guardian Safety Equip. Co., 400 8. Jefferson 
St., Orange, N. 

New Jersey Safety Equip. Co., 299 Park Ave., 
E. Orange, N. 

Prince Rubber & qesties Co.. 1675 Niagara 
St., Buffalo, ° 

Steinwach's Safety 1573 8S. Park Ave 
Buffalo, » 2 

Union Industria! Eoulp. Corp., 40 Beech St. 
Port Chester. N. Y. 

Safety Clothing & Equip. Co., 1990 E. 69th 
St.. Cleveland. Ohio 

Safety Engineering & Appliance Co., 1704 
Spring Rd., Cleveland, Ohio 

Dayton a. Supply Co., 316 Longworth 8t.. 
Dayton, Ohi 

Guardian Rafety Equip. Co., 1742 8. Main 8t., 
Tulsa, Okla. 

General Scientific Equip. Co.. Box 3088, Phila 
delphia, Pa 

Guardian Safety Equip. Co., 214 8. 45th 8t.. 
Philadelphia, Pa. 

Industrial Prod. Co., 2820 N. 4th St., Phila- 
delphia, Pa. 

Science House, Inc., 1294 Raven Dr., Pitts- 
burgh, Pa. 

Safety Equip. Dist. Co., 832 W. Main St.. 
Knoxville, Tenn. 


Shell Oil Co. 
50 W. 50th St., New York 20, N. Y. 


DIVISIONS: 


1008 W. 6th St.. Los Angeles 54, Calif. 
1024 13th St.. Sacramento 14, Calif. 
0. Box 3147, San Aa ae 6, Calif. 
P. O. Box 1703, Atlanta 1. 
P. 0. Box 2199. Honolulu 5. Hawall 
624 S. Michigan Bivd., Chicago 5, Tl. 
450 N. Meridian St., Indianapolis 4, Ind. 
P. 0. Box 673, New Orleans 7, La. 
P. O. Box 6870, Baltimore 4, Md. 
441 Stuart St., Boston 16. Mass. 
154 Bagley Ave., Detroit 26, Mich 
100 N. {th St., Minneapolis 3, Minn. 
P O. Drawer 22. St. Louis 66. Mo 
1066 Madison Ave., Albany 8, N. Y. 
41-70 Main St., Flushing 55, N. Y. 
P. O. Box 5818, Cleveland 1, Ohio 
1219 Westleke Ave., N., Seattle 11, Wash. 


Singer Glove Mfg. Co. 
860 W. Weed St., Chicago 22, Ill 


Smith, A.. & Son Inc 
1239 Ridge Ave., Philadelphia 23, Pa. 


DISTRIBUTORS: 


Reeves Sales Co., 4635 Magee St.. Phils- 
delphia 35. Pa. 


Smith, D. B., & Co. 
414 Main St., Utica, N. Y. 


Snyder, M. L.. & Son. Inc. 
1828-88 E. Boston Ave., 


Philadelphia 25, Pa. 


BRANCH OFFICES: 


48rd & Broadway. Los Angeles 37, Calif. 

149 Second St., San Francisco 5. Calif. 

1616 N. Tth St., St. Louls 6, Mo. 

71 Columbia St., Seattle 4. Wash 

Snyder, M. L.. & Son, Ltd.: 335-37 Princess 
Ave.. Vancouver 4, B. C., Canada 

Box 660, Woodbridge, Ont., Canada 


Spastees Fibre Co., Inc. 


30 Washington St., Dover, N. H. 


BRANCH OFFICES: 


1780 Shattuck Ave., Berkeley 9, Calif. 
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directory of fire protection and contro! equipment sources 


San Julian St., Los Angeles, Calif 
Sth Ave., San Diego, Calif. 

Main St., Bridgeport, Conn. 

8S. Oxford Rd., Atlanta 7, Ga. 
Lincoln Ave., Chicago 25, Ill. 
Grove Ave., Berwyn, Tl. 

W. Belmont Ave., Chicago 34, Ill 
W. 63rd St., Chicago 38, Ill. 
Fairfield Ave., Fort Wayne, Ind. 


E. Washington St., Indianapolis 19, 


N. Charles St., Baltimore 18, Md 
30 Huntington Ave., Boston 16, Mass. 
44 Washington St., Wellesley 82, Mass. 
964 B. Seven Mile Rd., Detroit 3, Mich. 


Ind. 


8S. Cedar St. Annex, P. O. Box 9216, Lansing 


Mich. 
7247 Olive St. Road, St. Louis 5, Mo 
1500 Big Bend Bivd., St. Louis 17, Mo 
227 8. 6th St., Camden, N. J. 
113 Central Ave., Westfield, N. J. 
9034 Jamaica Ave., Woodhaven. Long Is., 
384 E. 149th St., New York, N. Y. 
310 Wheeler St., Tonawanda, N. Y. 
1206 E. Water St., Syracuse, N. Y. 
3494 Lee Rd., Cleveland 20, Ohio 
1526 Wooster Rd., 


Ohio 
136 S. Ludow St., Dayton 2, Ohio 
8338 W. Lisbon Ave., Milwaukee, Wis 


Special Instruments Laboratory, Inc. 


312 W. Vine Ave., Knoxville 2, Tenn. 


DISTRIBUTORS: 


Browning, E. 8., Co., 2821 Yates Ave., 


Angeles 22, Calif 


. £ 


Rocky River, Cleveland 


Los 


Cassling, Carl, Cotton Exchange Bldg., Dallas. 


Texas 
Federal India Trading Co., P. O. Box 61, 


Ahmedabad, India 


Promesur, 19 rue Eugene Carriere, Paris 18, 


ance 
C. Itoh & Co., Ltd., 362 Chrome Honmachi 


Higashiku, Osaka, Japan 

Suen Ericsson & Co., Packhusgatan 4b, 
borg, Sweden 

M. T. Meadows y Cia. Savmiento 459, 
nos Aires, Argentina 


Leo Lenk, Apartado 533, Mexico 1, D. F. 


Gote- 
Bue- 


Sincerity Development Corp., 41 Hui Ning St., 


Taipei, Taiwan, China 
L. Kardos, Agent, 3 Frug 8t., 
Israel 


Tel-Aviv, 


Transmares Corp., 15 William St., New York, 


Y. (Germany) 


N. 
Mundial Papert Corp., 70 E. 45th St., 
York 1 


N. Y. (Belgium) 


Speco, Inc. 


New 


7308 Associate Ave., Cleveland 9, Ohio 


Speedi-Dri_ Div., 


168 


Minerals & Chemicals Corp. of America 


Essex Turnpike, Menlo Park, N 
DISTRIBUTORS: 


Hury Auto Parts Co., 428 N. 19th St., Besse- 


mer, Ala. 
Southeastern Sanitary Supp. (o., 2275 


Wetupka Rd., Box 1541, Montgomery 2, 


Lower 
Ala 


Andalusia Auto Parts Co., 205 Church 8t., 


Andalusia, Ala 


Moore-Handley, 27 8S. Twentieth St., Birming- 


ham, Ala. 


L. B. Chemical Co., 10 E. Broad, Gadsden, Ala 
Western Chem. Co., 625 S. Sth St., Phoenix 


riz. 
Finch Janitor Supply, 409 W. Capitol. 
A 


Little Rock, 
L 


r 
H. Butcher Co., 3628 E. Olympic Bilvd., 


‘Los Angeles 23, Calif. 


L. H. Butcher Co., 15th & Vermont Sts., 


Francisco 1, Calif. 


San 


Hendrie & Bolthoff Co., 1635 17th St., Denver, 


Colo 


Industrial Supply Service, Inc., 150 Bennett 


St., Bridgeport, Conn. 
The Coe & Brown Co., 1348 Dixwell Co., 
den, Conn. 


Ham 


Consumers Paper & Supply Corp., Otrobando 


Ave., Norwich, Conn. 


The Lea Manufacturing Co., 16 Cherry St., 


terbury, Conn 


Wa- 


Industrial Safety Supply Co., Inc., 574 New 


Park Ave., West Hartford 10, Conn. 


= Corp., 211-221 Shipley St., Wilmington, 


outer Rudolph Co., Box 1707 Coral Gables, 


auate Co., Inc., 2022 Dennis St., Box 8406, 


Jacksonville, Fia. 
Davis Oil Co., Box 333, Tallahassee, Fila 


— Tur, Inc., 1003-05 Virginia Dr., Orlando 


Tampa 


Fulton Supply Co., 342 Nelson St., S.W., 
a. 


Brewer Oil Co., 712 E. Norfolk St., 
Fla. 


At 


a ~ Bros., Inc., 711 N. Market St., Cham- 


paign, Ill. 


E. L. Johnston, S.W. Main St., College Park 


Ga 
Auto Parts Co.,-107 N. Tenn. St., Cartersville 
Ga 


Commerce Petroleum Co., 2980 8S. Archer 


of Illinois, 5145 W 


Ave., 
67th 


, Ti. 
, 626 W. Randolph St., Chicago 6, 


Lee Supply & Tool Co., 836 W. Adams St.. 
Chicago, Ill. 

Elgin Sour Co., 173 N. Grove St., Elgin, Til 

World Supply Corp., 653-59 N. Collins S8t., 
Joliet, Til. 

Sieg Peoria Co., 811 Fayette St., Peoria, Il. 

Isaae Walker Hadware Co., 800 S. Washington, 
Peoria, Ill. 

McKesson & Robbins, Inc., 1012 Vermont S8t., 
Quiney, Il. 

Rehan Paint & Supply Co., 1435 Charles St., 
Rockford, Ii. 

Industrial Chemical Supply Co., 230 N. 15th 
St., Springfield, Il. 

Miller Paper & Supply Co., 125 State St., 
Elkhart, Ind. 

Capital Paper Co., 2200 N. New York Ave., 
Evansville, I 

a Sanitation Co., Inc., 241 Murray S8t.. 


Capital” ‘Paper 4 1201 W. Washington 8t., 
Indianapolis, 5 

The Gibson Co., 
olis, . 

— = Len gg AN Co., 176-192 Ft. Wayne 
Ave., ind, 

Chemical ow McKesson & Robb! ns, Inc.. 
100 N. 4th St., Burlington, Iowa 

McKesson & Robb . Inc., 100 N. Fourth 8t., 


728 Third Ave., 8.E., 
, 900 2nd St., S.E., 


433 N. Capitol Ave., Indianap- 


Cedar Rapids, Iowa 

McKesson & Robbins, Inc., 220 E. 2nd St., 
Davenport, Iowa 

McKesson & Robbins, Inc., 216 Elm St., Des 
Moines, Iowa 

McKesson & Robbins, Inc., 304 Pearl St. 
Sioux City, Iowa 

Standard Battery & Electric Co., 217 W. Fifth 
St., Waterloo, Iowa 

Crown Chemical Corp., 349 N. Water St., 
Wichita, Kan. 

Bowling Green Paper Co., 31-W By-Pass, P. O 
Box 442, Bowling Green, Ky. 

Van Deren Hardware Co., Inc., 570 W. Main 
St., Lexington, Ky. P.O. Box 1210 

Robert L. Schmitt Co., 306-310 E. Main 8t., 
Louisville, Ky. 

Bancroft Paper Co., Magazine & Calliope 8 s.. 
New Orleans, La. 

Bancroft Paper Co., Inc., 1616 Eby St., West 
Monroe, . 
Bancroft Paper Co.. 

Shreveport, La. 
N. Bragg & Sons, 74 Broad St., Bangor. 


308 Strand St., Bex 1755 


Me. 

WwW. L. yy & Co., 7985 Commercial St., Port- 
land, 

B. J. . ~ Co., Inc., 615 Fallsway, Balti- 
more 2, Md. 

Salisbury Automotive, Inc., Box 550, Salisbury, 


T. C. Ashley & Co., 683 Atlantic Ave., Boston 
11, Mass. 

Butts ~~ Co., 200 Sixth St., Cam- 
bri 


Sessions - — Co., Inc., 7 Charlton S8t., Ev- 
erett, Mas 
Bancroft Seper Co., Inc., 1616 Eby St., West 


Monroe, Mass 
, Inc., 640 Pleasant 8t., 


ass. 
Estes Auto Supply, Inc., 225 W. Water St., 
ockla Mass. 
Distributing Co., 93 Broad St., 8. 
Springfield, Mass. 
Worcester Chemical Distributors Corp., 100 
ebster St., Worcester 3, Mass. 
Kendall Hardware Mill Supply, Ine., 125 Grand 
Trunk Ave., Battle Creek, ch. 
rdware Co., 901 N. Water St., Bay 


.. 701 Saginaw 8t., Bay 


The Automobile Equipment Co., 62. E. Con 
gress St., Detroit 26, Mich. 

Genesee Welding Supply, Inc., G-3312 S. Dort 
Hgwy., Flint, Mich. 

Haviland Products Co., Inc., 421 Ann St., 
N.W., Grand Rapids 2, Mich. 

Wheaton Chemical Co., 131 Pere Marquette, 


‘ool Co., 2631 University 
Ave., St. Paul me ie 
Jackson Paper Co., 197 N. Gallatin St., Jack 
son, Miss. 
Newell Paper Co., 2506 Front St., Meridian, 


Miss. 

Townley Metal & Hardware ng Third & Wal- 
nut Sts., Kansas City, 

Industrial Supply Co., ‘807. Arsenal St., St. 
Louis, Mo. 

Montana Broom & Brush Co., 730 E. Iron St., 
Butte, Mont. 

La Rue-Axtell Pumice Co., Gallaway, Neb. 

McKesson Robbins, Inc., 902 Farnam 8t., 
Omaha, Neb. 

Emery-Waterhouse Co., 1111 Candia Rd., Man- 
chester, H. 

Hammar Hawe Co., Inc., 35 Railroad 8q., 
Nashua, N. H. 

Robbins Auto oaty Co., 110-116 Washington 
St., Dover, N. H. 

Camden Bee $ Paper Co., 214 Kaighn Ave., 
Camden, 

American on ‘* Se od Co., 238-260 Wilson 
Ave., Newark, 

Elizabeth Menewers * Supply Co., Ine., 350 
Rector St., Perth Amboy, N. J. 

Fineburgs’, 533 S. Broad St., Trenton, N. J 

Warren-Balderston Co., 325 North Willow Ave., 
Trenton, N. J. 


Detroit Supply Co., 80 Central Ave., Albany, 
N. Y. 


Matt Brewer og Co., 25 Crandall St., Bing- 
ton, . _ 

Copngyre Oil Co., 2415 Third Ave., Bronz, 

National Sawdust Co., 69 N. Sixth St., Brook- 


lyn, N. Y¥. 
Commercial Chemicals, Inc., 211 Hertel Ave., 
Buffalo, N. 
miageee Lubricant Co., Ine., 103-105 Manitoba 
Buffalo 6, N. 
Stack Chemical Co., 465 S. Clinton St., Carth- 


age, N. Y. 

Matt Brewer Oil Co., 915 E. Market St., El- 
mira, N. 

a ey Auto Parts & Supply, 16-18 Park 

Gouverneur, N. Y. 

comin Chemicals Co., Inc., 925 Clinton 
St., Jamestown, N. Y. 

Peerles Oil & Chemical Corp., 38-50 Review 
Ave., Long Island City, N. Y. 

E. A. Morse & Company, 11-25 Harding 8t., 


Middletown, N. Y. 

Walters 7% me Co., 264 Herricks Rd, 
Mineola, N. Y. 

R. H. Kellogg *, Co., Inc., 63 E. First St., 
Mount Vernon Y. 

Davis- Howland ‘on Corp., 333 South Ave., 


Rochester, N. Y. 

William E. Moore Co., 621 South West St. 
Syracuse, N. Y. 

Charles Miller & Son Co., 501 Main St., Utica. 
N 


Industrial & Textile Supply Co., 1300-10 8. 
Mint St., Charlotte, N. C. 
Motor Bearings & Parts Co., 427 8S. Dawson 


St., Raleigh, N. C. 
- Cc. P., Co., 414 8. Broadway, Akron 8, 


io 
Franklin Of1 & Gas Co., 34-40 S. Park St. 
Bedford, Ohio 
The Canton BHardwere Co., 1221 Third St., 
N.E., Canton, Ohio 
Phillips Supply Co., 900 Broadway, Cincinnati 
Lindsey . Co., 393 E. 131st St., Cleve- 
and 8, 
Man-Gill Chemical Neg 2336-38 Canal Rd., 
es a 
Standard P: Fog 906 Burr Ave., Columbus. 


Ohio 

Thompson's Supply Co., Sixth St. at Patterson 
Bivd., Dayton, Ohio 

Industrial Supplies Co., 324 N. Seren’h St., 
Steubenville, Ohio 

The Mellocraft Co., 1320 Locust St., Toledo 3, 


Ohio 
L. H er 2. 2750 Northwest Sist Ave., 


Portland 10 
Wm. H. Taylor & Co., Inc., 250-256 Hamilton 


St., Allentown, Pa. 
Welliver Auto Parts, Sixth & Market Sts., 
loom: 


rg, Pa. 
T. Frank McCall's Sons, Sixth & Madison Sis., 
Chester, . 
Van Horn, Metz & Co., Inc., 241 E. Elm 8t., 
Conshohocken, Ia. 
Tools, Inc., 638 Ridge Pike, Lafayette Hill, Pa. 
Reilly Brothers & Raub, 44-46 N. Queen S8t., 
Lancaster, Pa. 
Anderson Bros. Tool Co., 30 8. Jefferson St., 
New Castle, Pa. 
Zimmerman Paper & Supply Co., Inc., P. 0. 
907, Norristown, Pa. 
Iron City Wiping Co., Heldman & 
Sts., Pittsburgh, Pa. 
Fidelity a a 1641 N. 12th St., Phile- 
deiphia 22, Pa. 
Harris rae & Supply Co., Brady & Sidney 
Sts.. Pittsburgh, Pa. 


E. 8S. Youse Co., Inc., 522 Chestnut St., Read- 
mR, L Supply Co., 313 Walnut St., Seranton, 
Sandonelle Co., 7 MeConnell Rd., Sharpsvilie, 
Pittabu tsburgh Gage & Supply Co., 421 8. Perry 
octiar r nine, P. 0, Box 1201, 
rovidence, 

Careline Supply Co., 35 W. Court St., Green- 
Hart's Aitomotive Parts Co., 1280 Market 8t., 
eran Ine., P. 0. Box 225, 

2016 Magnolia Ave., 


Inc., 1503 Me- 


Gavock St., Nashville 
Capitol Supply Co., wir 3. ” Congress, Austin, 


exas 

-W Machinery 5000 Hines Bivd., 
oO Box 5609. Dallas eT Texas 

Marvin W. <4 , A Co., 1200 N. Commerce 

Ave., Fort W 
Pedan Iron & Steel Co., P. 0. Box 1891, Hous- 
Texas 
1 "n. "Butane >. W. 17th South 8&t., 
City 4, 

vio ton 4. Inc., 411, Foot of Bat- 

Co., Ine., Burlington, Vt. 

. O. Box 359, Spring- 


field, Vt. 
Crown Supply, Inc., 310 Sixth St., South, Ar- 
lington, Va. 


General Automotive Supply Co., Inc., 709 E. 
26th St., Norfolk 10, Va. 

Richmond Auto Parts, Inc., 1207 North Bivd., 
Richmond 20, Va. 

Graves-H 
Franklin Rd., Southwest, 

Simmons Parts Co., Inc., 
St., P. O. Box 365, 8 a. 

Valley Dist., Inc., Amherst St., Box 766, Win- 
chester, Va. 
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HUEUTON UAHA UHH AATEENNN 


L. 8. Sate © Co., 
ane rt 


St., ——. 
~— 


1703 Sixth Ave., South, 
Ae Inc., 100 N. Jackson 
. Rudy Co., woses Eighth Ave., Kenosha, 

i, on & a Co., 1033 N. Hawley Rd., 


—, 
_ % Limited, Queen Elizabeth 
9 wer, PC 0. y 84, Toronto 14, Canada 


Standard Electric Time 
89 Logan St., Sprngicia 2, Mass. 


BRANCH OFFICES: 
Located in Principal Cities 


Standard Glove Co. 
13200 Woodworth Rd., Cleveland 12, Ohio 
BRANCH OFFICES: 
oot te W. “B” St., Richmond, Ind. 


Terrence , Livonia, Mich. 
ies Kipling Dr... Dayton, Ohio 


Standard Industrial Products Co. 
3527 W. Farmington Rd., Peoria, Il. 
DISTRIBUTORS: 
yy ee Products, 1514 Arapahoe 
v “ 
of Florida, 9505 Florida 
Co., 5115 Diversey 
1401 Fairfax Traffic- 
Co. 300 E. Main 8t., 
Bayer-Campbell “Co., 6540 St. 
Detroit, 
Continental Bate Safety Equip. Co., 1551 Selby Ave., 
Guardian Bate Equip. Co., 400 8S. Jefferson. 
Strong, Carlisle & Hammond Co., 1394 W. 
Third St., Cleveland, Ohio 
Guardian Safety Equip. Co., 1742 S. Main 8t., 
Tulsa, Okla 
Industrial Products Co., 2820 N. Fourth 8t., 
425 Magee S&t., 
200 Sandman, 


Antoine S8t., 


Guardian Safety Eauip. Co., 
Houston, Texas 


Standard Safety Equip. Co. 
1 N. Quentin Rd., Palatine, Il. 
BRANCH OFFICES: 
12921 Nal Washington Bivd., Los Angeles 66. 


Calif 
604 Bro: Newark 4, N. J. 
855 E. Ht St., Cleveland 10, Ohio 


Standard Signs, Inc. 169 
3190 E. 65th St., Cleveland, Ohio 


Westmoreland & 
delphia 34, P 


Collings Sts., Phila- 


Stephenson Corp. 68 
P.O. Box 392, Red Bank, N. J. 
DISTRIBUTORS: 

Durr Surgical ytd Co., 627 8. 20th St., 


Birmingham, 
Curry, Chas. P- 2271 Kellogg Park Dr., 


‘omona, Cali 
Braun-Knecht-Heimann Co., P. 0. Box 5510. 
36 Howe St., New 


Moran, Henry. "L., 5001 8. W. 98th Ave. Rd., 
Miami 55, Fila. 

American Surgical Supply Co., 489 Peachtree 
St., Atlanta, Ga. 

Mazer, Dave, 3473 Allen Drive, Doraville, Ga. 

Renaldi, * A., & Co, 111 W. 111th 8t., 
chine 38 


Ii. 
S Fire & Safety Equip. o., Kerth 
Ave., & Division St., ———— 
F & B Supplies, Inc., P. 0. Box 1008, New 


Glenn Culbert Co., 9651 Baltimore Ave., College 
Mushiin, Samuel, 135 Freeman St., Brookline 
ass. 
Randolph Surgical Co., 13121 Woodward Ave., 
Detroit 3 ich. 


, M 
Medical Arts Supply Co., 233 Washington 8t., 
8. E., Grand Rapids, Mich. 


Please mention National Safety News when contecting any 


Kansas City 
Plain- 


Ken Healy, 8325 Sagamore Rd., 
15, M 


Falvey Surgical Co., 1312 W. 7th Ave., 
J. 


field, 


i Hugh G., Beechwood Dr., Shrewsbury, 
J. 


Tech Supply Co., 52 S. Hawk St., Albany, 
¥. 


Birch Road, Pound 


0. Box 950 


Gaines Charles, White 

Ridge, N. Y. 

Medical Gas a o., FP 

Charlotte 1, N 

Page, Arthur C.. pe P. 0 
Supply Co 121 


burg, Pa. 

National Welders 

metto St., Florence, S. C 

Clement Safety Equip. Co., 720 S 

Memphis, Tenn 
Waters, 5631 


Box 25, Dravos 
E. Pal 
3rd St 


Ridgedale, Dallas 6 


R., 13115 Red Fern Lane, Dallas 


exa 

Medical Equip. Co. 1139 Mulberry Circle 
Charleston 4, W. Va 

McRonald, Geo., 1319 St. Louis St., St. Lau- 
rent, Montreal, Que., Canada 

Wilson & Cousins, Ltd., 240 Birmingham St 


Toronto 14, Ont., Canada 


Sterling Siren Fire Alarm Co.. Inc. 
Bartlett St., Rochester 8, N.Y. 


Sticht, Herman H., Co.. Inc. 
27 Park Place, New York 7, N. Y. 


Stonehouse Signs, Inc. 
842 Larimer St., Denver 4, Colo. 


Stop Fire, Inc. 
P. O. Box 9, Monmouth Junction, N. J. 


Super Vacuum Mfg. Co., Inc 81 
319% E. 17th Ave., Denver 3, Colo. 


Swivelier Company, Inc. 


30 Irving Place, New York 3, N. Y. 


a 


Tect, Inc. 
254 Livingston St., Northvale, N. J. 


DISTRIBUTORS: 

Hill Bros. Chemical Co., 1850 W 
Phoenix, Ariz 

Hill Bros. Chemical Co., 
La Puente, Calif. 

Hill Bros. Chemical Co., 
Angeles, Calif 

Hill Bros. Chemical Co., 
Diego, Calif. 

Apperson Chemical Co 2913 
Jacksonville, Fla 

Atlanta Solvents Co., Box 244, Doraville, Ga. 

Big Ben Chemical & Solvents, Inc 624 8 
Michigan Ave., Chicago, Ill 

Commerce Petroleum Co., 2980 
Chicago, Ill. 

Maryland Chemical Co., 
Baltimore 30, Md 

Brewer & Co., Inc., 
Mass. 

— & Co., Inc., 41 
Mas: 
Hawkins Chemical Co., 
Minneapolis, Minn 
United Chemical ., Ine., 4488 
Ave., Portland 9, Ore. 

Mancor Chem. & Equip. Co., P. 
Pawtucket, R 

Burkart-Schier Chem. Co., 

Burkart-Schier Chem. Co. 
Nashville, Tenn 

Great Western Chem. Cc 6921 E 
Way, Seattle 8, Wash 

Commerce Industrial Chem., Inc., 6377 N. Teu 

214 King St. East 


Jackson 
15-17 E. Clark Ave., 

2159 Bay St., Los 
1525 S. 28th St.. San 


Strickland St 


Archer Ave 
Russell & Bayard Sts 
61 Pearce St., Fall River 
Arctic St., Worcester 8 
3100 E. Hennepin Ave. 
N.W. Yeon 
0. Box 494 


Te>n 
North 


Chattanooga 
809-16 Ave, 


Marginal 
tonia Ave., Milwaukee 9, Wis 


Safety Supply Co., 
2, Ont., Canada 


Toronto 


Tedcar Products Co. 
P.O. Box 1209, Union, N. J. 


Tingley Rubber Corp. 
903 Ross St., Rahway, N. J. 


Tokheim Corp. 
1602 Wabash Ave., Fort Wayne, Ind. 


DIVISION OFFICES: 


Slusher, K. M., 
Calif. 


75 9th St., San Francisco 


directory of fire protection and control equipment sources 


Disser, BR. K., Rm. 414, VFW Bidg., Broad- 
way Bivd. at 34th St., Kansas City, Mo. 
Mickel, W. R., ZIJr., 2306 Commerce Bidg., 155 

. 44th St., New York 17, N. Y. 


DISTRICT OFFICES: 


we. £ L., 918 E. 3rd St., Los Angeles 13, 
alif. 
Buuck, T. O., 475 9th St., San Francisco 3, 
f. 
, J. A., 4800 York St., Denver, Colo. 
W Frank, 1249 Walnut St., Jack- 
Fis. 
Higginbotham, 
Atlanta, Ga. 
Mitchell, C. L., MeCormick Bidg., 332 8S 
Michigan Ave., Chicago, Ill 
Weils, G. B., Heyburn Blidg., 
Louisville, Ky. 
Bennigin, T. J., 202 Davison Bldg., 
Charles St., Baltimore, Md. 
Williams, J. E., 405 Copley Square Bldg., 30 
Huntington Ave., Boston 16, Mass. 
Cartwright, W. A., 10628 Plymouth Rd., De- 
troit, Mich. 
Wiebke, = 
Minneapolis, 
Soltesz, Paul, 


R. E., 1447 Peachtree St., 


4th & Broadway, 
101 N. 


738 Northwestern Bank Bidg., 


Minn 
409 Chouteau aets.. 4030 Chou- 
Mo 


18th 8t., 


t. 
Marshall, HL. D., 13th & Willis Ave., Omaha, 


Neb. 

lageenty. A. P., 2306 Commerce Bldg., 155 E. 
44th St.. N. ¥ 2 Mi 

403 LaFayette Bidg., 210 E 

Syracuse 2, ‘we 

Hanley, J E., 506 United Office Bldg., 2012 
W. 25th St., Cleveland 13, Ohio 

Wehrenberg, D. F., Rm. 711, Mid-Continent 
Bldg., 409 8. Boston, Tulsa, Okla. 
Patterson, J. D., 422 West Bidg 
Texas 

Winefer, R. L., 
Wash. 


Weese, W. J., 
Fayette St., 


Houston, 


221 9th Ave., North, Seattle, 


Turco Products, Inc. 


24600 S. Main St., Wilmington, Calif. 


BRANCH OFFICES: 


605 Third St., Rm. 7, San Franeisco 7, Calif 

1431 Flamingo Way, Rm. 105, Hialeah, Fla 

550 Glenn St., 8. W., Atlanta 8, Ga. 

P. O. Box 1161, Joliet, Il. 

2110-12 Grand Ave., Kansas City 8. Mo 

8 Morris 8t., Paterson 1, B. 

208-209 Western Reserve Bidg., 1468 W. 9th 
St., Cleveland 13, Ohio 

21 W. llth St., Erie, Pa 

6447 Market St.. Upper Darby, Pa 

871 McCallie Ave., Chattanooga 3, Tenn. 

1606 Henderson St., Houston 10, Texas 

1565 6th Ave., South, Seattle 4. Wash. 


a 


U-C-Lite Mfg. Co. 
1050 W. Hubbard St., Chicago 22, Ill. 


DISTRIBUTORS: 


Moore-Handley, 1401 N. 
ham, Ala 

Complete Auto & meme Supply, 511 W. Van 
Buren, Phoenix, A 

California Wholesale, 
geles, Calif. 

Western Fire Equip. Co., 
Franciseo, Calif. 

Safety Equip. Co., 1630 17th St., 

Hughes Supply Ce., P. 0. Box 


Water St., Birming 


2548 Yates St., Los An 
69 Main St., San 


Denver, Colo. 

2273, Orlando 
Fila. 

Raybro Electrical Supply, 907 Ellamae, Tampa, 

S. Halsted 


Chicago 


Englewood Electrical 
St., Chicago, Ill. 
Efengee Electrical Supply, 
Ave., Chicago, , 
Stevens Sales, 420 Main, Wakefield, Mass. 
Salomon, Paul R., 2741 Grand River, Detroit 


Mich. 
Northland Elec. Co., 
apolis, Minn. 
Glaseo Elec. Co., 727 N 
Turtle & Hughes, ‘241 w. 


Supply, 5801 
949 «COW. 


521 8S. 10th St., Minne- 


llth St., St. Louis, Mo 
Broadway, New Yo 


P. O. Box 1339, Char- 


N. 

Mill Power Supply Co., 
lotte, N. C. 

x “ye Braun Co., 


Summit & Monroe, Toledo, 

Hany Sutphen & Assoc., 1000 Dublin Rd., Co 
lumbus, Ohio 

Duellman Electric Co., 131 


Wayne, Dayton 


oO 

& Laughlin Drawer 2481, 
Tulsa, Okla 

Western Fire See Co., 
Portland, 

National Supply Co., 2 Gateway Center, 
burgh, Pa. 

Orgill Bros., 36 W. 

Continental-Emseo, P. 0O. ox 1359, 
Texas 


Steel Co., 


529 N. W. 10th Ave., 


Pitts- 


Calhoun, Memphis, Tenn. 
B Dallas 
Universal Safety & Fire Equip. Co., 727 8. W. 
Temple, Salt Lake City, 
Pacific Water Works Supply. 
South, Seattle, Wash. 


ah 
2900 First Ave. 


of these organizations. 
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Union Carbide Consumer Products Co., 
Div. of Union Carbide Corp 
270 Park Ave., New York’ avs Pe Ue 


BRANCH OFFICES: 
2770 Leonis Bivd., Los Angeles 58, Calif 
22 Battery St., San Francisco 6, Cali’. 
1371 Peachtree St., N.E., Atlanta 9, Ga 
230 N. Michigan Ave., Chicago 1, Ill. 
a Baltimore Ave., Box 888, Kansas City 41 


0. 
Oliver Bidg., 
1511 


Mellon 8qa., 
Bryan St., Dallas 1, 


Pittsburgh 22, Pa. 
Texas 


Union Industrial Equip. Corp. 
Beech St., Port Chester, N. Y. 


DISTRIBUTORS: 
Bullard, £. Co., 
Angeles Calif. 
Bullard, E. D., Co., 
lito, Calif 

Southeastern Safety Appliance Co., 730 
Circle N.E., Atlanta 5, G 

Gaspro Ltd., 2305-2371 Dillingham Blvd 
lulu, Hawaii 

Karel First Aid Supply Co., 
Chicago 23, Ill 

Orr Safety Supply Co., 
Indianapolis, Ind 

Orr Safety Supply Co., 
ville, Ky 

Guardian "Safety 
Ave 

Gen: ral 
Mass. 

Dockson, Sterling H., 
troit 34, Mich 

Safety Services, Inc., 
amazoo, Mich 

Continental aw Equip., 1551 Selby Ave., St 


Paul 4, Min 
7s inesapecsted, 8230 Olive St., St. 
Mo. 


6719 S. Figueroa St., Los 


2680 Bridegway, Sausa- 
Miami 
Hono- 
4342 Ogden Ave 
1637 N. Illinols 8t., 


300 E. Main St., Louis- 
Equip., 
Baton Rouge 6 > 
Equip. Co., Franklin St 


3615 Capito! Heights 
La 

Boston 10, 
5285 E. Outer Dr., De 


1903 W. Main 8t., Kal 
Louis 
Park 8t., 


Buffalo 23, 


Notte Safety 
East Orange, 
Watson C 
N. ¥. 


Appliance Co., 340 W. 
J 


1362 Kenmore Ave., 
Acme Industrial 
Rockville 
B-Lann Equip. Co., 
N. Y 


Products, 7 
Center, L. L., 


2297 


Raymond §&t., 


Pittn Ave., Troy, 


Orr Safety Supply Co., 2853 Colerain 
Cincinnati 25, Ohio 
Ohio Safety Products Co., 
Columbus, Ohio 
Guardian Safety Equip. Co., 
Tulsa 19, Okla. 
Sanderson Safety Supply Co., 
thorne Blvd., Portland 14, Ore 
Guardian Safety Equip. Co., 214-16 8. 
Philadelphia, Pa. 
Safety First Supply Co., 425 
burgh, Pa 
Safety Equip., Inc., 
Box 2586, Memphis, Tenn. 
Guardian Safety Equip., Box 
man St., Houston 19, Texas 
Universal Safety & Fire Equip. Co., Inc., 727 
8.W. Temple, Box 1587, Salt Lake City, 
Safety & Supply Co., 119 Blanchard St., 
tle 1, Wash 
Fleck Bros., Ltd., 110 Alexander St 
couver 5, B. C., Canada 
Soper Singleton Electric Co., Ltd 
St Edmonton, Alberta, Canada 
Pollution Supplies & Appliances, 
Toronto 7, Ont., Canada 
Bell Electricord & Safety Ltd., 341 Bering Ave., 
Toronto 18, Canada 


Ave. 
528 Seymour Ave., 


1742 8S. Main 8t., 


935 S.E. Haw- 


45th St. 


Magee St., Pitts 


720 8S. 3rd St. 


13384, 200 Sand 


10831-101 


Box 144, Sta. 


United States Borax & Chemical Corp 53 
630 Shatto Place, Los Angeles 5, Calif. 


BRANCH OFFICES: 


3456 Peterson Ave., Chicago 45, a. 

50 Rockefeller Plaza, New York, Y 

4028 Coronado Place, Ry City 12, 
Okla. 


United States Rubber Co. 
1230 Avenue of the Americas, 
New York 20, N. Y. 


BRANCH OFFICES: 
4025 N. Central Ave., Phoenix, Ariz 
Soto and E. 46th Sts.. Los Angeles, Calif. 
5901 Telegraph Rd., Los Angeles, Calif 
102 North Brand Bivd., Glendale (Los Angeles), 
Calif 
6025 Third St., San Francisco, Calif 
4800 Colorado Bivd., Denver, Colo 
909 Haines St., Jacksonville, Fila 
6001 N. W. 37th Ave., 
999 Lee &t., 8. W., 
4135 8. Pulaski Rd., Chicago, Ti 
Space 1325, Merchandise Mart, Chicago, Ill. 
1717 W. Washington St., Indianapolis, Ind 
1930 Easton Bivd., Des Moines, lowa 
900 8S. Jefferson Davis Parkway, New Orleans, 


la. 
500 N. North Point Rd., Baltimore, Md 
100 Route 128, Dedham (Boston), Mass 
<> Grove 8t., Chicopee Falls (Springfield), 
ass. 


2121 W. Fort St., Detroit, Mich 
Hgwy 100 at Cedar Lake Rd., St Park 
(Minneapolis), Minn. 
16th & Swift Aves., North Kansas City, Mo. 
305 Broadw St. Louis, Mo. 
6847 N. 16th St., Omaha, Neb 
, Belleville (Newark), N. J. 
Passaic, N. J. 
. Swan St., Buffalo, N. Y. 
24-01 Brooklyn- Queens Expwy, W., 
77, New York, ¥. 
3330 Monroe Rd., "Cuarteto, N. C. 
214 W. Ruby Ave., Gastonia, N. C. 
710 Scott 8t., High Point, N. C. 
Ov ., Akron, 0 
4921 Para Dr., Cincinnati, 


Louis 


Woodside 


Tulsa, 


106 N. Main 8t., land, Ore. 

5670 Rising Sun Ave., Philadelphia, Pa. 

a Dr., Graham 8t., McKees Rocks (Pitts 
u . » 

Berks County Trust Bidg., Reading. Pa. 


1005 James Bidg., Chattanooga, Tenn. 
N. Thomas St., Memphis, Tenn. 


Ave., 


xas 
. Salt Lake City, Utah. 


1967 
5900 First Ave., S., Seattle, Wash 


—V— 


Vanguard-Interstate Corp. 
522 E. Vermont Ave., Anaheim, 


DISTRIBUTORS: 
Usry, Geo. W., 
Calif. 
Vanguard Assoc., 
Calif. 
Vanguard Assoc., 
dale, Calif. 
Vanguard Assoc., 
Oakland, Calif. 
Vanguard Assoc., 2317 
Calif. 
Vanguard ‘fo. 3412 Geary Bivd., San Fran- 


cisco, 
Rhodes, B. 5. pareticing Co., 616 W. 4th St., 
alif. 


Santa Ana, 
Vanguard Assoc., 710 W. Douglas, 
Kan. 


Calif. 


10642 Downey Ave., Downey, 


224 E. Olive St., Fresno, 


1004 8. Glendale Ave., Glen- 


1330 Broadway, Suite 929, 


J" 8t., Sacramento, 


Wichita, 


National Vanguard, 7114 W. MeNichols 

Detroit, Mich. 
Vanguard Dist. Co., 
City, Mo. 


Vanguard Dist., 
rk, N. J. 


Inc., 


2500 E. Sist St., Kansas 


Inc., 3 Springfield Ave., New- 


Vanguard Dist. Co., 2451 E. Maiden, Wash- 
Pa 


ington, 
Vanguard Assoc., 4915 S. State St., Murray, 
Utah 
65th, Seattle, Wash. 


4407 N. 60th 8&t., 


Vanguard Assoc., 500 W. 

Vanguard Distr. Co., Inc., 
Milwaukee, Wis. 

Vanguard-Canada, Ltd., 
to 12, Ont., Canada 


2784 Yonge St., Toron- 


Victor Adding Machine Co. 
3900 N. Rockwell St., Chicago, Ill. 


Vonnegut Hardware Co. 66 
Von Duprin Div. 
402 W. Maryland St., Indianopolis 25, 
Ind. 


nehibeiin 


ee ees Se. 
~ my ans So Sons, Inc. 
430 Broadway, New York 18, N. Y. 


Wasco Products, 
S Day Stue Ra. Cambridge 38, Mass. 


BRANCH OFFICES: 
3210 Van Owen, Burbank, Calif. 
Dale St., Sanford, Maine 
5 Bay State Rd., Cambridge, Mass. 
2501 Southwest, Wichita, Kan 
1719 Wyandotte St., Rm. 212, Kansas City, Mo. 
19 Hafis Rd., Toronto, Ont., Canada 


DISTRIBUTORS: 

Snowden-Walters Co., Inc., 
Box 668, Birmingham, Ala. 

Beach Building Specialties. Inc., 
Camelback Rd., Box 10236, Phoent: 

Darrogh Co., 1401 E. 6th, Little Rock, Ark. 

Western Asbestos Co., 148 Townsend 8t., 
Francisco, Calif. 


209 8S. 19th 8t., 


1040 =E. 
x, Aris. 


San 


Please mention National Safety News when contacting any of these 
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Panal Plastics, 750 Walsh Ave., Santa Clara, 
Wasco Products, Ine., 3210 Van Owen, Burbank, 
Hackett Acoustics & Specialty, 1540 Murray Can- 
on Rd., San Diego, Calif. 
Wasco Products, Inc., 9163 Fairview Ave., San 
Gabriel, Cali. 
Murr, E. P., 2243 W. 32 Ave., Denver, Colo. 
Ruval Assoc., 1058 Dixwell Ave., Hamden, 
Acousti Engineering Co. of Florida, 101 Cope- 
land &t., Box 2147, Sacheonville, Fis. 
= Specialty, Box 279, St. Petersburg, 
Matsel, Murry, 5133 N. Bay Rd., Miami Beach 
a. 
Jerry G., P. O. Box 13126, Sta. 
. 1825 Belmont Ave., 
& Co., 2901 E. Oak S&t., 
Bake. Hugh  o & Co., 1028 8. Barr 8t., 
Baker rr. Hugh J., & Co., Box 692, Indianapolis, 
a. oe Prod., o, Fa Savings & Loan 


Bidg., Des Moines 
General Metals, 130 x ‘Oak. Wichita, Kan. 


Straus, E. H., Co., 1115 Delaware Ave., Lex- 
ington, 
Universal Services, 2015 Parrish Ave., Owens- 
. Joseph, 6435 Memphis, New Orleans, La. 
Regal Plastics Supply Co., 1408 Marshau, 
reveport, La. 
be => ‘ey Inc., Bay State Rd., Cam- 
Sehiain” A. “x. Co., 15115 Charlevoix Ave., 
Grosse Peinte Park 30, Mich. 
lent, John V., 129 E. Victoria St., Duluth 
. Minn. 
an Co., 936 Raymond Ave., St. Paul, 
inn, 
Thrasher, Fred, Co., 2689 Livingston Rd., Jack- 
son, Miss. 
het ag Prodtets, Inc. na 212, 1719 Wyandotte 
Kansas City, 
Radcliffe Ind., 8992 Hencheoter Rd., St. Louis, 
Mo. 
Madden Construction Supply, P. O. Box 1522, 
Billings, 
Madden Construction Supply, 700 Second 8&t., 


S., Great Falls, Mont. 

ng Co., 3252 Farnam, Suite 
104, Omaha, Neb. 
Butlders’ | Spectalty Service, P. O. Box 2098, 


155 E. 42nd 8t., 


Fort 


DuBroy-Campbell Co., P. O. Box 21, South 
Euclid 21, Ohio 
Lawler, T. 0., P. O. Box 5736, Columbus, Ohio 
Air Handling “Products, 3151 South Ave., Toledo 


9, Ohio 
Broberg, E. J., 1844 KE. 16th Pl., Tulsa, Okla. 
om, W. H., Co., 201 Concord Bidg., Port- 


Ward & Black Engineering Sales, 940 West- 
ern Ave., Pittsburgh 33, Pa. 

ay M. G., 1419 Robb’ns Ave., Philadel- 

i 4 

813 Quincey, 

Schoeneman Brothers, 305 E. 8th &t., 
Falls, 8. D. 

Sewanee Coal & Supply, Chattanooga, Tenn. 

— *% ee Co., P. O. Box 6153, Nash- 
ville. 

Maury & Co., 1612 Lamar oy Memphis, 

Gilbert, 8. P., Co., P. O. Box 3262, hea 


Ave. H., Pa ay Mart, Lubbock 

Building Service Supply, 1503 W. eook Front 
St., Midland, Texas 

_ ——s Specialty, 6906 Burkett St., 


jouston, Texas 
i - & Kratz, 2501 W. Mockingbird Lane, 
Steel & Th — Products, P. O. Box 3626 
El Paso, Texas 
Ligon, Jack, Sales, 117 E. 6th St., Salt Lake 
mL Utah 


essersmith, John K., Co, P. O. Box 392. 
Richmond, Va. 


Inc., 


Sioux 


Ave, W.. 
Morteltus, R. S. 1403 York Ave., Spokane 17. 
& Pullen Co., 
Hawaii 


Story . 1410 Kapiolani Bilvd., 
julu, 

Aluminum Barniplastic Co., Ave. 26, No. 1452. 
Esquina 35, Nuevo Vedado, Havana, Cubs 
Cc. A. 8. A., 8-50 Piso, Mexico 6, D. F. 
Ramon I. Gil, ee > Se ae. Oe 
turce, Puerto 

Wasco Products ‘(Conade) Ltd., 19 Hafis Rd., 
Toronto 15, Ont., Canada 

Francis, & Assoc., 4850 Amiens 8t., 

Montreal, Que., Canada 

Ritchie Products, Ltd., 2685 Maple St., Van- 


orthern ‘Asbestos. & ee —* Supplies, 9310 
Edmonton, Canada 
1085 Ellice 


orgcnizations. 
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Washington Products Co. 


84 
240 S. Fayette St., Washington C. H., Ohio 


DISTRIBUTORS: 


Safety Engrg. & Supply Co., P. O. Box 111, 
Birmingham, Ala. 

Halprin Supply Co., 1355 8. Flower St., Los 
Angeles, Calif. 

American Surg. Supply & Equip. 1715 Barnum 
Ave., Bridgeport, Conn 

Professional Oxy. & Equip. Serv., 819 8S. W. 
12th Ave., Miami, Fla 

Deaton Co., 2432 Irving Park Road, Chicago, Ill. 

Safety Corp., The, 3702 E. Michigan St., In- 
dianapolis, Ind. 

Midwest Fire & Saf. Equip. Co., 1605 Pros- 
pect Rd., Indianapolis, Ind. 

Ed's Fire Service, 1008 N. Crawford St., Car- 
roll, Iowa 


— -—— Co., 1623-29 Aisquith St., Bal- 


timore, 
American — Equip. Co., 717 Boylston St., 
Boston, Mas: 
American Hospital Equip. Service, 12815 W. 
Seven Mile Road, Detroit, Mich. 
‘tina Co., 311 E. 14th St., Minneapolis, 


Aloe, 8., Co., P. O. Box 186, St. Louis, Mo. 
p~ 4 Fire Equip. Co., 2421 Farnam St., 
Oma! Neb: 


ha, r. 

Gold Crest Safety Equip. Co., Hwy 29, P. 0. 
Box 155, Dunellen, N. J. 

Cosmevo Surgical Supply Co., 216 Patterson St., 
Patterson, N. J. 

Low, N. s., Co., Inc., 224 E. 23rd St., New 


Keete & Keefe, 417 E. 61st St., New York, 


Steinwach ad Supply, 1573 8S. Park Ave., 
Buffalo, N. 

Winchester Surgical Supply, 119 E. Seventh St., 
Charlotte, N. C. 

Lyons jane Physicians Supply, 32 Fifth Ave., Youngs- 


Safety First Supply Co., 425 Magee St., Pitts- 
burgh, Pa. 

Fyr-Fyter Co., 1926 Antelope St., Corpus 
Christi, Texas 

Hope Oxy. & Amb. Service, 821 Dallas St., 
‘San Antonio, Texas 

The Givens Co., 13649 Main St., Bellevue, Wash. 


Werner, R. D., Co., Inc. 
P.O. Box 580, Greenville, Pa. 


Wheeler, C. H., M 


g. Co. 
19th & Lehigh yh Philadelphia 32, Pa. 


DISTRIBUTORS: 


Frederick Pump & Eng. Co., 1245 8. Boyle 
Ave., Los Angeles, Calif. 

R. W. Jordan, 53 W. Jackson Blvd., Chicago, Ill 

Quimby Equip. Co., Inc., 1 E. 42nd St., New 
ork, N. Y. 

T. C. Heyward & Co., 518 E. Morehead St., 
Charlotte, N. C. 

Frank B. Welch, 1504 Munger Ave., Dallas, 
Texas 

Bumstead-Woolford Co., 1411 Fourth Ave., 
Seattle, Wash. 


E. 2nd Si., Los Angeles 54, Calif. 


BRANCH OFFICES: 


2063 Mountain Bivd., Oakland 11, Calif. 
1957 B. Tist St., Chicago 49, Il. 

419 Boylston St., Boston 16, Mass. 

972 Broad St., Newark 2, N. J. 

1010 Euclid Ave., Cleveland 15, Ohio 


DISTRIBUTORS: 


Noland Co., Py First Ave., Birmingham, Ala. 

Noland Co., 9th & Gardner St., Gadsden, Ala. 

Sa’ety Eng. vs Supply Co., 915 N. First St.. 
Phoenix, Ariz. 

Fire Appliance "& Safety, 1114 W. Markham 
Little Rock, Ark. 


Inc., 1255 Eastshore 
Calif. 
~, Hense, 931 Buena Vista, Duarte. 
ferson-Winn Paper Co, 1087 N. Orange 
yr., Los Angeles, Calif. 
Donald, B. F., Co., 5721 W. 96th St., Los 
Angeles, Calif. 
—, L. N., Co., 5814 College St., Oakland. 
Bailey 2 Co., 3856 California St., San 
all 
Brenton Equipment Co., 374 Brannan St., San 
Francisco, Calif. 
Refrigeration Machinery Co., 1030 E. Ana- 
heim, Wilmington, Calif. 
ay 4 Equipment Co., 1630-17th St., Denver. 
Calmar Industrial Assoc., 40 George St., Bris- 
tel, Conn. 


Noland Ce., 929 E. Bay St., Jacksonville, Fila. 
Noland Co., Meridian & Wash., Tampa, Fila. 





Please mention National 


Safety Equip. Supply Co., 104 S. King 8t., 
la Grange, Ga 

Aurora Fire Protection Co., 728 4th Ave., Au 
rora, Til. 

McGarvey, H. R., Inc., 206 Douglas St., Blvom- 
ington, Til. 

Adams-Best, 915 Worth Ave., Chicago, Ii) 

Capital Equip. Co., 2246 E. 73rd St., Chi- 
cago, Til. 

Great Lakes Supply Corp., 1026 W. 50th S8t., 
Chicago, Ill. 

Standard Safety Equip. Co., 232 W. Ontar‘o 
St., Chicago, Ill. 

Garvey, H. HR., Inc., 354-64 Margaret, Pekin, 
Til. 

Garvey, H. R., Ine., 407 Franklin St., Peoria, 
Nl 


Midwest Fire & Safety Equip., 41 Pennsyl- 
vania St., Evansville, Ind. 

Carmichael Sign Co., 102 N. College Ave., 
Indianapolis, Ind. 

Midwest First & Safety Equip., 1605 Prospect 
St., Indianapolis, Ind. 

Weisberger Bros. Paper Co., 1831 S. Main 8t., 
South Bend, Ind. 

Iowa Safety Equipment Co., 414 12th &t., 
Des Moines, Iowa 

A-1 Safety Supply Co., Rt. No. 3, Box 545, 
Anchorage, Ky. 

Schmitt, Robert L., Co., 306 E. Main &t., 
Louisville, Ky. 

Davis Emergency Equip. Co., 130 W. Emerson 
St., Melrose, Mass 

Bankle Supply Co., 2944 Woodward Ave., De- 
troit, Mich. 

Safety Services Inc., 1903 W. Main St., Kala- 
mazoo, Mich. 

Factory Supply Co., 1036 Terrance St., Mus- 
kegon, Mich. 

Mars, W. P. & R. S., Co., 322 W. Michigan 
St., Duluth, Minn 

Elvin First Aid Supply, 327 2nd Ave. N., 
Minneapolis, Minn. 

Noland Compa.y Inc., 204 W. Fortification 8t., 
Jackson, Miss. 

Reis Equipment Co., 1417 Tower Grove Ave., 
St. Louis, Mo. 

Anderson Fire Equip. Co., 2421 Farnam St., 
Omaha, Neb. 

New Jersey Safety Equip., 299 Park Ave. 
East Orange, N. 

Notte Safety Appliances, 308 Main St., East 
Orange, N. 

Standard Safety Equip. Co 597 Broadway, 
Newark, N. J. 


Adair, Robin W., Co., Avoca. N. Y. 
Gebler Suoply Co., P. 0. Box 739, Bingham 
N 


ton ° 

Operational Radar Service, 11 Broadway, New 

York City, N. ¥ 

Rochester Safety Equip. Co., 83 Howell St. 
Rochester, N. 

Burns Supply, Inc., 760 W. Genesee St., Syra- 
cuse, N. Y. 

Noland Co., Inc., 206 S. West Street, Raleigh 


Flanagan & Nist Paint Co., The, McKinley & 
5th St., Canton, Ohio 

Fast & Company, 2101 Reading Rd., Cincin- 
nati, Ohio 

Safety Clothing & Equip. Co., 1990 E. 69th 
St., Cleveland, Ohio 

Standard Safety Equip. Co., 855 E. 152nd St., 
Cleveland, Ohio 

Somers, Fitler & Todd Co., 3705 Oakwood 
Ave., Youngstown, Ohio 

Pendergast, Albert W., Safety Equip., 6913 
Tulip St., Philadelphia, Pa 

Somers, Fitler & Todd Co., 325 Fort Pitt 
Bivd., Pittsburgh, Pa 

Noland Co., Inc., 2026 Meeting St., Charles- 
ton, & ° 

Noland Co., Ine., 357 Court Ave., Memphis 
Tenn. 

American Fire & Safety Equip., 514 Fifth 
Ave., Nashville, Tenn 

a Co. Inc., Ist and Main Sts., Nashville, 


Radel Supply Co 115 Polk St., Amarillo, 
Bettie Safety Supply C« Box 9631, Dal'as, 


Tex 

Hughes, David L., 7002 Navigation Bivd., 
Houston, Tex 

Manson, L. A. & Co., Box 6611, Houston 


ex. 
Universal Safety & Fire Equip., 727 8. W. 
Temple, Salt Lake City, Utah 
Noland Co. Ine., 604 Henry Ave., Charlottes- 
ville, Va. 
Noland Co., Inc., 122 8S. 8th St., Richmond 


Va. 

Safety & Supply Co., 115 Blanchard St., 
Seattle, Wash. 

Industrial Safety Supply Co., <* Mac- 
Corkle Ave. 8. E., Charleston, W 

Safety Equipment Engr’n Co., P. O Boz 963 
Green Bay, Wis. 

Pagel Safety Products, 4611 W. National 
Ave., Milwaukee, Wis. 

Noland Co., 136 K. St. N. E., Washington, 
DB. C. 


IN CANADA 
Levitt-Safety Ltd., 889 Westminster Ave., 
Winnipeg, Manitoba, Canada 
Levitt-Safety Ltd., 747 Vaughan Rd., Toronto 
Ontario, Canada 
Levitt-Safety Ltd 4205 Courtral Ave., Mon- 
treal, Quebec, Canada 


IN EUROPE 
Hess, Ernst, Zurcherstrasse 65, Basil, Swit 
zerland 


Safety News when contacting 


directory of fire protection and control equipment sources 


West Chemical Products, Inc. 
42-16 West St., Long Island City 1, N. Y 


BRANCH OFFICES: 


8 South 13th St., Birmingham, Ala. 

916 W. Adams, Phoenix, Ariz. 

850 “R” St., Fresno 1, Calif. 

2110-16 E. 37th St., Los Angeles 58, Calif. 

1490 66th St., Oakland 8, Calif. 

1331 “‘T’’ St., Sacramento, Calif. 

625 Broadway, San Diego, Calif. 

246 S. lst St., San Jose, Calif. 

135 N. Hunter 8t., Stockton, Calif. 

3563 Walnut St., Denver 5, Colo. 

49 Pearl St.. Rm. 516. Hartford. Conn. 

1248 Zonolite Rd., N. E., Atlanta 6, Ga. 

4742-64 8. Kedzie Ave., Chicago $2, Ill. 

632 E, North St., Indianapolis 2, Ind. 

Insurance Exchange Bldg., Des Moines 9, Iowa 

1226 Montegut St., New Orleans 17, Le. 

1109 N. Calvert St., Baltimore 23, Md. 

49 Fawcett St., Cambridge, Boston 38, Mass 

11201 Manning Ave., Detroit 34, Mich. 

678 N. Snelling Ave., St. Paul 4, Minn. 

2020 Walnut St., Kansas City 8, Mo. 

3411 Gratiot St., St. Louls 3, Mo. 

403 S. 15th St., Omaha 2, Neb. 

158 N. Virginia St., Reno, Nev 

50 Broad 8t., Bloomfield, N. J. 

2015 Fifth Ave., Albuquerque, N. M. 

Box 304, 91 Beaver St., Albany 1, N. Y. 

1432 Niagara St., Buffalo 13, N. Y. 

1 Mount Hope Ave., Rochester 20, N. Y. 

1718 Erie Bivd., E., Syracuse, N. Y. 

2101 Ross Ave., Cincinnati 12, Ohio 

3140-3150 Berea Rd., Clevelnd 11, Ohio 

601 N. Miller, Oklahoma City 3, Okla. 

1 N. Boulder St., Tulsa, Okla. 

1001 S.E. Water St., Portland 5, Ore. 

49th & Grays Ave., Philadelphia 43, Pa. 

901 Ridge Ave., Pittsburgh, Pa. 

25 N. Duke St., York, Pa. 

Rm. 716, 49 Westminster St., Providence, R. I 

P. O. Box 2641 De Soto Sta. . Memphis, Tenn. 

5416 Maple Ave., Dallas 9, Texas 

304 S. Lake St., Ft. Worth, Texas 

5725 Navigation Blvd., Houston, Texas 

615 Perez St., San Antonio, Texas 

990 8. 6th West, Salt Lake City 4, Utah 

1700 Altamont Ave., Richmond 21, Va. 

1738 4th Ave., South, Seattle 4, Wash. 

1207 W. College, Spokane, W: 

1351 W. Clybourn, Milwaukee 3, Wis. 

428 5th St., N.W., Washington 1, D.C. 

215 Tenth Ave., W., Calgary Alts., Canada 

10301 109th St., Edmonton, Alta., Canada 

412 Young St., Halifax, N.8., Canada 

5621-23 Casgrain Ave., Montreal, Que., Canada 

2226 Dewdney Ave., Regina, Sask., 

23rd St. & Ave. ““D’’, Saskatoon, Sask., Canada 

325 Dalesford Rd., Toronto 14, Ont., Canada 

395 W. Sth Ave., Vancouver, B. C., Canads 

581 Marjorie St., St. James, Winnipeg 12. 
Man., Canada 


Wheeler Protective Apparel, Inc. 
226 W. Huron St., Chicago 10, Il. 


DISTRIBUTORS: 


Safety Engr. & Supply Co., 617 N. 10th 8t., 
Birmingham 4, a. 

Safety Engr. & Supply Co., P. O. Box 111. 
Mobile, Ala. 

Arizona Welding Equip. Co., 415 8S. 7th 
St., Phoenix, Ariz. 

_ Supply Co., 800 S. Park Ave., Tucson, 


Bullard, E. D., Co., 6719 8S. Figueroa 8t., 
Los Angeles 3, Calif 
Bullard, E. D., Co 
lito, Calif. 
Abern Safety Equip. Co. 2 Eld St., New 
Haven 11, Conn. 
Industrial Safety Supply Co., 574 New Park 
Ave., West Hartford, Conn. 
Car-Mad Equip. Co., 608 Palm Ave., Clear- 
water, Fila 
Protective Equip. Inc., 634 Orleans St., Chi- 
cago 10, Ill. 
Protective Equip. Inc., 3231 25th St., Rock 
Island, Ill. 
Kinsey, E. A., Co., 1550 Stadium Dr., In- 
dianapolis, Ind. 
Mid-Continent Transmission & Supply, Ine., 
2027 N. Broadway, Wichita, Kan 
Schmitt, Robt. L., Co. 306 E. Main St., 
Louisville 2, Ky. 
Guardian Safety Equip. Co., 3615 Capitol 
Heights, Baton Rouge, 
Carey Machinery & Supply Co., 3501 Brehms 
Baltimore 3, Md. 
. Wood & Sanderson Co., 222 Third 
-- Cambridge 42, Mass. 
Strelinger, Chas. on Co., 31855 Van Dyke 
Ave., Warren, Mich. 
Averill Equip. Co., 19225 Conant Ave., De- 
troit 34, ich. 
Viking Safety Prod., Inc., 228 8. Cedar Lake 
., Minneapolis 5, Minn. 
Safety Inc., 17% E Silst St., Kansas City 8. 


Mo. 

Safety Inc., 2608 Olive St., St. Louls 3, Mo. 

Guardian Safety Equip. Co., 400 8. Jefferson 

St., Orange, N. J. 

Elwood @e- 2180 Elmwood Ave., Buffalo 
a. S. 


2680 Bridgeway, Sausa 


of these organizations 
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directory of fire protection and contro! equipment sources 


American wr: Corp., Elmira, Y & Safety, Inc., P. 0. Box 775. Southwest Equip. & Extinguisher Co., 526 
Wilson. W. 8&., Corp., 47-50 sth St., Long Scott Rd., Lafayette, fe. a , Palm Drive, Corpus Christi, Tex. 
N.Y. ne., 25 Magazine Enginee: 8 -» 6000 
. = Co., 314 W. Fayette St., - t.. N Orlea: La. co FO me “Dalles, Ten, = Sugsheamn 
yracuse, N. . b Ltd., x 
Syracuse Safety Service, Inc., 1108 Spring 70, 451 Howard Ave., ‘New Orleans, La. - - Smelter Supply Co. pg 1ith 8t., 
St., Syracuse 8, N. Y. Delta Fire & Safety, Inc., 5743 St. Vincent s 
Safety First Supply Co., P. 0. Box 5155 ‘ ._ La. an Antonio Mach. & Supply, Harlingen, 
Akron 13, Ohio . Supply Co., 3501-17 Brehms 
Kinsey, E. A., Co., 331 W. 4th St., Cin P. O. Box 206, Baltimore, Md. Plowden Supply Co., 6300 Navigation Bivd., 
cinnati, Ohio A. E., Co., Ine., 75-87 North- P. 0. Box 1448, Houston, Tex. 
Miller Equip. Co., 220 W. 3rd St., Cinein ampton, Boston 18, Mass. Four R Industrial Supply Co., Inc., Box 
nati, Ohio Cutter, Wood & Sanderson Co., 222 Third 378, 719 8S. Cuyler, Pampa, Texas 
Kinsey, E. A., Co., 1020 W. Fifth St., Co Mass. San Antonio Mach, & Supply, 325 N. Center 
an 8, Ohio Dock H., 5285 E. Outer Dr.. St., San Antonio, Tex. 
ayton Safety Supply Co., 11 Longworth St " 
Dayton 2, Ohio 1 ’ 2 Elmhurst Ave., 8.W., ae he yes _— & Supply, Woes, Tones 
y upply Co., Inc., 121-135 Social 
Kinsey, E. , Co., 16 Washington St., Day rand Hall Ave., P. 0. Box 600, Salt Lake City 
s — - Safety ay -§ Ine., 1903 W. Main St., Kala- Utah 4 J . 
afety irst Supply Co., 858 W. Delaware mazoo. i 
Ave., Toledo 10, Ohio McGill Sales, 1905 S. Michigan Ave., Sagt- Paxton Co., 1019 Main St., Norfolk, Va. 
Mid-Continent Transmission & Supply. Inc naw, Mich. Jones Welding Supplies, 1103 12th St., 
N. E. 27th St., Oklahoma City, Okla . A., Co., Box 4674, De Lynehburg, Va. 
mateninn Supply Co., 1123 E. 4th St Mich. Smith-Courtney Co., 7th & Bainbridge Sts.. 
Tulsa ." Okla Viking ores Products, Ine., 228 8. Cedar Richmond, Va. 
Sanderson Safety Supply Co., 816 S. E. Haw Lake Minneapolis, Minn. Jones Welding Supply, 225 llth St., 8. E., 
aA cemeene 14, Ore oa Supply, 620 E. 18 St., Kansas Roanoke, Ne. — 
juardian Safety Equip. Co., 214 8S. 45th St., City, Mo. 
quriiladetphia, 4, Pa Missouri Safety Co... 0420 Watson Tndustriat ae 5 B. & oh. OS Oe a. 
afety First Supply Co., 425 Magee St., Pitts Park., St. is, 0. y - 
burgh 19, Pa. Sligo, Inc., Gth & O'Fal': Sis, Rox 171 on 3 fae o. SS ee oe. 
Safety Equip. Dist. Co., 832 W. Main St. St. Louls 66, Mo. ttle, ash. 
Knoxville, Tenn Montana Hardware cc., 823 S. Montana St. Haseltine, J. E., — Co., 1101 N. Division 
Engineering Supply Co., 6000 Denton Dr. Butte, Mont. St., Spokane, Was' 
Dallas 19, Texas Valley Welders Supply Inc., 202 N. 13 St.. Safety & Supply = N. 219 Division &t., 
Guardian Safety Equip. Co., 200 Sandman Billings, Mont. Spokane, Wash. 
Houston 19, Texas a ~ gp Co., P. O. Box 1219, Great - ms" Mine Service A nae Bemeco Div.. 
Industrial Supply Co., P. O. Box 600, Salt ‘alls, Mont. Bo: . Beck . Va. 
Lake City 10, Utah st = Supply Co., 1006 Douglas Safety First Supply Co., vite Quarrier St., 
Safety & Supply Co., 115 Blanchard St ee . Charleston, W. Va. 
Seattle 1, Wash Syracuse Supply Co., 536% Front St., Bing All-State Division, National Mine Service. 
Spokane Safety Appliance Co., 219 N. Divi- Neat Ine., 1245 Niagara P. O. Box 1671, Logan, W. Va. 
sion St., Spokane 4, Wash , Mountaineer Division, National Mine Serv- 
Safety First Supply Co., P. O. Box 1007, . §., Corp., 47-50 38th St., Long ice, 165 Holland Ave., Morgantown, W. 
Charleston 24, W. Va. bat City, N. Y. Va. 
Safety First Supply Co., 1 Garland Ave Syracuse Supply Co., Curtis Ave., & South Safety First Supply Co., 47 Garland Ave. 
Wheeling, W. Va St., Massena, N. Y. Wheeling, W. Va. 
Protective Equip. Inc., 20001 W. Capitol Dr Smith, W. L., Co., 165 Broadway, New- Protective Equip., Inc., 2001 W. Capito! 
Milwaukee 6, Wis burgh, N. Y. Dr., Milwaukee 6, Wis. 
Syracuse Supply Co., P. 0. Box 447, Sche Casper Supply Co., 444-448 8. Center 8t., 
actedy, B. Y. P. 0. Box 660, Casper, Wyo. 
: 8 4 Kt . B. To- 
Syracuse Supply Co. P. 0. Box 1044, Syra ta 


, . , cuse 
Willson Products Div., Gyresese Gatity Weltees, Yhe.. 1168 Cores gy a ag A Ninth Ave., 8.E.. 
be 10206 106th St., E4- 


Ray-O-\ ac Co St Syracuse, N. 
2nd & Washington St., Troy Petting & Supply Co, 6 & 8 Grand ow ae S..) 
77 ; » co 
P. O. Box 622, Reading, Pa. — Same hy 5. . - , Safety Supply Co., 25 MacLean St., Halifax. 
DISTRIBUTORS: — Courtney” Co, = & oe N.8., Canada 
bs Wee 
= Engineering & Supply, 617 N. 10 St., — ——— > Ave. & &Srd St... ae | >, >. Jemes St 
irmingham, Ala .W., ory, N . r 
Safety Engineering & Supply, P. 0. Box 111 Safety First Supply Co.. 2914 Clearview Cy Seek, SS Gay, Wis Ce 
Mobile, a. Ave., N.W., Canton. Ohio me 
Bashaw Equip. Co., Ine., Bor 1999 5th Ave Broadhead Garrett Co., 4560 E. Tist 8t.. — Supoly Co., 1840 Broad St., Regina 
at Merrill Field. Anchorage, Alaska Cleveland, Ohio - » Canada 1 
Garrett Supply Co., 2950 W. Thomas Rd., Orr Safety Supply Co., 2853 Colerain Ave. Safety Supply Co., 1198 Cedar Ave., Trail. 
0. Box 11088, Phoenix, Ariz «ineinnati, Ohio B. C., Canada 
Bulierd. E. D., Co., 6719 8S. Figueroa, Los Safety First Supply, 4251 W. 35th St., Cleve ly Co., 240 FE. 10th Ave., Van- 
Angeles, Calif. land, Ohio couver, > 
ae D., Co., 2680 Bridgeway, Sausa Kinsey, E. -. Co., 1020 W. Fifth Are., ‘ m3 Osborne St, &.. 
lito, alif. ~ Ag Ohi 
Hendrie & Bolthoff Co., 1635 17th St., Den Dayton Safety Supply Co., 11 Longworth &t., Safety Supply Co., 215 Park St., [ort Ar- 
ver, Colo. Dayton, Ohio thur, Ont., Canada 
Industrial Safety Supply, 574 New Park Kinsey, BE. A., Co., Inc., 16 Washington &t.. 
Ave., W. Hartford, Conn. Dayton, Ohio 
Cameron & Barkley Co., Barkley Bidg., Box Safety First Supply Co., 858 W. Delaware 
5837, 1941 Hendricks Ave., Jacksonville Ave., Toledo, Ohio 
Fis. Hart Industrial Supply Co., 726 W. Grand Witt Cornice Co. 
Cameron & Barkley Co., The, 605 E. For Ave., Box 1925, Oklahoma City, Okla. 4454 Steel Place, Cincinnati 9, Ohio 
syth St. P. O. Box 659, Jacksonville, Fis Mid- Continent Transmission & Supply, Ine., 
Duval Welding Supply Inc., 29 8. McDuff 4 N. E. 27th St., Oklahoma City, Okla. 
Ave., Jacksonville, Fi Engineering Supply Co., 1124 E. 4th 8t., 
Cameron & v ‘The, 727 N. West Tulsa, Okla. 
Ist Ave., P. ‘790, Miami, Fis Krisman Industrial Supply, 308 FE. Fourth Wolverine Shoe & Tanning Corp. 
Cameron & Barkley Co., P. O. Box 98, Mul Ave., P. . Box 1319, Tulsa, Okla. 123 Main St 
berry, Fis. a Co., 115 8S. W. 2nd die he» 
Cameron & Barkley Co., The, 1502 N. Orange ‘ nd, Ore. Rockford, Mich. 
Blossom Trail, P. ©. Box 1871, Orlando nde! 


Fis. 
Cameron & Barkley Co., The, 107 8S. Frank Anthracite Division, National Mine Serviee w a ie Chemicals Corp. 
lin St.. P. O. Box 990, Tampa, Fis Co., 153 Welles St., Forty-Fort, Pa. 7 ndott 
Fulton Supply Co., 342 Nelson St., 8. W.., Whiteman Division, National Mine Service B. Ford Div., Wyandotte, Mich. 
P. 0. Box 4028, Atlanta, Ga Co., 1260 Maple St., Indiana, Pa. 
Cameron & Barkley Co., The, 2511 Augusta Industrial Products, 2820 . Fourth &st., DISTRICT SALES OFFICES: 

Ave., P. 0. Box 1067, Savannah, Ga Philadelphia, Pa. Nietos, Calif. Mail: 
Morgan's, Ine., 111 W. Broad St., Savannah Quaker City Railroad Sales Co., Philadelphia ” ° 5. 

Ga Nat'l Bank Bidg., Allegheny & Keunsing N.W Atlanta, Ga 
Protective Equip. Inc., 634 Orleans § St., ton Ave., Philadelphia 34, Pa. We, . “* 

Chicago, Tl National Mine Service Co., 2530 Koppers Mail: Box 1905, Sta. N. 

Protective Equip., Inc., 3231 25th St., Rock Bidg., Pittsburgh 19, Pa. 400 N. Michigan Ave., Chicago, Tl. ie 

Island, Til. f Supply Co., 425 Magee St., 709 Salads Bidg., 330 Stuart St., Boston, Mass. 
Kinsey, E. A., Co., Ine., 1550 Stadium Dr. ay FO a 1190 Dime Bide. Detect, Mich. 

Indisnapolis, Ind Potter, L. B., & Co., 603 W. Lackawanna 1104 Currie Ave., Minneapolis, Minn. 

Orr Safety Equip. Co., 2431 E. Washington ee -» be , he 4 \ 

St., Indianapolis 1, Ind. Ave., Scranton, Pa. os’ < eaitiatie hh 224 Mill acre Bids... c88 J. C. Nichols 
National Mine Service, 1648 N. 13th St. Tierney, James E., ashington , Pkwy., ity, Mo. 

Box Vincennes, Ind. Providence, R. I. Suite So, Shall Bidg., 1221 Locust St., St. 
Stone, L. R., Supply Co., 450 N. 6th St., Cameron & Barkley Co., The, 160 Mecting 

Kansas City, Kans. St., P. 0. Box 906, Charleston, 8S. C. 809 Liberty Bank Bldg., 424 Main 8t., Buf- 
Mid-Continent Transmission and Supply Ine., Carolina Supply Co., 35 W. Court St., P. O falo, 

2027 N. Broadway, Wichits, Kans. Box 1530, Greenville, S. C. 4723 HJ State Bidg., New York, N. Y. 
i, eae Co., 911 E. Third St., Wichita Genter. c. >.. Co., 2109-13 Broad St., Chat- 500-A Dixie Terminal Bldg., Cineinnati, Obie 
, . > nooga, Tenn. -. Cleve 
National Mine Service, Ashland Div., P. 0. Clement Safety Equip., Inc., 720 8. 8rd St., pany a ee a jog Phile- 

kK... Xa ones - P. ©. Box 2586, Memphis, Tenn. delphia. Pa 
Kentucky- Virginia ivision, ational Mine . 

Service, P. O. Box 872, Jenkins, Ky — Supply Co., 208 Polk St., Amarillo, 2727 Oaklawn, Dallas, Texas 
Neill-La Vielle Supply Co., 2211 South Brook . 539 Skinner Bidg., Seattle, Wash. 
ont's Louteville, Ry. a a tone a Piowden Swoly Co., 720 Franklin St., Beau 15 Glen Watford Dr., Agincourt, Ont., (To 
rT afety Equip. . c. Main St. 

Louisville, Ky. Four R Industrial Supply Co., 328 E 3rd S8t., ronto), Canada 
Western-Kentucky Division, National Mine Borger, Texas st ; n JOBBERS: 

B. Cc St., Madisonvi le, Ss A i Machi s y, orpus wy 
a pins ayy — _ Located throughout U. 8. & Canada 


Please mention National Safety News when contacting any of these organizations. 
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classified index of fire protection and control products 





Absorbents, yr ire Retarding 
Rote Pie Co. 


Floridin 
Industrial Products Co. 

- v. 
Wyandotte Chemicals Corp. 


Alarms, Combustible Gas 
Davis Emergency Equip. Co., Inc. 


ety First Supply Co. 
Union Industrial Equip. Corp. 


Fire 
ae District ae Co. 


Ath. of stering, ‘Precision Corp. 
Autocall Co., 
Cardox Div. a Chemetzen Corp. 
Castle 13 Co. 


Ine. 
Electro- ‘Alarms Safety Devices 
Faleon Alarm Co., Inc. 


Federal Sign & Signal Corp. 
Fire- — Alarms, Inc. 


Corp. 
dde Ultrasonic & Detection Alarms, Inc. 
Midwest tt Audio Corp. 
aon Honeywell Regulator Co. 


ooh. Div. of Baker Ind., Ine. 

Reliable Automatic Sprinkler Co., Inc. 

Rochester Safety Equip. Co., Inc. 
Sprinkler Co. 

Safety First Supply Co. 

Snyder, M. L., & Son, 

Special Instruments Laboratory, Inc. 

Standard Electric Time Co. 

Star Sprinkler Corp. 


Sterling Siren Fire Alarm Co., Inc. 
Vanguard-Interstate Corp. 


Alarms, Smoke 

American District Telegraph Co. 
Cardox Div., 

Fyr-Fyter Co 

Gelman Instrument Co. 

Kidde, Walter & Co., Inc. 
Minneapolis- Honeywell Regulator Co. 
Notifier Corp. 

Photomation, Inc. 

Pyrotronics Div. of Baker Ind. Inc. 
Rochester Safety Equip. Co., Inc. 
Safety First Supply Co. 


Alarms, Static 
Electro-Alarm Safety Devices 


Arresters, Flame or Spark 
Bue. Sivalls & Bryson, Inc. 
rickson Products Co. 


New Jersey Safety Equip. Co. 
Protectoseal Co. 


Ash Trays, Industrial 
Boyer-Campbell Co. 

Davenport, A. C. & Sons, Inc. 
General Faw ered Equip. Co. 


0. 
Karel First Aid Supply Os, 
New Jersey Safety Equip. Co. 
Pendergast, Albert W. Safety Equip. Co. 
1 Company 
Rochester Safety Equip. Co., Ine 
Safety towed Supply Co. 


Saf joor Products 
Standard Industrial Prod. Co. 
Axes, Fire Poles 


American LaFrance, 
Div. of Te Precision Corp. 
Allen, W. Co. 


Ine. 


y Co. 

ee Fire ae! ee ‘ones 
hd ty Equip. , Ine 
— rire, (_~#- Co. 

Seco Mfg., Inc. 
Snyder, M. L., & Son, Ine. 
U.8. Rubber Co. 
Badges, Insignia 


American LaFrance Div. of 
Sterling Precision Corp. 
Brady, H. Co. 
Braxmar, C. G. Co., Ine. 
Fyr-Fyter Co. 
Halprin Supply Co. 
New Jersey Safety Equip. Co. 
Pendergast, Albert W. Safety Equip. Co. 


Beryllium Non-Sparking Tools 


New Jersey sates Equip. 
Pendergast, Albert W. Batety Eauip. Co. 
Rochester iatety Equip. Co., 


Rose Mfg. Co. 
Scientitic Industrial Supply Co 


Blankets, Fireproofed 
Advance Glove Mfg. Co. 
Aljay Mfg. Co., Inc. 
American Allsafe Co., Inc 
American Optical Co., 

Safety Products Div 
Associated Bag & Apron Co. 
Boyer-Campbeil Co 
Bullard, E. D., Co. 

Cotton Goods Mfg. Co 

Daniels, C. R., Inc. 

Davis Emergency Equip. Co., Inc 
Eastern Safety Equip. Co., Inc 
Frommelt Industries 

Fyrepel Products, Inc 

Fyr-Fyter Co. 

General Scientific Equip. Co 
Genter, C. D., Co. 

Halperin, A. E., Co., Ine. 
Halprin Supply Co. 

Holcomb Safety Garment Co 
Industrial Gloves Co. 

Industrial Prod. Co. 
Johns-Manville Sales Corp. 
Junkin Safety Appliance Co., Inc 
Kennedy-Ingalls, Inc 

Kimball Safety Prod. Co. 
Midwest Glove Co., Ine. 

Mine Safety Appliances Co. 

New Jersey Safety Equip. Co 
Pendergast, Albert W., Safety Equip. Co. 
Pulmosan Safety Equip. Corp 
Rochester Safety Equip. Co., Inc 
Safety Clothing & Equip. Co 
Safety First Supply Co. 
Scientific Industrial Supply Co 
Seco Mfg. Co. 

Singer Glove Mfg. Co 
Snyder, M. L., & Son, Inc 
Standard Glove Co. 

Standard Safety Equip. Co 
U.S. Rubber Co 
Wheeler Protective Apparel, 


Boots, Rubber 


Allied Glove Corp. 
American Alisafe Co., Inc 
American LaFrance Div. of 
Sterling Precision Cor 
Beacon Falls Rubber Foutwear 
Boyer-Campbell Co. 
David's Gloves, Inc. 
Dorsey, John E., Co. 
Dunn Products 
Eureka Fire Hose Div. of 
1.8. Rubber Co 
Fyr-Fyter Co. 
Genter, C. D., Co. 
Goodall Rubber Co. 
Goodrich, B. F., Footwear & Flooring Co 
Halprin Supply Co. 
Hood Rubber Products 
Industrial Prod. Co. 
Iron Age Safety Shoe Div., 
H. Childs & Cv., Inc. 
Janesville Apparel Co 
Lehigh Safety Shve Co. 
Midwest Glove Co., Ine. 
Mine Safety Appliances Co 
Pendergast, Albert W. Safety Equip Co 
Plasco Safety Products Cov. 
Record Industrial Co. 
Rochester Safety Equip. Co., Ine 
Safety First Supply Co. 
Scientific Industrial Supply Co 
Snyder, M. L., & Son, Inc 
Standard Glove Co 
Standard Safety Equip. Co. 
Tingley Rubber Corp. 
United States Rubber Co 


Breathing Apparatus, Air Supplied 


Acme Protection Equip. Co 
American Allisafe Co., Inc. 
Bomgardner Mfg. Co 
Boyer-Campbell Co. 
Davis Emergency Equip. 
Draeger Ox. App. Corp. 
Fisher Scientific Co. 
Fuild Power, Inc. 
Fyr-Fyter Co. 
General Scientifie Equip. Co. 
Genter, C. D., Co. 
Globe Industries, Inc., 

Special Prod. Div. 
Halprin Supply Co. 
Industrial Prod. Co. 
Mine Safety Appliances Co. 
New Jersey Safety Equip. Co. 
Rochester Safety Equip. Co., Inc 
Safety First Supply Co. 
Scott Aviation Corp. 
Standard Glove Co. 
Stephenson Corp. 
Wheeler Protective Apparel, Inc 
Willson Industrial Safety Equip 


Brooms, Fire Fighting 


American LaFrance, 

Div. of Sterling Precision Corp 
Brooklyn Fibre Broom Co 
Fyr-Fyter Co. 

Halprin Supply Co. 

Rochester Safety Equip. Co., Inc 
Safety First Supply Co. 

Snyder, M. L. & Son, Ine. 


Burn Ointments, Sprays 


Arnar-Stone Laboratories, Inc. 
Boyer-Campbell = 

Bullard, E. 

Dameron Enterprises, Ine 

Davis Emergency Equip. Co., Inc. 


See Directory of Fire Protection and Central Equipment 


124 


nee 


General Scientific Equip. Co. 


Halperin, A. E., Co., Inc. 
Halprin Supply Co. 
Industrial Prod. Co. 
International Latex Corp. 
Johnson & Johnson 

Karel — Aid Supply Co. 
Kip 

Medical — Co. 
Pace-Kit Company 


Rochester Safety Equip. Co., 


Scientific Industrial Supply 
Safety First Supply Co. 


Cans, Safety 
American Allsafe Co., Inc. 
American LaFrance, 


Inc. 
Co. 


Div. of Sterling Precision Corp. 


Boyer-Campbell Co. 
Eagle Mfg. Co 
Fisher Scientific C« 
Fyr-Fyter Co. 


General Selentific Bute. Co, 


Genter, 

Halprin Supply Co 0. 
Industrial Prod. Co. 
Justrite Mfg. Co. 


New Jersey Safety Equip. Co. — 
Pendergast, Albert W. Safety Equip. Co. 


Protectoseal Company 
Rochester Safety Equip. Co 
Rock Royal Corp 

Safety Clothing & Equip ¢ 
Safety First Supply Co. 


Snyder, M. L., & Son, Inc. 


Standard Glove Co. 


»» ime. 


0 


Standard Safety Equip. Cv. 


Witt Cornice Co. 


Canvas, Fireproofed 
Advance Glove Mfg. Co. 


Aljay Mfg. Co., Inc. 
American Alisafe Co., Inc 


American Brattic Cloth Corp. 


Boyer-Campbell Co. 
Buhrke, Co 
Daniels, C. R., Inc 

Flash Shield Products 
Zrompeels Eptasiztes 

Fry- 

General Scientific Equip. Co. 
Genter, C. D., Co. 

Globe Mfg. Co. 

Herculite Protective Fabrics 


Holeomb Safety Garment Co. 


Industrial Gloves Co. 
Industrial Prod. Co. 
Kennedy-Ingalls, Inc. 
Kimball Safety Prod. Co. 
Lynrus Finishing Co., Inc. 
Midwest Glove Co., Inc. 
Miller Equipment Co., Inc. 


Pulmosan Safety Equip. Corp 


Rochester Safety Equip. Co., 


Inc 


Safety Clothing & Equip. Co. 


Safety First Supply Co. 


Scientific Indusirial Supply Co 


Seco Mfg. Co 

Singer Glove Mfg. Co. 
Standard Glove Co. 
Wheeler Protective Apparel, 


Clothing, Fireproofed 


Advance Glove Mfg. Co. 

Aljay Mfg. Co., Inc. 

American Allsafe Co., Inc 

American Optical Co., 
Safety Products Div. 

Boyer-Campbell Co. 

Davids Glove, Inc 

Dunn Products 

Edmont, Inc. 

Fyrepel Products, Inc. 

Fyr-Fyter Co. 

General Scientific Equip. Co. 

Genter, C. D., Co. 

Globe Mfg. Co 

Halprin Supply Co. 


Inc 


Herculite Protective Fabrics 
Holeothb Safety Garment Co. 


Industrial Gloves Co. 
Industrial Prod. C 


Co. 
Institute of Industrial Launderers 


Janesville Apparel Co. 
Johns-Manville Sales Corp. 
Kennedy-Ingalis, Ine. 
Kimball Safety Prod. Co. 
Lynrus Finishing Co., Ine. 
Midwest Glove Co., Inc. 
Milburn Company 

Mine Safety Appliances Co. 
Minnesota Minning & Mfg. 
New Jersey Safety Equip. 


Co. 


Ce. 
Pendergast, Albert W., Safety Equip. Co. 


Plastimayd Corp. 


Pulmosan Safety Equip. Corp. 


Record Industrial Co. 


Rochester Safety Equip. Co., 


Ine 


Safety Clothing & Equip. Co. 


Safety First Supply Co. 
Sager Glove Corp 


Scientific Industria) Supply Co. 


Setlow, M., & Son, Ine. 
Singer Glove Mfg. Co. 
Snyder, M. L. & Son, Inc 
Standard Glove Co. 
Standard Safety Equip. Co. 
Wamsutta-Pacific Industrial 


Div., 


M. Lowenstein & Sons, Inc. 


Wheeler Protective Apparel, 


Clothing, Rubber 
Advance Glove Mfg. Co. 
American Allsafe Co., Inc. 
American LaFrance Div. of 

Sterling Precision Corp. 


Sources for addresses 
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Barnett, Art, Uniform Ce. 

Beacon Fails Rubber Footwear 

Boyer-Campbell Co. 

Charleston Rubber Co. 

Davids Glove, Ine 

Dorsey, John E., Co. 

Dunn Products 

Edmont, Inc 

Eureka Fire Hose Div. of 
U.S. Rubber Co 

General eo Equip. Co. 

Genter, C. 

Goodall Rubber Co. 

Halprin Supply Co. 

Industrial Prod. Co. 

Janesville Apparel Co 

Jomac Corp 

Kennedy-Ingalls, Ine. 

Midwest Glove Co., Inc. 

Mine Safety Appliances Co. 

New Jersey Safety Equip. Co. 

Pendergast, Albert W., Safety Equip. Co. 

Pioneer Rubber Co 

Plasco Safety Products Co 

l’ulmosan Safety Equip. Corp. 

Record Industrial Co 

Rochester Safety Equip. Co., Inc. 

Safety Clothing & Equip. Co. 

Safety First Supply Co. 

Scientific Industrial Supply Co. 

Snyder, M. L., & Son, Ine. 

Standard Glove Co. 

United States Rubber C 


ontainers, Explosive Liquid 


American Allsafe Co., Inc 
General Scientific Equip. Co. 
Halprin Supply Co 

Industrial Prod. Co 

Justrite Mfg. Cx 

New Jersey Safety Equip. Co 
Protectoseal Company 

Rochester Safety Equip. Co., Inc 
Safety First Supply Co 

Snyder, M. L. & Son, Inc 


overs, Self-Closing 


General Scientific Equip. Co 
Herculite Protective Fabrics 
New Jersey Safety Equip. Co 
Pendergast, Albert W., Safety Equip. Co 
Protectoseal Company 
2 chester Safety Equip o Ine 
yder, M. L. & Sor 


urtains, Firepro« 

Advance Glove Mfg. Cx 

Aljay Mfg. Co., Ine 
American Allsafe Co., ‘. 
American Brattice Cloth Corp 
Associated Bag & Apron (<« 
Boyer-Campbell Co 

Cotton Goods Mfg. ¢ 

Dunn Products 

Daniels, C. R., In 

Flash Shield Products 
Frommelt Industries 

Fyrepel Products, Inc 

General Scientific Equip. Co 
Genter, C on Ce 

Herculite Protective Fabrics 
Holeomb Safety Garment C 
Industrial Gloves Cx 
Industrial Prod. Co 
Johns-Manville Corp 
Kennedy-Ingalls, Inc 

Kimball Safety Prod. Co. 
Lynrus Finishing Co., Inc 
Midwest Glove Co., Inc 
Milburn Company 

New Jersey Safety Equip. Co 
Pendergast, Albert W., Safety Equip. Co 
ulmosan Safety Equip. Corp 
Rochester Safety Equip. Co., Inc 
Safety Clothing & Equip. Co 
Safety First Supply Co 
Scientific Industrial Supply Co. 
Seco Mfg. Co. 

Singer Glove Mfg. Co. 
Standard Glove Co. 

Standard Safety Equip. Co. 
Wheeler Protective Apparel, Inc. 


urtains, Welders’ 


Advance Glove Mfg. Co 
Aljay Mfg. Co., Ine. 

Allied Glove Corp. 

American Allsafe Co., Inc 
American Brattice Cloth Corp 
American Optical Co., 

Safety Products Div 
Associated Bag & Apron Co 
Boyer-Campbell Co. 

Cotton Goods Mfg. Co 

Dunn Products 

Flash Shield Products 
Frommelt Industries 

Fyrepel Products, Ine 

General Scientifie Equip. Co 
Genter Co 

Herculite Protective Fabrics 
Holeomb Safety Garment « 
Industrial Gloves Co 

Industrial Prod. Cx 

Johns - Manville 
Kennedy-Ingalls, Inc 

Kimball Safety Prod Co 
Midwest Glove Co.. Inc 

New Jersey Safety Equip. Co 
Pendergast, Albert W Safety Equip. Co 
Pulmosan Safety Equip. Corp 
Rochester Safety Equip. ¢ Ine 
Safety Clothing & Equip. Co. 
Safety First Supply Co. 
Scientific Industrial Supply Co. 
Seco Mfg. Ce 

Singer Glove Mfg. Co. 
Standard Glove Co. 
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To locate ideale. see Advertisers’ 


Standard Safety Equip. Co. 
Wheeler Protective Apparel, Inc. 


Detectors, Fire 


American District Telegraph Co. 
Auth Electric Co., Inc. 
Cardoy Div. of Chemetron Corp 
Castle Eng. Co. 
Detectogas Instruments, Inc. 

wa: 
Faleon Alarm Co., Ine. 
Fenwall, Ine. 
Fire- — ——, Inc. 
Fyr-Fytei 
Gamewell. 
Grinnell Co., Inc 
Kidde, Walter & Co., Inc 
Kidde Ultrasonic & Detection Alarms, Ine. 
Notifier Corp 
Pyrotronics Div. of Baker Ind., Inc. 
Rochester Safety Equip. Co., Inc. 
Rockwood Sprinkler Co. 
Safety First Supply Co. 
Standard Electric Time Co. 
Star Sprinkler Corp. 
Vanguard-Interstate Corp 


Detectors, Gas 


American Allsafe Co., Ine. 
Bacharach Ind., Instr. Co. 
Boyer-Campbell Co. 
Davis Emergency Equip. Co., Inc 
Detectogas Instruments, Inc. 
Draeger Ox. App. Corp. 
Gelman Instrument Co. 
General Scientific Equip. Co. 
Hub-State a & Equip. Co. 
Johnson-Williams, Inc 
Karel First Aid ‘Supply Co. 
Linde Company 

Div. of Union Carbide Corp. 
Mine Safety Appliances Co. 
National Mine Service Co. 
New Jersey Safety Equip. Co. 
Rochester Safety Equip. Co., Inc 
Safety First Supply Co. 
Union Industrial Equip. Corp. 


Detectors, Nuclear 


Rochester Safety Equip. Co., Inc 


Detectors, Smoke 


American District Telegraph Co. 
Boyer-Campbell Co. 
Cardox Div. of Chemetron Corp 
Fyr-Fyter Co. 
Gelman Instrument Co. 

General Scientific Equip. Co. 
Kidde, Walter, & Co., Inc. 
Mine Safety Appliances Co. 
New Jersey Safety Equip. Co. 
Notifier Corp. 

Pyrotronics Div. of Bakers Ind., Inc 
Rochester Safety Equip. Co., Inc. 
Safety First Supply Co. 
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Safety First Supply Co. 


Doors, Fire and Service 


Kinnear Mfg. Co. 
Overly Mfg. Co. 
Peelle Company 


Doors, Fire Resistant 


Overly Mfg. Co. 
Peelle Company 
Rochester Safety Equip. Co., Ine. 


Doors, Panic, Device 


Overly Mfg. Co. 
Rochester Safety Equip. Co., Ine 
Vonnegut Hardware Co., Von Dubin Div. 


Fire Dome, Vents 


Central Safety Equip. Co. 
Marco, The Co. 

Pam, The Co. 

Protectoseal Co. 

Wasco Products, Inc. 


Fire Escape, Emergency 
Marrgatt-Lane & Co., Inc. 


Fire Extinguishers 


Alim 
Allen, W. D., Mfg. Co. 
American Ailisafe Co., Inc. 
American 7 Safety Equip. Co. 
American LaFranc 
Div. of Sterling. Precision Corp. 
Ansul Chemical Co. 
— Campbell Co. 
Cardox Div., 
Chemetron™ Corp. 


Fisher Scientific Co. 
Fyr-Fyter Co. 
General Fire < ~wemeeed Corp. 


Genter, C. D. 

Halprin Supply Co. 

Kidde, Walter. & Co.. Ine. 
- Mfg. Co., Ine. 

National Foam Systems, Inc. 

National Mine Service Co. 

Protectosea] Co. 


-” 


Inc 
Rochester Bateuy Equip. Co., Inc. 
‘ink! Co. 





pl 
Scientific Industrial Supply Co. 
Seco Mfg. Co 


Index. 


Smith, 2B. & Co. 
Snyder, 2 M. L., & Son, Ine. 
Stop-Fire, Inc. 


Fire Extinguisher Recharges and Equipment 


Alim Corp. 
Allen, W. D., Mfg. Co. 
Alisafe Co., Inc. 

American Ind. Safety Equip. Co. 
American LaFrance, 

Diy, of Sterling Precisien Corp. 
‘ Chemical Co. 

oyer-Campbell . 
Du Pont, E. 1. de Nemours & Co., Inc 
Elkhart Brass Mfg. Co., Inc. 


Fyr-Fyter Co. 
General Fire ‘Extinguisher Corp. 


Roches 
Safety First Supply Co. 
—i “Indus trial Supply Co. 


Seco 
Snyder, a L., & Son, Inc. 


Fire Extinguisher Seals 


Div. of Sterling “precision Corp. 
-Fyter Co. 
General Fire Extinguisher Corp. 
Gen . 


Safety First Supply Co. 
Snyder, M. L., & Son, 


Fire Extinguisher Systems 


American Allsafe Co., Inc. 


American " 
Div. of Sterling Precision Corp. 
Ansul Chemical Co. 
Cardox Div., 

Chemetron 


Deynor Corp. 
Firetox yy Inc. 


National Foam Systems, Ine. 


Randolph tories, Inc. 
Reliable Automatic Sprinkler Co., Ine. 
R iter —=- Sune. Co., Ine 


Safety First Supply Co. 
Snyder, M. L. & Son, Inc. 
Star Sprinkler Corp. 


Fire Extinguisher Foam 


Mfg. Co. 
a Allsafe ~— th ag Inc. 


— of Sterling Precision Corp. 
Bean, John Div., Ind. Sales Dept., 
Ford Machinery & Chemical Corp. 
Cardox Div. of Chemetron Corp. 
Boyer- Co. 
Fyr-Fyter Co. 
— a". ~< “weed Corp. 


D. 
Halprin. Guppiy Co. 
Foam By 


Randolph Laboratories, Inc. 
Rochester Safety Sexe. Co., Ine. 
Rockwood ~~ 

Safety Firs P aupply Ce 

Scientific Industria! Supply Co. 
Snyder, M. L., & Son, Inc. 





Fire Foam Generators 


Akron Brass Mfg. Co., Inc. 
American 


Div. of Sterling Precision Corp. 
Cardox Div. 
Chemetron 
Fyr-Fyter Co. 
copes. Cc. D., Co. 
Supply Co. 


Inc. 
Rochester Safety Equip. Co., Ine. 
Safety Firs: suey < 
Snyder, M. L., & , Ine. 


Hals 





Fire Hose 


Allen, W. D., 

American Allsafe Co., Inc 

American Biltrite Rubber Co. 
w & Rubbe. Div. 


Div. of Sterling Precision Corp. 
Eureka Fire Hose Div. of U.S. Rubber Co. 
Fabric Fire Hose Co. 
Fyter 


Co. 
General Fire Extinguisher Corp. 
Genter, C. D., Co. 

Grinnell Co. 

Goodall Rubber Co. 

Halprin 


Supply Co. 
Hewitt Robins Inc., Hewitt Robins Div. 
National Systems, Ine. 
Porter H. K. Co., Thermoid Div. 
Rochester Saf ety Equip. Co., Ine. 
Safety rivet Supply Co. 
Seco ay 3 Co. 

L. _& Son, 


Snyder, 
U.8. Hubber G 


Fire Hose Accessories 


Akron Brass Mfg. Co., Ine. 
Allen, W. D., . Co. 
American Allsafe €>., Ine. 
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American LaFrance, 
Div. of Sterling Precision Corp. 
John., Div., Industrial Sales Dept., 
Food Machinery & Chemical Corp. 
Elkhart Brass Mfg. Co. 


-» Ine. 
Eureka Fire Hose Div. of U.S. Rubber Co. 


Fabrice Fire Hose Co. 
Fyr-Fyter Co. 
Fire Bajravicher Corp. 


Hewitt Robins Inc., Hewitt Robins Div. 
Machine Products Corp 

Rochester Safety Seve. Co., Ine. 
Safety First Supply Co. 

Seco Mfg. Co. 

Snyder, M. L., & Son, Inc. 

U.S. Rubber Co. 


Fire Hose Cabinets 

Allen, W. D., Mfg. Co. 
Fyr-Fyter Co. 

Goodall Rubber Co. 

Grinnell Co. 

Halprin Supply Co. 

—a doy Equip. Co., Inc. 


ph Si. L. & Son, Ine. 


Fire Hose Dryers 

American LaFrance Div. of 
Sterling Precision Corp. 

Fyr-Fyter Co. 

Halprin Supply Co. 


Fire Hose Racks 


Halprin Supply Co. 
Snyder, M. L. & Son, Ine. 


Fire Hose Reels 
Allen, W. D., Mfg. Co. 
American Alisafe &o.., Inc. 
American LaFrance, 

Div. of Sterling Precision Corp. 
Bean, John., Div., Industrial Sales Dept., 

Food Machinery & Chemical Corp. 
Elkhart Brass Mfg. Co., Inc. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp. 
Genter, C. D., Co. 
Goodall Rubber Co. 
Halprin Supply Co. 
Hannay. “lifford B. & Son, Inc. 
——. Foam Systems, Inc. 

ter Safety Kquip. Co., Ine. 

| op sw! nueely Co. 
Seco Mi 


Sasder id. » & Son, Inc. 


Fire Nozzles 
Akron Brass Mfg. Co., Inc. 
Allen, W. D., — Co. 
American Lafra: 

Div. of Sterling "Precision Corp. 
=— Chemical 

ean, John, Div, "ndustetel Sales Dept., 

Food Machinery & Chemical Corp. 
Elkhart Brass Mfg. Co., Ine. 
Fyr-Fyter Co. 
amet Fire Extinguisher Corp. 


Cc. ‘0. 
Goodell Rubber Co, 
Grinnel Co. 
Halprin Supply Co. 
Machine Products Corp. 
National Foam Systems, Inc. 
Ruchester Safety Equip. Co., Ine. 
Rockw Sprinkler Co. 
Safety First Supply Co. 
Seco Mfg. Co. 
Snyder, M. L., & Son, Inc. 


Fire Pumps 


Aone. of Sterling ‘Precision Corp. 
. Div., Industrial Sales Dept., 
ant, a A . Corp. 
re Extinguisher Co: 
Genter, Co. - 
Halprin Suppiy Co. 
Porto -~™ 
Rochester Safety Equip. Co., Ine. 
Safety ge 9 Supply Co. 
Smith, D. 
Wheeler, C. wey Mfg. Co. 


Fire Sifens 
American LaFrance 

Div. of ne "Precision Corp. 
Ansul Chemical Co, 
+ ae -Campbell Co. 

Edwards Co., Ine 
Federal Sign «& Signal Corp. 
pea Company 

eral Fire Extin i 
Genter, C. D., Co. — 
Halprin Supply Co. 
Notifier Corp. 
Kochester Safety Equip. Co., Inc. 
Safety First Susoly Co. 
Snyder, & Son, Ine. 
Sterling Siren’ Fire Alarm Co., Inc. 


Fire Frocks, Industrial 


Div. of ae Precision Corp. 

Ansul Chemical Co. 

Bean, John, Div., Industrial Sales Dept., 
Food Machinery & Chemical Corp. 

Genter, C. D., 

National Foam Systems, Ine. 


Seco Mfg. Co. 
Victor Ax iding Machine Co. 


First Aid Materials 
Boyer-Campbell Co 

Bullard, E. D., Co. 

Davis Emergency Equip 
Draeger Ox. App. Corp. 
Fisher Scientific Co. 
Fyr-Fyter Co. 

General Bandages, Inc 
Gwneral Scientific Equip. Co 
Halperin, A. E., Co., Inc 
Halprin Supply Co 

Industrial Prod. Co. 

dvhnson & Johnson 

Karel First Aid Supply Co 
McDowell Mfg. Co. 

Medical Supply Co. 

Mine Safety Appliances Co 
National Mine Service Co 
Orthopedic Frame Co. 

Pac-Kit Company 

Pendergast, Albert W. Safety Equip. Co 
Kuchester Safety Equip. Co., Inc 
Rockwood Sprinkler Co 

Safety First Supply Co. 
Scientific Industrial Supply Co 


First Aid Kits 


American LaFrance Div. of 
Sterling Precision Corp 

Boyer-Campbell Co 

Bullard, E. D., Co. 

Davis Emergency Equip. Co 

Fisher Scientific Co. 

Fyr-Fyter Co. 

General Scientific Equip. Co 

Haiperin. A. E., Co., Inc 

Halprin Supply Co. 

Industrial l’rod. Co. 

Johnsen & Johnson 

Karel First Aid Supply Co 

Medical Supply Co. 

Mine Safety Appliances Cx 

National Mine Service Co 

Pac-Kit Company 

Pendergast, Albert W., Safety Equip. Co 

Rochester Safety Equip. Co., Inc 

Safety First Supply Co. 

Scientific Industrial Supply Cc 


Flame Retardant, Acoustical Tile 
Armstrong Cork Co 
Rysdon Products Co. 


Flame Retardant, Fabric 

American Brattice Cloth Corp 

Cordo Chemical Corp 

Cotton Goods Mfg. Co 

Daniels, C. R., Ine 

Du Pont, E. I. de Nemours & C 

Flamort Chemical Co. 

Flash Shield Products 

Frommelt Industries 

Herculite Protective Fabrics 

Holeomb Safety Garment Co 

Industrial Gloves Co. 

Institute of Industrial Launderers 
Johns-Manville Sales Corp. 

Kennedy-Ingalls, Inc 

Lynrus Finishing Co., Ine 

Raybestos-Manhattan, Inc 

Rochester Safety Equip. Co., Inc 

Safety Clothing & Equip. C« 

Scientific Industrial Supply C 

Singer Glove Mfg. Co 

U.S. Rubber Co 

Wamsutta-Pacific Industrial Div 
M. Lowenstein & Sons, Inc 

Wheeler Protective Apparel, Inc 


Flame Retardant, Fibre Board 
Alim Corp. 

Carey, The Philip, Mfg. Co 

Du Pont, E. I. de Nemours & Co., Inc 
Flamort Chemical Co. 

Johns-Manville Sales Corp. 

Koppers Co., Ine 

Rochester Safety Equip. Co., Inc 
Spaulding Fibre Co., Inc 


Flame Retardant, Wood 

Alim Corp. 

Du Pont, E. I. de Nemours & Co., Inc 
Flamort Chemical Co. 

Koppers Co., 

Rochester Safety Equip. Co Inc 


Floodlights, Emergency 
American Allsafe Co., Ine. 
American LaFrance, 
Div. of Sterling Precision Corp 
American Optical Co., 
Safety Products Div. 
Boyer-Campbell Co. 
Carpenter Mfg. Co. 
Crouse-Hinds Co 
Dietz, R. E., Co. 
Electric Cord Co 
Electric Storage Battery Co., 
Exide Industrial Div. 
Fyr-Fyter Co. 
Gould-National Batteries, Inc 
Industrial Prod. Co. 
Justrite Mfg. Co 
Mine Safety Appliances Co 
New Jersey Safety Equip. Co 
Portable Light Co., Inc 
Pyle-National Co. 
Rochester Safety Equip. Co., Inc 
Safety First Supply Co 
Snyder, M. L., & Son, Ince 
Tedear Products Co. 


F 7yns 
FQ8. CHR, Mfg. Co., Inc. 
American LaFrance, 

Div. of Sterling Precision Corp 


ic - 


See Directory of Fire Protection and Centra 
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urces 


Bean, John, Div., Industrial Sales Dept., 
Food Machinery & Chemical Corp. 

Genter, C. D., Co, 

Halprin Supply Co. 

Hub-States Chemical & Equip. Co 

Machine Products Corp. 

Kochester Safety Equip. Co., Inc. 

Safety First Supply Co. 

Seco Mfg. Co 

Wegt Chemical Prod., Ine. 


Fog-Nozzle 


Akron Brass Mfg. Cc., Inc. 
Allen, W. D., Mfg. Co. 
American LaFrance, 
Div. of Sterling Precision Corp. 
Bean, John, Div., Industrial Sales Dept 
Food Machinery & Chemical Corp 
Elkhart Brass Mfg. Co., Ine. 
Fyr-Fyter Co. 
General Fire ay talgeaeed Corp. 
Genter, C. 
Halprin Supply Co. 
Hub-States Chemical & Equip. Co 
Machine Products Corp 
Rochester Safety Equip. Co., Ine 
Kkockwood Sprinkler Co 
Safety First Supply Co. 
Seco Mfg. Co 
Snyder, M. L., & Son, Inc 
Star Sprinkler Corp 


Gongs, Sirens, Horns, Signaling Devices 

American LaFrance Div. of 
Sterling Precision Corp 

Auth Electric Co., Ine 

Audio Equip. Co Inc 

Autocall Co., 

Bullard, E 

Dietz, R. E., 

Edwards Co., Inc 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp 

Fire-Lite Alarm, Ine. 

Fyr-Fyter Co. 

Gamewell Company 

General Fire aed Corp 

Genter, C. 

Halprin Supply "Co. 

Macchi & Co. 

Minneapolis-Honeywell Regulator Cx 

New Jersey Safety Equip. Co. 

Notifier Corp. 

Rochester Safety Equip. Co., Inc. 

Rockwood Sprinkler Co 

Safety First Supply Co. 

Snyder, M. L., & Son, Inc 

Standard Electric Time Co 

Tedear Products Co 

Trippe Mfg. Co. 


Grounding Device, Electronic 
Gilbert & Barker Mfg. Co 


Helmets, Firemen’s 


American LaFrance Div. of 
Sterling Precision Corp 

Boyer-Campbell Co. 

Bullard, KE. D., Co. 

Fibre-Metal Prod. Co. 

Fyrepel Products, Inc. 

Fyr-Fyter Co. 

Genter, C. D., Co. 

Gentex Corp. 

Goodall Rubber Co. 

Halprin Supply Co. 

Industrial Prod. Co. 

Mine Safety Appliances Co. 

Rochester Safety Equip. Co., Inc 

Safety Clothing & Equip. Co. 

Safety First Supply Co. 

Snyder. M. L., & Son, Inc. 

U.S. Rubber Co 


Hose, Lines 
Allen, W. D. Mfg. Co. 
American Biltrite Rubber Co., 
Boston Woven Hose & Rubber Div. 
American LaFrance Div. of 
Sterling Precision Cor 
Eureka Fire Hose Div. ot U.S. Rubbe: Cv 
Fyr-Fyter Co. 
Goodall Rubber Co. 
Halprin Supply Co. 
Hewitt Robins Inc., Hewitt Robins I)i\ 
Rochester Safety Equip. Co., Inc. 
Seco Mfg. Co. 
Snyder, M. L. & Son, Ine 


Hydrants, Fire 


Allen, W. D. Mfg. Co 
Grinnell Co 


Inhalators 
American Allsafe Co., Inc 
American Ind. Safety Equip. Co. 
American LaFrance 

Div. of Sterling Precision Corp 
Bomgardner Mfg. Co. 
Boyer-Campbell Co. 
Davis Emergency Equip. Co., Inc 
Draeger Ox. App. Corp. 
Emerson, J. H., Co. 
General Selentifie saute. Co. 
Genter, D., 
Halprin Supply Ge 
Industrial I’r Co. 
Karel First Ald Supply Co 
Machine Products Corp. 
Mine Safety Appliances Co 
New Jersey Safety Equip. Co. 
Oxy-Aid Scientifie Corp 
Rochester Safety Equip. 
Rockwood Sprinkler Co 
Safety First Supply Co. 
Scott Aviation Corp. 
Stephenson Corp. 
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Hydraulic Fluids, Fire-Resistant 


<elanese Chemical Co. Div. of 
Celanese Corp. of America 

Houghton, E. F. & Co 

Shell Oil Corp 


Indicators, Flammable Vapors 


Boyer-Campbell Co 

Davis Emergency Equip. Co., 
Detectogas Instruments, Inc. 
Draeger Ox. App. Corp. 
General Scientific Equip. Co. 
Johnson-Williams, Inc 

Mine Safety Appliances Co 
New Jersey Safety Equip. Co 
Rochester Safety Equip. Co., I 
Safety First Supply Co. 


Ine 


mn 


Union Industrial Equip. Corp. 


Indicators, Gas 

Bacharach Ind. Instr. ¢ 
Boyer-Campbell Co 

Davis Emergency Equip. Co., 
Detectogas Instruments, Inc. 
Draeger Ox. App. Corp 
Gelman Instrument Co 
General Scientific Equip 
Johnson-Williams, Inc. 

Mine Safety Appliances Co. 
National Mine Service Co 
New Jersey Safety Equip. Co. 
Rochester Safety Equip. Co., 
Safety First Supply Co. 
Union Industrial Equip. Corp. 


Indicators, Oxygen Deficie 
Bacharach Ind. Instr. Ce 


Jin 


Inc 


ncy 


Davis Emergency Equip. Co., Inc 


Detectogas Instruments, Inc 
General Scientific Equip. Co. 
Genter C. D., Co 

Mine Safety Appliances Co 
National Mine Service Co. 
New Jersey Safety Equip. Co. 
Rochester Safety Equip. Co., 
Stephenson Corp. 


Ladders, Fire, Wood 
American LaFrance Div. of 
Sterling Precision Corp 
Duo-Safety Ladder Corp 

Fyr-Fyter Co 

Goshen Mfg. Co., Inc 

Halprin Supply Co 

Hopfeld Ind. Mfg. C« 
Himco Div 

Patent Scaffolding Cx In 

Rochester Safety Equip. 

U.S. Rubber Co 

Werner, R. D., Co 


Ladders, Fire, Metal 


Aluminum Ladder Cx 
American LaFrance Div. of 
Sterling Precision Corp 

Cleveland Ladder Co 
Duo-Safety Ladder Corp 
Fyr-Fyter Co 

Goshen Mfg. Co., Inc 

Gratz Prod. Corp 

Halprin Supply Co 

Hopfeld Ind. Mfg. Co Hime 
Patent Scaffolding Co., Inc 


Inc 


» Div 


Rochester Safety Equip. Co., Inc 


Snyder, M. L. & Son, Inc 
U.S. Rubber Co 
Werner, R. D., Cx 


Lamps, Explosion Proof 


Boyer-Campbel] Co. 

Browne, Stewart R., Mfg. Cx 
Carpenter Mfg. Co 

Electro Powerpacs Inc 
Ericson Mfg. Co 

General Scientific Equip. Co 
Halprin Supply Co. 
Industrial Prod. Co 

Joy Mfg. Co 

Justrite Mfg. Co 

New Jersey Safety Equip. Co 
Pyle-National Co 

Rochester Safety Equip. Co., 
Safety First Supply Co. 
Swivelier Company, Inc 
U-C-Lite Mfg. Co. 


Lights, Lamps, Emergency 


Boyer-Campbell C 

Carpenter Mfg. Co 

Electric Cord Co 

Electric Power Pacs, Inc 

Federal Sign & Signal Corp 

Fry-Fyter Ce 

General Scientific Equip. ( 

Gould-National Batteries, Inc 
Nicad Div 

Halprin Supply Co 

Joy Mfg. Co 

Machine Products Corp 

New Jersey Safety Equip. C« 

Portable Light Co Inc 
*vyle-National Co 

Rochester Safety Equip. Co., 

Selecto Flash Corp 

Standard Electric Time Co 

Tedear Products Cc 

U-C-Lite Mfg. C 


Lights, Lamps, Emergency, 


American Optical Cx Safety 
Boyer-Campbell (<« 

Carpenter Mfg. Cx 

Electric Cord Ce 

Electro Power Pacs, Inc 
Federal Sign & Signal Corp 
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Fry-Fyter Co 

General Scientific Equip. Co. 

Gould-National Batteries, Inc. 
Nicad Div. 

Halprin Supply Co. 

Joy Mfg. Co. 

Justrite Mfg. Co. 

New Jersey Safety Equip. Co. 

Portable Light Co., Inc. 

Rochester Safety Equip. Co., Inc 

Selecto Flash Corp. 

Standard Electric Time Co. 

Tedcar Products Co. 

U-C-Lite Mfg. Co, 


Masks, Acid Gas 


Acme Protection Equip. Co. 
Boy er-Campbell > 
Bullard, E. ee 
Davis Emergency = Co., Inc 
Draeger Ox. App. Corp 
Eastern Safety Equip. Co., Inc 
Fyr-Fyter Co. 
General Setentifie ee Co. 
Genter, C. D., C 
lialprin Supply Co. 
Hub States Chemical Equipment Co 
Industrial Prod. Co. 
Mine Safety Appliances Co. 
New Jersey Safety Equip. o. 
lulmosan Safety Equip. Corp 
Kochester Safety Equip. Co., lnc 
Safety First Supply Co. 
Scientific Industrial Supply Co. 
Synder, M. , & Son, Inc. 
Standard Glove Co. 
Standard Safety Equip. Co. 
Willson l’rod. Div. 

Ray-O-Vae Co. 


Masks, All-Service 


Aeme l’rotection Equip. Ce 
American Ind. Safety Equip. Co. 
American LaFrance, 

Div. of Sterling Precision Corp 
Ksoyer-Campbell Co. 
Kullard, KE. D., Co. 
Davis Emergency Equip. Co., Ine 
Draeger Ox. App. Corp 
Eastern Safety Equip. Co.. Inc 
Fyr-Fyter Co. 
General Scientific Equip. Cu 
Genter, C. Co. 
Glendale Optical Co., Ine. 
lialprin Supply Co 
Hub-State Chemical & Equip. Co. 
Industrial rod. Co. 

Mine Safety Appliances Co 
New Jersey Safety Equip. Co 
Rochester Safety Equip. Co.. Ine 
Safety First Supply Co. 
Setentitic Industrial Supply Co 
Snyder, Son, Ine. 
Standard Glove Co. 
Standard Safety Equip. Co 
Willson Prod. Div., 

Ray-O-Vaec Co. 


Masks, Ammonia Gas 


Aeme Protection Equip. Co 
American LaFrance 

Div. of Sterling Precision Corp 
Boyer-Campbell Co. 
Bullard, E. D., Co. 
Davis Emergency Equip. Co., Inc 
Draeger Ox. App. Corp. 
Eastern Safety Equip. Co., Inc 
General Seientitic wane Co. 
Genter, C. Co. 
Halprin Supply Co. 
Hub-State Chemical & Equip. Co 
Industrial Prod 

Mine Safety oa Co 
New Jersey Safety Equip. Co 
Tulmosan Safety Equip. Corp 
Rochester Safety Equip. Co., Ine 
Safety First Supply Co. 
Scientific Industrial Supply Co 
Snyder, M. L. 4 Son, Ine. 
Standard Glove C 
Standard Safety auto Co. 
Willson LS ony Div. 

Kay-O-Vae Co. 


Masks, Carbon Monoxide 


Acme Protection Fauto. Co. 
Royer-Campbell (Co, 
Bullard, E. D. Co. 
Davis Emergency Equip. Co., Inc 
Draeger Ox. App. Corp 
Kastern Safety Bouts. Co.. Ine 
Fyr-Fyter Co. 
General a  Bautp. Co 
Genter. C. D., 
Halprin Supply Co. 
Hub-States Chemical & Equip. Co 
Industria} Prod. Co 
Mine Safety “Appliances Co 
New Jersey Safety Equip. Co 
Rochester Safety Equip. Co.. Ine 
Safety First Supply Co. 
Scientific Industrial Supply Co 
snyder, M. L. & Son, Inc. 
Standard Glove wu. 
Willson Prod. Div., 

Ray-O-Vae Co. 


Masks, Hose (Fresh Air) 
Acme Protection Equip. Co 
American LaFrance Div. of 

Sterling Precision Corp. 
Toyer-Campbell = 
Bullard, E. D.. Co. 
Chicago Eye Shield Co. 
Davis Emergency Equip. Co.. Ine 
Draeger Ox. App. Corp. 
Eastern Safety Equip. Co., !ne 
Fibre-Metal Prod. Co. 


To locate Advertisements, see Advertisers’ 


Genter, Cc. D., Co. 


Industrial Prod. Co. 
Mine Safety Fagg Co. 
. J. Jd Inc. 


Pulmosan Safety Equip. Corp. 
Kochester Safety Equip. Co., Inc. 
Safety First Supply Co. 
Scott Aviation Corp. 
Standard Glove Co. 
Willson Prod. Div., 

May-O-Vae Co. 


Masks, Hose (Supplied Air) 


Acme Protection Equip. Co. 
American LaFrance Div. of 
Sterling Precision Corp. 
Boyer-Campbell > 
Bullard, E. 
Davis Emergency _=— Co., Ine 
Draeger Ox. App. Corp. 
Kastern Safety Equip. Co., Inc 
Fyr-Fyter Co. 
Genter, C. D., 
Globe bateeanten. “ine. . 
Special bi 
Industrial Prod. Gor 
Mine Safety Appliances Co. 
Monaghan, J. J. Co., Inc. 
New Jersey Safety Equip. Co. 
TPulmosan Safety Equip. . 
Rochester Safety Equip. Co., Ine 
Safety First Supply Co. 
Scott Aviation Corp. 


Masks, Organic Vapor 


Acme Protection Equip. Co. 
Boyer-Campbell Co. 

Bullard, E. D., Co. 

Chicago Eye Shield Co. 

Davis Emergency Equip. Co., Inc. 
Draeger Ox. App 

Eastern Safety Fauip. Co., 
General —" Equip. n 
Genter, C. 

Halprin Suppiy © 

Hub-States Chemical & Equip. 
Industrial Prod. Co. 

Mine Safety Appliances Co. 


Safety C'othing & 
Safety First Supply Co. 
Scientific Industrial Supply Co. 


Megaphones, All Types 


Halprin Supply Ce. 
Rochester Safety Equip. Co., Ine. 


Megaphones, Transistor-powered 


Antrex Corp. 
Audio Equipment Co., Inc. 
— Alarm Co., Inc. 

eneral Scientific Equip. Co. 
Halprin Supply 
New Jersey Safety Equip. Co. 
Kochester Safety Equip. Co., Ine. 
Wheeler Protective Apparel, Inc. 


Oxygen Breathing Apparatus 


American Ind. Safety Equip. Cv. 
Bomgardner Mfg. Co. 
Boyer-Campbell Co. 
Fisher Scientific Co. 
Fluid Power, Ine. 
Fyr-Fyter Co. 
General Scientific Equip. Co. 
Globe Industries, Inc., 

Special Prod. , 
Halprin Supply C 
Karel First Aid Sesoly Co, 
Machine Products Corp. 
Mine Safety Appliance Co. 
Monaghan, J. J. Co., — 
New Jersey Safety Equi 
Ohio Chemical & Surgical Sesto. Co. 
Oxy-Aid Scientific Corp. 
Rochester Safety Equip. Co., Ine. 
Rockwood Sprinkler Co. 
Stephenson Corp. 


Oxygen Therapy Apparatus 
Bomgardner Mfg. 


Fluid Power, Ine. 
Globe Industries, Inc. 
Special Div. 
Karel First Aid Supply Co. 
Linde Company 


Div. of Union Carbide Corp. 
Mine Safety Appliances Co. 
Monaghan, J. J., Co., Ine. 
ae nay 4 Products Corp. 

Yhio Chemical & ao Equip. Co. 
Onto Chemical Pacifie Co. 
Oxy-Gear, Ine. 
Oxygen Equip. & Service Co. 
Rochester pat ay Co., Ine. 


Oxy-Acetylene Cutting Equip. 

Linde Co., Div. of Union Carbide Corp. 
Paint, Fire Resistant 

Albi Mfg. Co., Ine. 

Alim Corp. 





UMASS 


-Cam Co. 
De Fost, o. de Nemours & Co., Inc. 
| ~o 1 Co. 


Flamort 

Glidden Co, 

Kelly, The, Paint Co. 

Pittsburgh Be , a Se 
Rochester ety Equip. , Ine. 


Pumps, Foam 


American LaFrance, 
— of Sterling Precision Corp. 
John, Div., Industrial Sales Dept., 
eS Machinery & Chemical Corp. 
Cardox Div., 


Chemetron > 
Rochester Safety Equip. Co., Inc. 
Rockwood Sprinkler Co. 
Safety First Supply Co. 


Pumps, Fire Apparatus 


American LaFrance Div. of 
Sterling Precision Corp. 
Bean, John, Div., Ind., Sales Dept., 
Food Machinery & Chemical Corp. 
Halprin Supply Co. 
Rochester Safety Equip. Co., Inc. 


Pumps, High Pressure 


Bean, John, Div., Industrial one name 
Wood Machinery & Chemical Corp 

Draeger Ox. App. p, oo 
Halprin Supply © 
New —_ Bafety’ “Equip. Co. 
Porto p Inc 
Rochester | Ratety Equip. Co., Ine. 
Tokheim Corp. 

Pumps, Portable 


American LaFrance Div. of 
Sterling Precision Corp. 

Bean, John Div., Ind. Sales Dept., 
Food Machinery & Chemical Corp. 

Fyr-Fyter Co. 

Halprin Supply C 

Hub-States Chemical & Equip. Co. 

Protectoseal Co. 

Rochester —s Equip. Co., Inc. 

Smith, D. & Co. 

Tokheim ‘om 


Public Address Systems 


Audio Equipment Co., Ine. 
Federal a4 & Signal Corp. 
Rochester Safety Equip. a Inc. 
Standard Safety Equip. Co. 


Radios 


Blonder Tongue Systems, Inc. 
Kaar Eng. Corp 


Rescue Equipment, Hydraulic 


Halprin Supply Co. 
Hein-Werner Corp 

Mine Safety Appliances Co. 
Porter, H. Inc. 

Rochester Safety Equip. Co., Ine. 


Respirators, Fume 


American Allsafe Co.. Inc. 
American LaFrance Div. of 
Sterling ee Corp. 

Optical Co. 


General Scientific Equip 

Genter, C. D. > 
Halprin Supply C 
Hub-States Chemica & Equip Co. 
Industrial Prod. 
Kimball Safety Prod. Co. 
Mine Safety Appliances Co. 
New Jersey Safety Equip. Co. 
Pulmosan Safety Equip. Corp. 
Rochester Safety Equip. Co., Ine. 
Rockwood Sprinkler Co. 
Safety Clothing & Bee. Co. 
be ne First Supply Co. 

entific Industrial Supply Co. 
Scott Aviation — 
Snyder, M. L. Son, Inc. 
Standard Glove bo. 
Sellstrom Mfg. Co. 
Willson Prod. Div., 

Ray-O-Vac Co. 


Resuscitation Equipment 


Air-Shields, Inc. 

American Ind. Safety Equip. Co. 

American LaFrance Div. of 
Sterling Precision Corp. 

Bomgardner Mfg. Co. 

Boyer-Campbell Co. 

Emerson, J. H. Co. 


Fyr-Fyter Co. 
Globe Industries, Inc., Special Prod. Div. 


arel First Aid Supply Co. 
Machine uets Corp. 

fedical Supply Co. 
fine Safety Appliance Co. 

fonaghan, J. J. Co., Ine. 
Ohio Chemical & Surgical Equip. Co. 
Rochester Safety Equip. Co., Inc. 





Schools, Clinics, Fire 
Ansul Chemical Co. 


See Directory of 
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mim Classified index of fire protection 


Security System, Electronic 
American District Telegraph Cx 
Blonder Tongue System, Inc 
Fyr-Fyter Co. 


Kidde Ultrasonic & Detection Alarms, Inc. 


Minneapolis-Honeywell Regulator ( 
Shoes, Non-Sparking 


Genter, C. D., Co 
My-Test Safety Shoes, 

Div. International Shoe Co. 
Iron Age Safety Shoe Div., 

H. Childs & Co., Ine. 
Lehigh Safety Shoe Co. 
McAn, Thom, Safety Shoe Div. 
Record Industrial Co. 
Reece Wooden Sole Shoe Co. 
U.S. Rubber Co. 
Wolverine Shoe & Tanning Corp 

Signs, Fire Prevention 

Ad-O-Plastic 
Boyer-Campbell Co. 
Brady, W. H. Co 
Canisteo Sign & Mfg. Co., Inc 
Eastern Metal of Elmira, In 
Davenport, A. C. & Son, Inc 
General Scientific Equip. Co 
New Jersey Safety Equip. Co 
Pendergast, Albert W. Safety Equip. Co 
Prairie State Products Co 
Ready Made Sign Co., Inc 
Rochester Safety Equip. Co., Inc 
Snyder, L. M. & Son, Inc 
Star Sprinkler Corp. 
Stonehouse Signs, Inc 
Tedear Products Cc 
Westline Products Div 


Sirens, Signals 


American LaFrance Div. of 
Sterling Precision Corp 

Falcon Alarm Co., Inc 

Federal Sign & Signal Corp 

Fyr-Fyter Co. 

Gamewell Co. 

Halprin Supply Co. 

Portable Light Co., Inc. 

Rochester Safety Equip. C Inc 

Sterling Siren Fire Alarm C« Ine 


Smoker's Stand 
Boyer-Campbell Co 
Davenport, A. C., & Son, Inc 
Genter, C. D., Co. 
Industrial Prod. Co. 
New Jersey Safety Equip. Co 
Pendergast, Albert W., Safety Equip. Co. 
Rochester Safety Equip. Co., Inc 
Safety Clothing & + Ce 
Safety First Supply 
Standard Industrial Prod Co 


Solvents, Cleaning and Safety 


Brulin & Co., Ine. 

Dolge, C. B., Co 

Diamond Alkali Co. 

DuPont. E. I., de Nemours & Co., Inc 
Fine Organics, Inc 

Finnell System, Inc. 
Graymills Corp 

Houghton, E. F. & Cx 

Karel First Aid Supply C« 
Legge, Walter G., Co., Ine 
Magnus Chemical Co., Inc 
Miracle Adhesives Corp 
Moore, John B., Corp. 
National Chemsearch Corp 
New Jersey Safety Equip. Co 
Oakite Produets, Inc. 
Penetone Company 

Practical Mfg. Co. 

Rochester Safety Equip. Co., Inc 
Speco, Inc. 

Tect, Inc 

Turco Products, Ine. 


Splints, Emergency 
Hartmann Safety Prod, Inc 
Karel First Ald Supply Co 
Mine Safety Appliance 
Orthopedic Frame Co 
Rochester Safety Equip Co., Inc 


Sprinkler Systems 


American District Telegraph Cx 
Castle Eng. Co. 

Fyr-Fyter Co. 

jamewell Company 

Grinnel Co. 

Reliable Automatic Sprinkler Co., irc 
Rochester Safety Equip. C« Inc 
Rockwood Sprinkler Co. 

Star Sprinkler Corp. 


Sprinkler Systems, Supervision 


Autocall Co., Inc. 

Fire-Lite Alarms, Inc. 

Gamewell Co. 

Grinnel Co. 

Minneapolis-Honeywell Regulator Cc 
Rockwood Sprinkler Co. 


Stretchers 


Bomgardner Mfg. Co. 
Boyer-Campbell Co. 

Bullard, E. D., Co. 

Daniels, C. R., 

Davis ro Equip. Co., Ine. 


ne. 
General Scientific Equip. Co 
Halperin, A. E., a 0., Inc 
Halprin Supply Co. 

Hartmann Safety Products, Inc 


Fire Protection and Cent 


and control products 


Industrial Prod. Co. 

Junkin Safety Appliance Co., 
Karel First Aid Supply Co. 
Medical Supply Co. 

Mine Safety Appliances Co. 
National Mine Service Co. 

New Jersey Safety Equip. Co. 
Orthopedic Frame Co. 
Pendergast, Albert W., Safety Equip. Co. 
Reeves Sales Co. 

Rochester Safety Equip. Co., Inc. 
Safety Clothing & Equip. Co. 
Safety First Supply Co. 

Sarole, Inc. 

Scientific Industrial Supply Co. 
Seco Mfg. Co. 

Smith, A., & Son Ine. 

Standard Glove Co 

Standard Safety Equip. Co. 
Washington Products Co. 


Stretcher Kits and Cases 
Bomgardner Mfg. Co 
Bullard, E. D., Co. 
Boyer-Campbell Co. 

Daniels, C. R., Ine 

Davis Emergency Equip. Co 
Ferno Mfg. Co. 

General Scientific Equip. Co. 
Halperin, A. E., Co., Inc 
Industrial Prod. Co. 

Junkin Safety Appliance Co., 
Karel First Aid Supply Co. 
Medical Supply Co. 

Mine Safety Appliances Co. 
National Mine Service Co. 
New Jersey Safety Equip. Co. 
Osborn Mfg. Corp. 
Pendergast, Albert W., Safety Equip. Co. 
Rochester Safety Eaulp. Co., Ine. 
Safety First Supply C 

Seco Mfg. Co. 

Smith, A., & Son Inc. 
Standard Glove Co 

Standard Safety Equip. Co 
Washington Products Co. 


Television, Industrial In-Plant 


Blonder-Tongue System, Inc 
General Precision, Inc. 
GPL Division 
Midwest Audio Corp 
Special Instruments Laboratory, Inc 


Tools, Non-Sparking 

Ampco Metal, Inc. 

Beryllium Corp 

Boyer-Campbell 

Custanite Corp 

New Jersey Safety Equip. Co 

Nupla Mfg. Co., Div. of New me ogy Corp. 
Pendergast, Albert W. Safety Equip. Co 
Rochester Safety Equip. Co., Inc 

Kose Mfg. Co 


lowers, Fire Aerial 
Halprin Supply Co. 


lraining Programs, Fire Prevention 
American-La France Corp 

Ansul Chemical Co 

Fyr-Fyter Co 

Halprin Supply Co. 

Porto-Clinic Instruments, In 


Ventilating Heaters, Propane 
Morrison-Pelsue Co 


Ventilating Devices 
Super-Vacuum Mfg. Co., Inc 


Watchmen’s Clock Systems 


American District Telegraph Co 
Detex Watchclock Corp. 

Lathem Time Recorder Co. 

Notifier Corp 

Snyder, M. L., & Son, Ine. 

Special Instruments Laboratory, Inc. 


Weed Killers 


Allied Chemical Corp., 
General Chemical Div. 
Ansul Chemical Co. 
Brulin & Co., Ine. 
Diamond Alkalt _ 


‘¢ “. Nemours & Co., Inc. 
Geigy Agricultural Chemicals, 

Div. of Geigy Chemical Corp. 
Hub-States Chemical & Equip. Co. 
Huntington Laboratories, Inc. 

Smith, D. B. & Co, 

Union Carbide Consumers Prod. Co. 
United States Borax & Chemical Corp. 
United States Rubber Co. 

West Chemical Prod., Inc. 


Wetting Agent for Fire Fighting 


American LaFrance, 

Div. of Sterling Precision Corp. 
Central Safety Equip. Co. 
Deynor, Corp. 

Fyr-Fyter Co. 

Halprin Supply Co. 

National Foam Systems, Inc 
Penetone Company 

Rochester Safety Equip. Co., Inc. 
Rockwood Sprinkler Co. 

Safety First Supply Co. 

Snyder, M. L., & Son, Inc. 


Wrenches, Hydrant 


ee wed Equip. Co., Ine 
Seco 
Snyder, sa L. & Son, Inc. 


Sources for addresses. 
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1960 ACCIDENT FACTS 


If you make a five-minute safety talk to a group of workers, how many 
people will die in accidents in that time? 

If you’re talking to a PTA group about child safety, can you tell your 
audience how many children between the ages of 5 and 14 die in 
accidents? 

Do you know how many traffic deaths occurred in your city last year? 
Do you know how your city rates with others of a comparable size? 
Suppose one of your foremen wants to know if there are more accidents 
in the summer time than in the winter time, would you be able to give 
him the information? 

These questions—and hundreds of others regarding every phase and 
particular about accidents—are answered in the 1960 Edition of Acci- 
dents Facts, the Council's annual statistical publication. 

Probably no other book has so many uses for the safety man. It’s the one 
book that never gets tucked into a desk drawer or filing cabinet. It stays 
right on the desk top, ready for use in report writing, article writing, and 
in a hundred different ways-—-wherever up-to-date statistical facts about 
safety are needed. 

Members of the National Safety Council will receive one copy of Acci- 
dent Facts as part of their membership service; a copy is also provided 
to each holder of an Administrative Unit. But you'll probably need a 
number of copies in your organization, because it’s the type of book—like 
an almanac or dictionary or telephone directory—that people constantly 
use and want a copy of for themselves. Take advantage of the quantity 
prices to order copies of Accident Facts, 1960 Edition, for all of your 
supervisors and administrative staff now. 

021.60. Accident Facts (1960 Ed.), 96pp, 6”x9”, each: 1—$1.85; 2—$1.50; 
10—$1.35; 100—$1.25. 


DATA SHEET MAINTENANCE SERVICE 


At the request of many members the Council has devised a new subscrip- 
tion service to enable owners of sets of Industrial Data Sheets to keep the 
sets up to date. Called the Data Sheet Maintenance Service, it provides 
subscribers automatically with all of the new and revised Industrial Data 
Sheets which have been published each year. Subscribers also are sent a 
complete index of Data Sheets each year and an instruction sheet show- 
ing which Data Sheets have been revised and which have been discon- 
tinued. The Data Sheet Maintenance Service is available as a subscrip- 
tion service at an annual cost of $8.50. 

The new Data Sheet Maintenance Service is fully described in the newly- 
published Service Guide for National Safety Council Data Sheets. The 
Service Guide also contains a complete listing of Data Sheets, and in- 
formation on a special trade-in offer whereby the Council will accept an 
old outdated set of Data Sheets on the purchase of a new set and will 
allow as much as $10 credit for it. A free copy of the Service Guide is 
available on request. See order form. 


123.08. Data Sheet Maintenance Service. Annual subscription, each 
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YOU might not be so lucky— 
ATCH YOUR FOOTING! 


@Qaearrewmart savervy couners 
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LIFT ALL LOADS 
CAREFULLY! 
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Save x 
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GET THEM-USE THEM 
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But LEARN 
to SWIM Fire?! 
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1999-A 814" x 112" 
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SAFETY HINTS FOR THE ELDERLY 


A series of four leaflets, Poor Sight, Tire Easily, A Little Shaky 
and Forget Things, discussing common physical impairments 
of the aged and suggesting environmental aids and personal 
practices that will help to prevent accidents. The leaflets are 
four pages each and are illustrated in full color. The language 
used requires no more than eighth grade reading skills. 

STOCK NO. 599.10—Cost per set: 10—$.12; 50—$.11; 500—$.092; 
1000—$.084. 


WHERE DO YOUR KIDS PLAY 

A booklet intended to stimulate parent's thinking about the 
play environment and habits of their school-age children. Each 
page shows actual photographs of children playing in typical 
but extremely risky places. The last two pages of the booklet 
discuss organized and supervised play areas for children. 
There are eight pages with two-color printing. 

STOCK NO. 599.36—Cost per booklet: 50—$.06; 500—$.055; 1000 
—$.05; 5000—$.04; 10,000—$.037; 20,000—$0.35. 


ACCIDENTS IN THE OFFICE 

Brightly colored and presented in an eye-appealing way, this 
new booklet will help alert your “white collar” staff to the 
common hazards found in their occupational environment. 
“Accidents in the Office” fills a long-felt need. Eight pages, 
3%,” x 8”. Two-color illustrations. 

STOCK NO. 195.50—Cost per booklet: be ar 506-85; 1000— 
$.045; 5000—$.043; 10,000—$.042; 20,000—$.04 


BEFORE IT’S TOO LATE 

Dedicated to “all brave firemen who try to arrive before it’s 
too late,” this booklet tells the tragic story of home fires and 
how to prevent them. Real-life pictures taken at the time of a 
fire help dramatize the message. Twelve pages, 334” x 8”. Two- 
color photographs and illustrations. 

STOCK NO. 599.82—Cost per booklet: a 07; — 06; 1000— 
$.052; 5000—-$.046; 10,000—$.042; 20,000—$.04 


VACATION BOUND 


The Council’s new booklet on accident problems of people on 
vacation . .. the “happiest two weeks of the year” that 

often marred by accidents. This year’s booklet uses a 
cartoons to illustrate principal vacation hazards—swi 
and boating accidents, highway accidents, and acci 
around the house. It’s a light-hearted booklet that can be 
in a minute—just the kind to distribute to vacation-bound 
employees. 

STOCK NO. 194.39—Cost per booklet: 50—$.07; 500—$.065; 1000 
—$.055; 5000—$.045; 10,000—$.042; 20,000—$.04. 





A SIMPLE DO-IT-YOURSELF PROJECT 

The safety of a worker’s fingers—industry’s best production 
tools—is the subject of this booklet. Cartoons and brief copy 
help remind workers of the do’s and dont’s of hand safety. 
Eight pages 334” x 8”. Two-color illustrations. 

STOCK NO. 194.22__Cost per booklet: 50—$.057; 500—$.048; 1000 
—$.041; 5000—$.033; 10,000—$.031; 20,000—$.029. 


Use the handy Order Form to request free 
copies or to order booklets in lots. 
listing of additional booklets , write — 


NATIONAL SAFETY COUNCIL 
425 N. MICHIGAN AVENUE, CHICAGO 11, ILLINOIS 





USE THIS CONVENIENT 
ORDER FORM TO 
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OBTAIN FREE... 
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ORGANIZATION 
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[] Check here for free copy of SERVICE GUIDE FOR NA 
TIONAL SAFETY COUNCIL DATA SHEETS 


F 
SAFETY POSTERS SAFETY BOOKLETS “ 


List Quantity Desired 
STOCK No. QUANTITY 
1587 
1632-/ 
1737 
1856- / . 
1877-/ STOCK No. QUANTITY 
1890 
1907 
1999- / 
T-1967 , a 
1980-/ Ra. a 195.50 
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= 599.82 
1951-C . — 
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] Ship Booklets in 
Quantities Indicated 
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circled 
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THE SAFE WORKER 


This pocket sized psychologist can build a sound safety attitude in even the most 
unresponsive worker—the one who’s been told and told but never sold. Using a 
mixture of cartoons, broad humor and homespun philosophy it offers its accident 
prevention lessons in a pleasant, interesting way—sugar coated doses of safety 
sense that gently point out the benefits of doing every job the safe way. With your 
company name imprinted on the cover, SAFE WORKER becomes your own 
safety house organ . . . and you'll see a large percentage of your workers taking 
it home to share with their families. It’s published every month, has 16 pages and 
comes in a handy 33%” x 5%” pocket size. 


161.01 Worker Edition 


THE SAFE DRIVER 


Safety squibs sprinkled with humor and cartoons induce drivers to form good 

driving habits and accept responsibility for equipment entrusted to them. A sound 

safety builder available in 3 editions; truck, bus and passenger car. Truck edition 

is 16 pages, bus and passenger car editions are 8 pages. Convenient pocket size ‘ 
of 334” x 574%” 

261.01-1 Truck Edition 

261.01-2 Passenger Car Edition 

261.01-3 Bus Edition ‘ 


PRICE SCHEDULE: (These prices apply to all stock items listed herein) 


12 issue subscription, each: 1—$1.50; 10—$.76; 100—$.58; 1000—$.485; 5000— 
$455; 10,000—$.425; 20,000—$.40 


SE THE HANDY ORDER 
ORM ON THE FOLD-IN 
AGE TO PLACE YOUR ORDER 


NATIONAL SAFETY COUNCIL 


425 N. MICHIGAN AVE. ° CHICAGO 11, ILLINOIS 
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Acetylene 
—From page 34 


vessels or generating equipment and 
to prevent acetylene-air or acety- 
lene-oxygen mixtures of unknown 
characteristics due to leakage or 
mishandling of equipment. 

68. Except under controlled con- 
ditions in approved apparatus such 
as a torch, acetylene mixed with air 
or oxygen in certain proportions 
will explode when ignited. The vio- 
lence of the explosion will depend 
upon the pressure of the mixture, 
the relative gas concentrations, and 
the size of the container, room, or 
enclosure holding the mixture. 

69. Liquid and solid acetylene 
can be exploded by suitable ignition 
sources. Because of the density of 
acetylene in these forms, the ex- 
plosions are particularly violent. In 
general, handling of acetylene in the 
solid or liquid state is prohibited. 

70. Under certain conditions, 
acetylene forms explosive com- 
pounds (acetylides) with copper, 
silver, and mercury. Mixtures of 
acetylene and chlorine or fluorine 
are photosensitive and can be ex- 
ploded on exposure to sunlight. 

71. Gaseous acetylene under 
pressure may decompose into hy- 
drogen and carbon with explosive 
force. Although this decomposition 
may occur under certain conditions 
at lower pressures, experience indi- 
cates that 15 psig (30 psia) may be 
generally accepted as a safe pres- 
sure when acetylene is used in ap- 
paratus designed by experienced 
manufacturers for pressures not to 
exceed 30 psia. 

72. Generation, distribution 
through hose or pipe (except in 
approved cylinder manifolds), or 
utilization of acetylene at pressures 
in excess of 15 psi gauge or 30 psi 
absolute for welding and allied pur- 
poses should be prohibited. This 
prohibition is not intended to apply 
to acetylene dissolved in acetone in 
ICC specification cylinders. 

73. Pressures exceeding 15 psig 
can be employed provided that spe- 
cialized equipment is used. Where 
acetylene is to be used for chemical 
synthesis at pressures in excess of 
15 psig or transported through 
large-diameter pipelines at lower 
pressures, means should be provided 
to prevent propagation of the de- 
composition, should ignition occur. 
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NEW telescopi 


ATTAGHMEN 


Smooth functioning lightweight side arms per- 
mit goggles to rest comfortably on user’s face or 
anywhere on top of cap. Gentle but efficient spring 
tension in telescoping arms can be varied as re- 
quired. Adjusts to every face! EFFICIENT, 
ADJUSTABLE 


Selogeree Safety Cap Combination (F-4055-P-2Q) with side arm attachments 
uses QuICK-Lok Joints for quick and easy attachment or detachment. Solo goggle 


“picture window vision”, high strength, impact- and flame-resistant one-piece 
shell holds any standard 2”x 4%” lens. This model gives complete and comfort- 
able head and eye protection. 


**SeesAll’’ Goggles (F-4050-P- 
2Q) have a new slanted lens 
angle for best viewing. Improved 
contour gives unmatched comfort 
and fit over prescription glasses! 


ae 


2 
The Uyjp tele “on-of" attachment is quick to attach, rugged and positive, 
and easy to use. Attaches Safety Caps to welding helmets, face shields, safety 
masks...and now to goggles! Gives you widest safety usage on any and all jobs! 


Write for Bulletins or ASK YOUR WELDING & SAFETY DISTRIBUTOR 
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Packing large-diameter pipe with 
small-diameter pipe or with metallic 


raschig 


rings and using water- 


cooled towers filled with raschig 
rings for flash arresters at the ends 
of the pipelines are methods that 
have been successfully used. 


74. It is recommended that large- 


diameter pipes be insulated to pro- 
tect them from fires. 


acetylene 


75. Metallic vessels carrying 
should be electrically 


bonded across insulating flanges to 
prevent ignition from internal arcs 





which may result from grounding 
circuits or lightning. 

76. Buildings should be vented 
in accordance with the requirements 
of NFPA Standard No. 68-1954, 
Explosion Venting.* Installation of 
lightly fastened corrugated iron sid- 
ing or roofing is one acceptable 
method of providing explosion vent- 
ing. 


Electrical Equipment 
77. Electrical equipment should 
be installed in accordance with the 





it's as simple asthis... 


The 
world’s finest -- 
skin cleanser 


a dispenser 
for 
every need 


health and 
convenience 
for your 
employees 


- + « efficiency and economy for you. 


the greatest name 


in skin cleansing 


and protection 


— in a dispenser 


for every need. 


No. 90 Vi-Lan Dispenser 
96 fluid oz. wall dispenser 


You offer your employees: Ne. 


50 Vi-Lan Dispenser 
40-0z. wall dispenser 


Clean hands and face, 


free from dirt, 


grime and germs. 


And for you: 


Economy 


— dollars and time 


No. 60 Vi-Lan Dispenser 
96 fluid oz. portable dispenser for 
work, portable work carts, 
outside service trucks, oi! rigs, 
work shops, etc. 


For complete details 
write, wire or phone 


No. 815 Vi-Lan Self-Service Unit 

Two 40-oz. dispensers, two indus- 

trial wiper brackets, large waste 
disposal bin 


DAMERON 


ENTERPRISES, INC. 


427 S. 20th Street © Louisville 3, Ky. 
JUniper 3-441} 
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requirements of applicable state or 
local codes and other standards, 
such as NFPA Standard No. 51- 
1957, Gas Systems for Welding 
and Cutting, and NFPA Stand- 
ard No. 70, National Electrical 
Code.** 


First Aid 

78. Following exposure to con- 
centrations of acetylene high enough 
to cause symptoms of suffocation, 
the victim should be removed at 
once to uncontaminated air and 
kept warm and quiet. If symptoms 
persist or if the victim is uncon- 
scious, medical attention and ad- 
ministration of oxygen should be 
provided as quickly as possible. 

79. Burns from direct applica- 
tion of acetylene flames to the skin 
are basically the same as other 
thermal burns. However, because 
of the high temperature and concen- 
trated heat of the acetylene flame, 
such burns may be deep or involve 
a large area. 

80. A minor, superficial burn in- 
volving a small area may be cov- 
ered with a sterile gauze pad. Major 
burns or those involving large areas 
should be covered with sterile pads 
wet with water, and the victim 
should then be promptly referred to 
a physician. 


Toxicity 

81. When the acetylene concen- 
tration exceeds 20 per cent by vol- 
ume of the air breathed, the usual 
systemic effects of anoxia (oxygen 
starvation) may be produced. Some 
of these effects are vertigo, head- 
ache, gastric symptoms, and short- 
ness of breath. 

82. If acetylene displaces the 
oxygen content of air below 16 per 
cent, the result may be collapse, 
loss of consciousness, or even death 
from asphyxiation. An exposure to 
an acetylene-laden atmosphere that 


*Also published in “National Fire Codes,” 
Vol. II, Combustible Solids, Dusts, Chemi- 
cals and Explosives, National Fire Protec- 
tion Association. 

**Also published in “National Fire 
Codes,” Vol. V, Electrical, National Fire 
Protection Association, and by National 
Board of Fire Underwriters. Although the 
National Electrical Code designates areas 
in which acetylene is used, handled, or 
stored as Class I, Group A locations, elec- 
trical equipment approved for Group A 
locations is not always available, and equip- 
ment for Group C and Group D locations 
has been used satisfactorily. 
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Bamous last words... 


We have all the 


STONEHOUSE SAFETY SIGNS 
we need... 








Accidents are no laughing matter— SBMA Pi 
stop them before they happen Department {7 


9th & Larimer Streets * Denver 4, Colorado 
Send me your free 64-page catalog of 


A eee. to 


| NO 
TRESPASSING 


Play it safe in your plant with accident-prevention signs. All Stonehouse 
Signs are made of enduring, tested materials and designed in 
accordance with American Standard Specifications. MAIL COUPON 
TODAY FOR FREE, FULL-COLOR, 64-PAGE CATALOG. 


J Signs Since 1863 Company 


Address 
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contains appreciably less than 16 
per cent oxygen can cause sudden 
unconsciousness. 

83. Exposure to moderate con- 
centrations of acetylene or chronic 
exposure to this gas has little toxic 
effect on the body. In fact, because 
of its relative lack of toxicity and 
relative freedom from postanesthet- 
ic discomfort, acetylene has been 
used occasionally in a 40 per cent 
concentration with oxygen for gen- 
eral anesthesia. The factor which 
limits its utilization for this purpose 
is its wide explosive range. 


84. Certain harmful impurities 
have been reported as occurring in 
acetylene. Purified bottled acetylene 
usually contains only traces of these 
materials. Acetylene generated di- 
rectly from calcium carbide may 
contain harmful amounts of phos- 
phine. 


Physical Examinations 

85. Acetylene has no physiologi- 
cal effects which require special 
physical examination procedures. 
Because of its flammability and 
wide explosive range, however, only 





BRADLEY MULTI-PERSON 


Above installations of 4 Bradley Column 
Showers— 20 bathe simultaneously 


Nothing Like a Shower 


SHOWERS 


After Exercise or Work 


Today facilities for shower baths 
cost less, require less installation 
time and less maintenance. 


EACH BRADLEY COLUMN 
PROVIDES FOR © SHOWERS 


Thousands are bathing daily, in colleges, schools, 
parks, factories, institutions, at low cost— 

because each Bradley Shower Column provides 

5 Showers yet requires only one set of piping 





connections. The result—80 per cent 
installation cost decrease. 

After work or exercise nothing is as refreshing 
as a shower ... and Bradley Columns may be 
equipped with stall-separating partitions and 
curtains if greater privacy is desired. A built-in 
liquid soap dispenser is also offered. 

Write today for new Group Shower Bulletin 
H-1322 to BRADLEY WASHFOUNTAIN CO., 
2201 West Michigan Street, Milwaukee 1, Wis. 


Write for 
Bulletin H-1322 


BRADLEY 


large base casting serves 
as both drain and anchor. 


-peuon showeu 
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physically competent personnel 
should be assigned to positions in- 
volving its handling and use. 


ACKNOWLEDGMENT 


This data sheet was prepared by the En- 
gineering Committee of the Metropolitan 
Chapter, American Society of Safety En- 
gineers. The data sheet has been extensively 
reviewed by members of the National Safety 
Council and by representatives of chapters 
of ASSE. It has been approved for publica- 
tion by the Publications Committee of the 
Industrial Conference of the National Safe- 
ty Council. 


Nationwide Labor Day 
Campaign 

ORGANIZED LABOR will conduct its 
second nationwide campaign for 
a safe and sane Labor Day holiday. 
The objective of the campaign is to 
reduce the usual toll of hundreds of 
deaths and thousands of injured 
men, women, and children resulting 
from traffic, home, and recreation 
accidents. Most victims who suffer 
the pain and sustain financial losses 
from Labor Day tragedies are 
workers and their families. 

P. L. Siemiller, vice-president for 
labor of the National Safety Council, 
in commenting on the accident situ- 
ation over Labor Day said, “Labor 
Day was established as a national 
holiday to recognize and honor the 
workers of our country. Gatherings, 
picnics, and parades of workers and 
their families to appropriately com- 
memorate Labor’s progress are in 
the spirit of the holiday. The need- 
less tragedies resulting from acci- 
dents during the Labor Day week 
end are a desecration of the purpose 
and spirit of the holiday.” 

The labor press will urge safety 
in driving and recreational activities. 
Labor leaders will emphasize safety 
in talks on radio and TV. Local 
union officials will urge safety on the 
streets and highways and elsewhere 
in messages to members at meetings 
and through local union publica- 
tions. 

Campaign publicity will empha- 
size the hazards of excessive speed 
and driving after drinking and other 
major causes of serious traffic ac- 
cidents. A fact sheet on water safety 
will emphasize precautions required 
to safeguard small children from 
drowning and other precautions to 
be taken in swimming, boating, and 
fishing. 

Cooperation of churches, em- 
ployers, and government officials 
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GOGGLE CLEANER 
AND ANTI-FOG 
WITH CONTROLLED 


SURFAGE TENSION 


= gives complete penetration and dispersion 
mw assures total cleaning power 

m leaves crystal-clear film 

m= long-lasting residual action fights fog 


Controlled surface tension in combination with powerful clean- 

ing and anti-foggant agents give EYES RIGHT total cleaning 

power. 

The wider dispersion of EYES RIGHT enables it to thoroughly 

penetrate every corner and crevice of an entire surface area. 

Goggles, windshields, windows, lenses—glass or plastic—are : ; EYES RIGHT self- 
more completely cleaned. And stay clean longer. EYES RIGHT i dispensing, key- 
leaves a long-lasting residual film that prevents fogging even uy locked cabinet of 
under the most difficult conditions. : sturdy steel at left. 
Workers appreciate . . . safety and efficiency demand . . . the Atright, 3% oz. 
clearer vision of EYES RIGHT. All polyethylene packaged squeeze bottle... 
for easier handling, shipping, safer storing . . . won’t break or ; ideal for personal use 
shatter. Write for a free demonstration and name of dealer at bench, desk or in 
the field. 


nearest you. 
© 1960 International Latex Corp. 


A few key distribution areas are still open for EYES RIGHT. For information, write: 


INTERNATIONAL LATEX CORPORATION / INDUSTRIAL DIVISION / EMPIRE STATE BUILDING, NEW YORK, N.Y. 
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and local councils will be enlisted. 
Churches are requested to point out 
the significance of Labor Day, the 
high accident toll, and the need for 
safety at services before and during 
the holiday. 

Local union safety committeemen 
have an important part in the cam- 
paign. To assist local unions in con- 
ducting an aggressive Labor Day 
safety program, the Labor Depart- 
ment of the National Safety Coun- 
cil will provide a packet of mate- 
rials. These packets will be sent 
automatically to labor members of 
the Council and will be available 
free to nonmember unions and 
other organizations on _ request. 
These should be addressed to the 
Labor Department, National Safety 
Council. 

The campaign is directed by a 
steering committee, the chairman of 
which is James A. Brownlow, presi- 
dent, Metai Trades Department, 
AFL-CIO. 

Other members are George T. 
Brown, assistant to the president, 
AFL-CIO; Gordon H. Cole, editor, 


GENUINE 








A safety slogan is carried by this local’s car in a Labor Day parade. 


the Machinist; Charles Ferguson, 
safety director of the United Mine 
Workers of America; Harry W. 
Flannery, radio coordinator, AFL- 
CIO; Richard C. Howard, president, 
International Labor Press Associa- 
tion; Mrs. Elda Luebbert, secretary- 
treasurer, AFL-CIO Auxiliaries; 
Saul Miller, director of publications, 
AFL-CIO News; P. L. Siemiller, 
general vice-president of the Inter- 


national Association of Machinists 
and vice-president for labor of the 
National Safety Council; and Rich- 
ard F. Walsh, president, Alliance 
of Theatrical Stage Employees and 
Moving Picture Machine Operators 
and chairman, AFL-CIO Safety and 
Occupational Health Committee. G. 
G. Grieve, manager of the Labor 
Department of the National Safety 
Council, is secretary. 
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Ibbcsbbeteha- 


CUT SWEEPING TIME pon" just 
push dust around-pick it up with SUPER HIL-TONE® 
surface maintainer,and get rid of it once and for all. Saves 
labor time- protects against spread of air-borne bacteria 
—helps save the floor and improves appearance. 


SUPER HIL-TONE has the unique property of AD-SORB- 
ING dust (gathers and holds, with a kind of magnetic 
attraction). Pulls the dust cleanly up off the floor, and 
holds it in the sweeping mop. Leaves no tell-tale trail. 


After sweeping, a microscopic non-oily film of SUPER HIL-TONE 
cushions against traffic wear-saves the wax or finish film-pulls 
dust out of the air and holds it until next sweeping. Keeps your whole 
building healthier. A “must” for dust control and labor-sav- 

ing maintenance 


Sweeping with SUPER HIL-TONE takes a lot less time. You 
Moreover, the SUPER HIL-TONE film 
brightens the gloss of your floor finish, protects it, makes it 
wear longer. 


scrub less often 


Whether CLEANING © SANITIZING 
SEALING © FINISHING © WAXING 
or SWEEPING 


Let the 
Hillyard “Maintaineer®” 
survey your floors and 
show where you can save 
money on floor care. He’s 


“On Your Saf, Not Your Payroll” 


Germ-Laden Dust! 


SUPER HIL-TONE is safe 
A, the floor, safe in the 

safe in storage. 
Ue ‘listed “classified as 
to fire hazard". 
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ee 
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THE SAFETY LIBRARY 





Reviews of books, pamphlets and periodical 


articles of interest to safety men 


By LOIS ZEARING, Librarian, NSC 


Health Programs, 
Work Environment 


The Health of People Who Work. By 
Albert Q. Maisel. The National Health Coun- 
cil, 1790 Broadway, New York 19. 1960. 
268 pp. $4.50. 


A CONCISE report of the diverse in- 
terests represented at the 1959 Na- 
tional Health Forum, this publication 
will be useful to anyone involved in 
planning, maintaining or improving 
an occupational health program. 

From the more than 25 forum meet- 
ings the participants made it clear 
that: there is need for more attention 
to the health of people who work in 
business, industry, and on farms; there 
is successful and profitable experience 
to be shared; there are resources, only 
partially tapped, to help develop oc- 
cupational health services. 

This book goes into the goals and 
worth of health programs, controlling 
the work environment, special prob- 
lems of the smaller plant, worker 
placement, emotional problems, of 
workers, health education, preparing 
the worker for retirement, the role of 
occupational medicine in relation to 
health insurance and other fringe ben- 
efit programs, and earning support 
for an occupational health program. 

These chapters contain the ex- 
pressed opinions of some of the na- 
tion’s foremost authorities on occupa- 
tional health and can well serve as a 
guide for occupational health activi- 
ties. 

JAMES CHRISTIE 


Radiation Control 


Radiation Control for Fire and 
Other Emergency Forces. By A. A. 
Keil. National Fire Protection As- 
sociation, 60 Batterymarch Street, Bos- 
ton 10. 227pp. $4.75. 

THIS BOOK contains an appropriate 
selection of material for the informa- 
tion of fire department personnel con- 
cerned with setting up radiation con- 
trol procedures to be applied by fire 
departments and other emergency 
forces. 

Although sufficient technical infor- 


142 


mation could be obtained from any 
of the good texts on nuclear radia- 
tion, the author and contributors have 
specifically evaluated this information 
as it relates to fire department and 
emergency work. 

The first four chapters cover funda- 
mentals, definitions, terminology and 
human exposure and control to radia- 
tion. This material is basic and serves 
as a good background for succeeding 
chapters. 

Chapters five and six explain the 
types of instruments used for meas- 
uring radiation, inspection procedures 
and techniques of fire fighting op- 
erations under conditions which may 
be contaminated. The next chapter 
covers decontamination procedures. 

Chapters eight through twelve deal 
with training procedures and cover 
actual combat conditions, a study of 
uses of radioactive material, transpor- 
tation procedures and possible effects 
of a nuclear blast. 

This text should serve as an ex- 
cellent guide in establishing and train- 
ing a fire department radiological unit 
equipped to meet with the emergencies 
incurred in the expanding use of radio- 
active materials. 

MARSHALL E. PETERSEN 


BOOKS AND PAMPHLETS 


Chemical Industry 

Health Factors in Safe Handling of 
Chemicals. 1960. 4pp. Manufacturing 
Chemists’ Association, Inc., 1825 
Connecticut Avenue, N. W., Washing- 
ton 9, D. C. (Safety Guide SG-1) 
Price 15c. 

Housekeeping in the Chemical In- 
dustry. 1960. 4pp. Manufacturing 
Chemists’ Association, Inc., 1825 
Connecticut Avenue, N. W. Washing- 
ton 9, D. C. (Safety Guide SG-2) 
Price 20c. 


Chemicals 

Sulfur Chlorides, Properties and 
Essential Information for Safe Hand- 
ling and Use of. 1960. 13pp. Manu- 
facturing Chemists’ Association, 1825 


Connecticut Avenue, N. W., Washing- 
ton 9, D. C. (Chemical Safety Data 
Sheet SD-77) Price 30c. 


Conferences 

Proceedings of the Second World 
Congress on the Prevention of Occu- 
pational Accidents. Brussels 19-24, 
May, 1958. English edition. 604pp. 
The Belgian Industrialists Association, 
29, Avenue Andre Drouart, Brussels 
16, Belgium. $19.60. 


Electricity 

Temporary Paralysis Following 
“Freezing” to a Wire. Charles F. Dal- 
ziel. American Institute of Electrical 
Engineers, 33 W. 39th St., New York 
18. (Paper No. 60-3)—(AIEE Trans- 
action paper, presented at Winter 
Meeting, Jan. 31-Feb. 5, 1960.) 

Threshold 60-Cycle  Fibrillating 
Currents. Charles F. Dalziel. Ameri- 
can Institute of Electrical Engineers, 
33 West 39th Street, New York 18. 
(AIEE Transaction paper presented 
at Winter Meeting, Jan. 31-Feb. 5, 
1960.) 


Mining 

Injury Statistics as an Aid in Pre- 
venting Accidents in Metal and Non- 
metallic Mines. Rev. 1958. U. S. 
Bureau of Mines 1960. 42 pp. Super- 
intendant of Documents, Washing- 
ton 25, D. C. (Miner’s Circular 
51) Price 40c. (Metal and Nonmetal- 
lic Mine Accident Prevention Course- 
—Section 1.) 

Lecture and Demonstration on 
Flame Propagation and Permissible 
and Explosionproof Electrical Equip- 
ment. 1960. 13pp. Publications Dis- 
tribution Section, U. S. Bureau of 
Mines, 4500 Forbes St., Pittsburgh 
13, Pa. (Information Circular 7980) 
Free. 


MAGAZINE ARTICLES 
Amusement Parks 
“Hair-Raising—But Safe.” 
of American Insurance. pp. 
May 1960. 


Journal 
12-15. 


Aeronautics 
“Facts and Figures About Aijr 
Transportation, 1960.” Aviation 
Week. May 9, 1960. pp. 86-116. 
“First Glass Fiber Rotor Blades 
Tested.” Michael Yaffee. Aviation 
Week. May 9, 1960. pp. 87, 89,93. 


Chemical Industry 
“Handling Gaseous Fluorine and 
Chlorine Trifluoride in the Labora- 
tory.” Joseph Gordon and F. L. Hol- 
loway. Industrial and Engineering 
Chemistry. May 1960. pp. 63A-64A, 
66A-69A. 
—To page 144 
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HOW TO SCRIBE 
A “PERFECT” CIRCLE 
IN OUTER SPACE 


Bell Telephone Laboratories guidance system achieves unprecedented 


accuracy in steering Tiros weather satellite into orbit 


Equipped with TV cameras, tape recorders, solar 
cells and antennas, the world’s most advanced 
weather satellite, the NASA Tiros I, had to be placed 
in a precisely circular orbit at a specified altitude to 
do its job well. 

The “shot” was a virtual bull’s-eye. The mean 
altitude was within one mile of that planned. And 
Two Bell Laboratories engineers, T. J. Grieser and D. R. Hagner, look 


over the second-stage section of the Air Force Thor-Able missile used 
to launch the NASA Tiros weather satellite. 
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the deviation from this mean was less than % per 
cent, making it the most-nearly-perfect circular orbit 
ever achieved with a space vehicle by either the 
United States or Russia. 


The dependability and accuracy of Bell Tele- 
phone Laboratories’ ground-controlled Command 
Guidance System have been proved before—in the 
successful tests of the Air Force Titan interconti- 
nental ballistic missile, and in last year’s Air Force 
Thor-Able re-entry test shots from which the first 
nose-cone recoveries were made at ICBM distance. 
Now, with Tiros, the system contributes to a dramat- 
ic non-military project. Other uses are in the offing. 


This achievement in precise guidance again illus- 
trates the versatility of Bell Laboratories’ research 
and development capabilities—directed primarily 
toward improving your Bell telephone service. 


AT, 
> 
a 

1 


BELL TELEPHONE SYSTEM (JA) 
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NOW = a “Safety in Handling High Energy 
a . | Fuels.” Safety Maintenance. May 


1960. p. 17. 


Every link of ‘ 4 “ Construction 


n a “*Job Clean-Up’ in Power Plant 
Campbell Chain and Bridge Construction.” Joseph F. 
é Huntman. The Constructor. April 

% 1960. pp. 87, 89. 
CS me what | “Obstacles Slow Big Tunnel Job.” 
Engineering News-Record. April 28, 

1960. pp. 45-48. 


' want il) “Safety Nets Sand-Bogged in Test.” 
; | Engineering News-Record. April 21, 
know! 


1960. pp. 65-66. 


a F 


Electricity 

“Are We Grounding for Least Pos- 
sible Hazards?” H. L. Borden. Elec- 
tric Light and Power. April 15, 1960 
pp.88-90. 


CL NID OG 


“Care of Electric Motors.” F. C. 
Osterland. The Plant. April 1960. 
pp. 51-54. 


Fire Protection 

“Consider Compensation Cost a 
Fire Loss.” A. B. Hoftiezer. Pit and 
Quarry. May 1960. pp. 88-91. 

“Fire Protection in Eating Esta- 
blishments.” Bests’ Fire and Casualty 
News. May 1960. pp. 63-64. 


FOLIO ET ELS 


\’ 


“Keeping Fire Out of Your Plant in 
the Country.” Textile World. May 
1960 p. 50. 


&2 
> 
zt 
. 


i) 


“Simplified Inspection Forms.” 


PROOF CON CHAIN Firemen. April 1960. p. 17. 


noon GD Floors 


~~. —! “ge . 4 
Conductive Flooring for Hospital 


4 Operating Rooms.” N. B. S. Technical 

CAMPBELL marks every link to show the grade ve 6) News Bulletin, April 1960. pp. 60-61. 
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the manufacturer . . . it’s ‘SHALLMARK’’e CHAIN! ! “Neoprene Does Good Job Under- 
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The grade mark (see below) att _ alternate Linas ’ Human Resources.” William M. Bran- 
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. . . 30-39. 
The Campbell "C” is permanently in relief on every , | cal 7 
other link . . . your manufacturer identification. A Fatal Case of Rabies in a Wom- 
an Bitten by an Insectivorous Bat. 


AND ... another bonus! CAMPBELL CHAIN is easy to | George L. Humphrey and_ others. 
measure. It’s ‘“Measure-Mark” Chain color coded | Public Health Reports. April 1960. 
exactly every five feet (see below). ; | pp. 317-326. | 
“Morphogenesis of Pneumoconiosis 
, = | Occurring in Southern Illinois Bitu- 
GRADE GRADE MARK ee ey * | minous Workers.” John P. Wyatt. 
: | A. M. A. Archives of Industrial 
so : a 7) Health. May 1960. pp. 55/445- 
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Tuffy has the right answers 
for every sling need 


These three shots of Tuffy slings at work just begin to suggest the 
thousands of different jobs Tuffy does in hundreds of industries. 

Tuffy slings, hoist lines and special-purpose wire ropes are 
tailored to every type use, every weight and shape cf load, every set 
of working conditions. 

How well do they do the job? Quoting a steel company 
official: “We are getting double the service life from our 114” 9-part 
machine braided Tuffy slings as we did from 6 x 37 rope type slings.” 

That’s typical of many testimonials that praise Tuffy’s combi- 
nation of better performance, greater safety and longer service life 
you get from Tuffy products. 


Why Tuffy serves you better and saves you money 


a 


Pressed-On Streamlined Metal 
Ferrule gives the tucked eye splice 
100% of fabric strength. It’s ap- 
plied under tremendous hydraulic 
pressure. Streamlining eliminates 
easily smoothed out, leaving no snags and projections that might 
permanent damage. injure hands or arms. 


Get in Touch with Your Tuffy Distributor 
Whether your sling jobs call for machine-braided Tuffy slings or the new 
line of Union 6- and 8-part hand-braided slings, your Tuffy distributor 
can supply all your needs. His experience (and the counseling service of 
Union’s branch office or factory staff) are yours to call on at any time. 
Look up your Tuffy distributor in the Yellow Pages. 


Tuffy’s Exclusive Fabric com- 
bines extra strength and extra 
flexibility to give you ultimate 
sling construction. It makes knot- 
ting and kinking next to impos- 
sible. If a kink should occur, it’s 


Tuffy Tips 


on safe use of 
I Tale l-me- tale Ma ells am mi ial-s 


How Much Lifting 
Should Be Done 
by Muscles? 


Individual differences between workers 
make this a hard question to answer 
categorically. For a rule of thumb: 
United States Department of Labor 
recommends men should handle no 
more than 50 pounds; women no more 
than 25 pounds. Of course this is for 
men and women of average size and 
height, in normally good physical con- 
dition. To remove all doubt, mechani- 
cal lifting and hoisting equipment 
should be used for all loads not com- 
fortably lifted by muscles. 


Use the Right Fittings 


Wey 


Proper fittings can give slings added 
safety and service life. The sling eye is 
usually the point of greatest wear in 
load handling. The proper fitting acts 
as a shield to take the brunt of this 
wear. Shown above are some of the 
standard and advance type fittings. 
Left to right: (1) Equalizing Thimble 
permits adjustment of the sling leg 
lengths so irregular loads may be 
handled on an even keel. (2) Newco 
Sling Bridle will not slip when handling 
unbalanced loads. (3) Newco Slip-Thru 
Thimble allows passage of an identical 
thimble through its eye when a regular 
sling is used as a choker sling. (4) 
Newco Slip-On Thimble eliminates 
flattening or pulling together of eyes 
under heavy loads; can be attached 
or removed in seconds 


New Tuffy 
Sling Handbook 


All about slings from A to Z, including 
types, dimensions and rated loads. Ad- 
dress Union Wire Rope Corporation, 
2224 Manchester Ave., Kansas City 26, 
Missouri. Specialists in high carbon 
wire, wire rope, braided wire fabric, 
and stress relieved wire and strand. 

4 





Subsidiary of ARMCO STEEL CORPORATION 


OTHER SUBSIDIARIES AND DIVISIONS: Armco Division + Sheffield Division « The National Supply Company 
Armco Drainage & Metal Products, Inc. « The Armco International Corporation « Southwest Steel Products 
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Shell-Moulding Process.” George E. 
Tubich, Irving H. Davis and Bernard 
D. Bloomfield. A. M. A. Archives of 
Industrial Health. May 1960. pp. 
34/424-54/444. 

“Post-Traumatic Neuroses.” Roland 
P. Mackay. Industrial Medicine and 
Surgery. May 1960. pp. 200-203. 

“Present Evidence on the Role of 
Meat in the Epidemiology of Human 
Brucellosis.” Walter W. Eadler. Amer- 
ican Journal of Public Health. April 
1960. pp. 504-514. 


“Role of the Occupational Health 
Nurse.” Katharine A. Lembright. The 
Sight-Saving Review. Spring 1960. 
pp. 21-25. 

“The Toxicology of Organometallic 
Compounds.” Part I. Charles E. Lewis. 
Journal of Occupational Medicine. 
April 1960. pp. 183-187. 


“The Toxicology of Organometal- 
lic Compounds—Part II.” Charles E. 
Lewis. Journal of Occupational Medi- 
cine. May 1960. pp. 225-228. 


“The Treatment of Snakebite.” A. 
C. Stimson and H. T. Engelhardt. 
Journal of Occupational Medicine. 
April 1960. pp. 163-168. 


“The Use of Detectors and Test 
Kits in Industrial Hygiene Investiga- 
tions.” J. Brennan Gisclark. A.M.A. 





Have you 
Checked the 
QUALITY of 
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Archives of Industrial Health. March 
1960. pp. 86/250-96/260. 


“Trauma Rehabilitation and Per- 
manent Disability.” Earl D. McBride. 
Industrial Medicine and Surgery. May 
1960. pp. 196-199. 


Lumber Industry 

“Highclimber Lowers Trees to the 
Ground Log by Log.” The Lumber- 
man. April 1960. pp. 82-83. 

“Why We Put Safety First.” R. O. 
Hunt. The Timberman. April 1960. 
pp. 62-63, 90-91. 


Mining 

“Accident by Proxy?” R. M. Flem- 
ing. Mechanization. April 1960. pp. 
70-71. 

“Core Drilling.” Nicholas M. Spa- 
nos. Mechanization. pp. 91-93. 

“Improved Techniques Permit 
Deeper Stripping.” J. W. Hunt. 
Mechanization. April 1960. pp. 65-67. 


Programs 
“Safety Pays Off in Money.” The 
Lumberman. May 1960. p.72. 


Pulp and Paper Industry 

“Safety Is Good Business.” R. D. 
Gidel. Pulp and Paper. May 1960. pp. 
114-115. 
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GATEWAY 


FEATURE FOR FEATURE 





PRICE FOR PRICE 


but 3 10t required to 


for it. You can save money an 


ggles and spectacles by 


No. 31 ‘Champio 
Chippers and Grinde 


No. 500 ‘ 
ts Cup Goggles 


Welders Cover Goggles 


Imperia 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO, 


3501 LAKESIDE AVENUE 


CLEVELAND 14, OHIO 
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Radiation 

“Radiation Resistance of Polysi- 
loxane Elastomers.” D. J. Fischer, R. G. 
Chaffee and Vernon Flegel. Rubber 
Age. April 1960. pp. 59-63. 

“A Warning Symbol for Radiation.” 
W. A. McAdams. The Magazine of 
Standards. April 1960. pp. 105-107. 


Resuscitation 


“Mouth-to-Mask Resuscitation.” Jo- 
seph F. Tomashefski. Journal of the 
American Medical Association. April 
23, 1960. pp. 84/1888-86/1890. 


Training 

“Davy Tree Expert Company Con- 
ducts Unique Safety School.” Ross J. 
McCafferty. Monitor May 1960. pp. 
78-99, 


ADDRESSES OF MAGAZINES 


Readers are asked to send their requests 
for copies of magazine articles to the pub- 
lishers. NSC is unable to fill such orders. 


AMA Archives of Industrial Health, 535 
N. Dearborn St., Chicago 10. 

American Journal of Public Health, 1790 
Broadway, New York 19. 

Aviation Week, 330 W. 42nd St., 
York 36. 

Best’s Fire and Casualty News, 75 Fulton 
St., New York 38, 

Ceramic Age, 2728 Euclid Ave., Cleveland 
15, Ohio. 

The Constructor, A. G. C. Bldg., 1957 E. 
St., N. W., Washington 6, D. C. 

Electric Light and Power, 6 N. Michigan 
Ave., Chicago 2. 

Engineering News-Record, 
St., New York 36. 

Firemen, 60 Batterymarch St., Boston 10, 
Mass. 

Industrial Medicine and Surgery, P. O. 
Box 44-306, Miami 44, Fla. 

Journal of American Insurance, 
Wacker Dr., Chicago 6. 

Journal of Occupational Medicine, 28 E. 
Jackson Blvd., Chicago 4. 

Journal of the American Medical Assn., 
535 N. Dearborn St., Chicago 10. 

The Lumberman, 731 S. W. Oak St., Port- 
land 5, Ore. 

The Magazine of Standards, 70 E. 45th 
St., New York 17. 

Mechanization, Munsey Bldg., Washington 
4 oD. c 

Monitor, Ohio Department Bldg.—Room 
611, Columbus 15, Ohio. 

NBS Technical News Bulletin, National 
Bureau of Standards, U. S. Department of 
Commerce, Washington 25, D. C. 

Pit and Quarry, 431 S. Dearborn St., 
Chicago 5. 

The Plant, Plant Publishing Co., St. Joseph, 
Mich. 

Public Health Reports, Public 
Service, Washington 25, D. C. 
Pulp and Paper, 1791 W. 

Chicago. 
Rubber Age, 101 W. 31st St., New York 


New 


330 W. 42nd 


20 N. 


Health 


Howard St., 


36. 

Safety Maintenance, 75 Fulton St., New 
York 7. 

The Sight-Saving Review, 1790 Broadway, 
New York 19. 

Textile World, 
York 36. 

The Timberman, 519 W. Park Ave., Port- 
land, Ore. 


330 W. 42nd St., New 
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WHAT DOES A WISCONSIN INSURANCE COMPANY 
HAVE TO DO WITH YOUR GROCERY L/ST? 


Wausau Story 


in FLORIDA’S CITRUS INDUSTRY 


by John M. Fox, President, 
Minute Maid Corporation, Orlando, Florida 


*‘Not too many years ago you had to 
be in the right place at the right sea- 
son to enjoy orange juice, lemonade, 
limeade or grapefruit juice. But now, 
frozen citrus concentrates can be 
mixed and served any where, any time. 
“This required years of research 
and millions of dollars of investment. 
Added to the problems of launching 
any new business were the special 
problems that arise with a food prod- 
uct. In this business, processing 
means a constant race against the 
clock. Then too, food processors oper- 
ate within an extremely narrow mar- 
gin of profit per sales dollar. 
‘‘Problems like these call for men 
with specialized experience and dem- 
onstrated ability. Our own men must 
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Eddie Mew (right) has a record of almost 
1,500,000 miles of safe driving. At the 
Driver’s Training School Eddie measures 
the distance needed to bring his fully 
loaded truck to a stop on signal. Lucky 
Norris (left), Minute Maid Fleet Super- 
visor and Paul Holmes, Wausau Safety 
the test. 


Engineer, assist with 


a. 4 


have these qualities, of course . .. and 
so must the men from companies that 
provide the services we need. 

“Employers Mutuals of Wausau 
has the men who meet these require- 
ments. As policyholders, we get the 
benefits of their experience in food 
processing plants all over the coun- 
try. We get the benefits of having 
Wausau Men work with us so that 
we can work safely. 

“Accidents cause delays and cost 
money. But safety means savings— 
for us and for you. In our Transpor- 
tation Division alone, Employers 
Mutuals has helped reduce the num- 
ber of lost-time accidents by 85%. 
The safety record in our groves and 
plants is equally effective.” 


et 


John M. Fox, young and dynamic 
president of Minute Maid Corpo- 
ration, is recognized as the founder 
of the frozen concentrate industry 
and one of the outstanding leaders 
in food processing. 


ar. & 


Employers Mutuals of Wausau has 
offices all across the country. We write 
all forms of fire, group and casualty 
insurance (including automobile). We 
are one of the largest in the field of 
workmen’s compensation. Consult 
your local telephone directory for the 
nearest Wausau Man or write us in 
Wausau, Wisconsin. 


Ed Waters, Employers Mutuals Man, has a Minute Maid radio-telephone in his car so that he can keep in constant 


touch with all operations from groves to plants... and be available without delay wherever his help is needed. 


Employers Mutuals of Wausau 
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sas State University), Harold L. 
Complete Safety | COMI N G Smith, Commissioner of Labor, c/o 
with a Department of Labor, 401 Topeka 

Blvd., Topeka, Kan. 


HI-REACH TELESCOPER @ E VE 
Fast work with all tools | N TS Oct. 10-12, Charlotte, N. C. | 
. Twentieth Congress on Industrial 
and materials on the Health (Hotel Charlotte). Dr. B. 
latform ° Dixon Holland, secretary, Council 
‘ 1 asi safety and on Occupational Health, American 
related fields. Medical Association, 535 N. Dear- 

born St., Chicago 10. 





Oct. 17-21, Chicago. 
Sept. 15-16, Rockland, Maine, Forty-eighth National Safety Con- 
Thirty-third Annual Maine State gress and Exposition (Conrad-Hil- 
Safety Conference (Samoset Hotel). ton Hotel). R. L. Forney, secretary, 
Arthur F. Minchin, secretary, De- National Safety Council. 
partment of Labor and _ Industry, 
State House, Augusta, Maine. Oct. 26-27, Pittsburgh, Pa. 
Twenty-fifth Annual Meeting, In- 
Sept. 22-23, Baltimore, Md. dustrial Hygiene Foundation (Mel- 
Governor’s Annual Safety Health lon Institute). Dr. H. H. Schrenk, 
Conference and Exhibit (Hotel Em- managing director, 4400 Fifth Ave., 
erson). Joseph A. Haller, executive Pittsburgh 13, Pa. 
chairman, Safety Conference, State 
of Maryland, 301 W. Preston St., Mar. 14-15, Fort Wayne, Ind. 
Baltimore 1, Md. 1961 Northeastern Indiana Safety 
: Conference and Exhibit. Ivan A. 
Sept. 27, Manhattan, Kan. Martin, manager, Fort Wayne Safe- 
Eleventh Governor's Industrial ty Council, Chamber of Commerce 
| Safety Conference of Kansas, (Kan- Building, Fort Wayne, Ind. 
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ENGINEERS’ HAMMERS 


“STYLE OE” 


To minimize spalling and mushroom- 

ing, “Style OE” Hammers are 

machined of Mecco Safety Steel, 

carefully heat treated in sizes to 

12 on. meet your needs. Available in 

(illustrated) the right weight for every 
Hi-Reach Telescoper Model PUL : application. 

Lifts 20 ft. to 40 ft. Lift home vthyo4 6 o7. 


$1510.00 up Lift 150” 00.00 * 
Custom built Hi-Reach Telescopers up to 100 ft. Write for Data Sheet 597 
rite for complete catalogue 
Headquarters for standard and special 
built overhead servicing lifters and 


material handling equipment since 1901. 
TEconomey 
e SJ VGLIVEEIRIIIG 
4518 West Lake Street, Chicago 24, IIinois 1053 CHATEAU STREET, PITTSBURGH 33, PA. 
Oe 
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A Product of the Marking Device Industry 





























The children stared at the telephone man who 
had just climbed down the pole. They asked about 
his safety glasses. His tools. And before he knew 
it, he had an open-air audience. (The children 
were on their lunch hour, too!) 

The telephone man told his supervisor about 
it. And that sparked an idea. Telephone men, 
at the request of school teachers, began visiting 
schools to share their safety-training with the 
children. Now, this “safety talk” is available to all 
elementary schools in the area where Iilinois 
Bell serves. 

Your own children may have attended some of 
these informal talks. If they have, the telephone 
man hopes they've carried away some safety-first 
ideas they can use all their lives. 


Telephone man 
shares safety tips 
with children 


(yours, perhaps) 


Phone Man-Teacher Is Ad’s Hero 


THE PHONE MAN who helps teach safety to school children became the 
hero of a telephone company ad that brought plaudits from safety people. 

The ad tells the story of the phone man who found himself the center 
of a group of children in a school yard. 

The “instructor” told his supervisor about it. That sparked an idea. 
Telephone men, at the request of teachers, began visiting schools to share 
their safety know-how. 

Typical of the comments on the ad was one from Howard Pyle, presi- 
dent of the National Safety Council. 

The presentation, he said, “sets the stage for a most favorable acceptance 
of accident-free behavior on the part of our younger citizens.” 

The safety talk is available in the area where Illinois Bell operates. 


on employment of the physically 
handicapped in Chicago. 

“Handicapped persons develop 
strengths we don’t appreciate,” he 
said. “They have more courage and 
principles than most people. And 
when you hire a handicapped per- 
son, you usually hire a person with 
guts.” 


Disabled Workers Can 
Handle Steel Jobs 

“Contrary to popular belief, phys- 
ically handicapped workers can han- 
dle almost any job in the steel 
industry today,” Frederick M. Gil- 
lies, chairman of Acme Steel Com- 
pany, recently told a conference 
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FREE aincust 


LET US PROVE 


Vv EXTREMELY HIGH 
SLIP RESISTANCE 


y LONGEST STAIR TREAD 
WEAR 


y LOWEST STAIR TREAD 
cost 


v GREATEST STAIR TREAD 
RESILIENCE 


BLACK BRIGADIER 


STAIR TREADS 


Lowest initial cost and longest wear life make 
the Black Brigadier the most economical stair 
tread available. In addition, this highly resilient 
tread provides the utmost in slip resistence. 
Composed of pure rubber and cotton friction, 
Brigadier Treads are available with a two-inch- 
deep nosing to fit square-nosed steps includ- 
ing pan-filled types—plus curved-nose styles. 
Your choice of beige, green and terra cotta 
decorator colors in addition to black. 


FREE test samme 


Test to prove the superiority and economy of 
this tread for yourself. Mail this coupon today 
for FREE 1242” x 12” test sample plus price 
list and information. 


| ACADEMY RUBBER CO. 


1718 NAVARRE ROAD S. W., 
CANTON 6, OHIO 
Gentlemen: Please send a free Brigadier Stair 


Tread test section, prices and other information. 
wa 








= 
= 
ry 





oO 


ompany 





QB 
a 
a 
3 
a 





oO 
ee ee ee ee ee ee ee ee 








Circle Item No. 81—Reader Service Card 


TOPS in 


TM Alloy Chain outlasts all other 
grades of chain by a wide margin. 
“Brute strength"—a minimum 
breaking strain of approximately 
125,000 Ibs. psi... tough, 
stress-free links . . . uniform heat- 
treating, make the big difference. 
Custom-made to your specifications 
. .. tested to double its working 
load limit and backed by Taylor's 
Test Certificate. Available everywhere 
from Industrial Distributors, Steel 
Warehouses and Hardware Whole- 
salers. Write for Bulletin 14-A. 
S.G. Taylor Chain Co., Inc. 
Hammond, Indiana 


Everything Swings 
on TM Slings 


aylor 
ade 


HAIN 
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Diary of a Safety Engineer 
—From. page 30 


foreman about his inability to hire 
enough sweepers at the rate Sweet- 
Sweet was paying. 

The degreaser was brand new— 
it will be interesting to take it apart 
and find out what was wrong there. 

Nothing went wrong at the proj- 
ect level. My boys’ last inspection of 
the plant was a month ago, when 
conditions were all right. When the 
explosion came, the plant fire pro- 
tection force, the medical crew, and 
our disaster plan for mobilizing first 
aid men went into operation imme- 
diately. Nobody, who was alive five 
minutes after the explosion, died or 
is likely to die. 

Johnny and I drafted a joint re- 
port for Sweet-Sweet, the insurance 
company, the project, and the coun- 
ty coroner. It was typed and ready 
for delivery by noon, and Johnny 
declined an invitation to lunch. 
“I’ve got a fire in an oil refinery to 
check on,” he said. “My plane’s 
waiting.” 

I told him I wished I could get 
back on my vacation, but that I’d 


have to stay and clean up the mess. 

“Why?” he asked. “Your boys 
were fine yesterday. The investiga- 
tion is done. The findings are in. 
Corrective measures are obvious, 
and there will be no difficulty in 
persuading the management, after 
what happened, that they can’t stall. 
It’s all routine from here, and you 
have two good boys to handle it.” 

It was all very reasonable. Yet 
it was hard to make myself let go 
and delegate even a simple follow- 
up on a major disaster. “Nuts,” John- 
ny said, “the big ones are the easiest. 
Give the boys a chance. Where did 
you leave the family?” I told him. 
“Why, man,” he said, “the fire I'm 
going to investigate is in Billings. 
I'll have you there by sundown.” 

My assistants were surprised, but 
I think a little pleased, to be left in 
charge, especially since I relayed to 
them Johnny’s compliments on their 
work. 

So tonight I’m sitting watching 
the sun set west of the Billings air- 
port, waiting for Sue to come and 
get me in the car, and reflecting that 
it is sometimes very conveiiient not 
to be indispensable. 











DON’T SLIP UP ON SAFETY! 


C@STS 


G 


D@WN 


with 


FERR@X 
UNDERF@OT 


Want to save money and solve your safety flooring prob- 
lems? Simply install low-cost, long-lasting Ferrox. Mil- 
lions of tiny, sharp abrasive particles in Ferrox provide 
safc, non-slip footing. One gallon covers approximately 
35 square feet. Write for Ferrox Bulletin. 


AB ISe 


AMERICAN ABRASIVE METALS COMPANY 
464 Coit Street, Irvington 11, New Jersey 
Circle Item No. 82—Reader Service Card 
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So You Think 
You Cant 
Save Money? 


It’s all a matter of finding a way to spend less than 
you earn. Millions of people have discovered a good 
way to do just that. They use the Payroll Savings 
Plan to buy U.S. Savings Bonds. Under the Plan any 
amount they choose is set aside from their pay for 
Bonds. This makes saving very easy because they’ve 
found that the money they don’t touch is money 
they’re sure to save—and can’t dribble away. 





ONE OF YOUR PAYMENTS SHOULD RE TO YOURSELF. 
Many families make out a check for U. S. 
WHY U.S. SAVINGS BONDS ARE SUCH A GOOD WAY TO SAVE 


Savings Bonds along with the ones that 


pay the monthly bills. The check for Bonds . . P 
comes back to them —$4 for $3 in 7 years, e You can save automatically with the Payroll Savings Plan. « 


9 months. You now earn 3%% interest at maturity. ¢ You invest without 
risk under a U.S. Government guar- 
antee. « Your money can’t be lost or 
stolen. « You can get your money, 
with interest, anytime you want it. 
e You save more than money —you 
help your Government pay for 
peace. ¢ Buy Bonds where you work 


y 


SERIES E BONDS COME IN 7 “SIZES”. You can buy 
Series E Bonds in denominations of $25 (cost 
$18.75), $50 (cost $37.50), $100 (cost $75), 
$200 (cost $150), $500 (cost $375), $1,000 
(cost $750), $10,000 (cost $7,500). 





NOW every Savings Bond you own — 
old or new—earns 44% more than 
ever before. 











You save more than money 


with U.S. Savings Bonds 


YOU SAVE MORE THAN MONEY. You save for your country as well as your- The U. &. Gesernmant dem net pay for this 
advertising. The Treasury Department thank. 
self, a bit at a time, when you buy Bonds. Every Bond dollar helps : : ‘The Advertising mame end this ene 


pay for the things America needs to help keep the peace today. for their patriotic 


National Safety News, July, 1960 151 





least 


3 times 
as 
Safe 


Pick it up—carry it around—these sturdy 
aluminum ladders are designed for easy 
one-man handling. Designed for safe 
operation on any kind of job, they are 
made of rugged aircraft aluminum—the 
safest, lightest, longest-lasting material 
for ladders. 

Check your ladders today. If they are 
due for replacement (and usually they 
are) make a long term investment in 
safety —call your dealer and order a 
Werner Aluminum Ladder. 


WERNER ALUMINUM SAFETY PRODUCTS 


-Approved Aluminum Ladders, Stages, and Scaffolding. 


I am interested in Werner Aluminum Ladders. 
(CO Send complete literature. [] Have salesman call. 


“THE STANDARD 
OF Name 

THE INDUSTRY” Company 

Address 


Ee ee 


R. D. WERNER CO., INC. » 906 OSGOOD RD.» GREENVILLE, PA. 
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Consultation 
Corner 


Questions on accident prevention, 
fire protection and occupational hy- 
giene are answered by mail. A few 


are selected for publication. 


By L. C. SMITH 
Industrial Department, NSC 





Testing Tanks for Leaks 
After Welding 

Question: Our maintenance shop 
frequently repairs tractor gasoline 


| or diesel fuel tanks. It takes them 


hours to get the tank gas free before 
welding or brazing can be done. If 
gasoline or diesel fuel is put in the 


| tank and it still leaks, the gas-freeing 


process has to b,: repeated with cor- 
siderable loss of time and increased 
down time for equipment. 

We are looking for a thin, pene- 


trating, nontoxic, nonflammable 


liquid that could be used to test 


| tanks after repairs are completed. 
| We have tried water but find that 


gasoline will leak through water- 


| tight cracks. Carbon tetrachloride 
| works fine, but it’s toxic and, there- 


fore, undesirable. What can you 


| suggest? 


Answer: For the type of work 
you're doing, you could use a leak 


| detector to check your tanks after 


welding or brazing is completed. 
These detectors are widely used in 
factory testing of household refrig- 
erators, freezers, water coolers, and 
air-conditioning units. 

Instruments now available are 
used in the aircraft industry for 
checking gas tanks and fuel lines 
and pressurized compartments to 
assure they are leak-free. 

Instruments are also used in the 
chemical industry and in a wide 
variety of other such activities. 
Many companies are using the de- 
tector for finding leaks in tanks, as 
described in your letter. Perhaps 
adjustments would have to be made 
in the equipment. 

These leak detectors use a tracer 
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gas, introduced into the tank to be 
tested, and a detector to sniff along 
welds, seams, or other areas where 
leaks are likely. 

Detectors are very reliable and 
will reveal cracks and other defects 
that are difficult to find by other 
means. 


Metal Ladders 
And Electrical Circuits 

Question: We have in our plant 
a number of metal ladders and are 
considering whether it is advisable 
to allow their continued use. We 
noticed a caution in your Accident 
Prevention Manua! for Industrial 
Operations regarding the use of 
metal ladders around electrical cir- 
cuits. In our plant it is highly prob- 
able that on many occasions the 
ladder would be in use near some 
electrical equipment. 

We would appreciate any infor- 
mation you can give us on practices 
followed by various companies in 
using metal ladders. 


Answer: Since metal ladders are 
electrical conductors, their use 
around electrical circuits and equip- 
ment or in places where the ladder 
may come in contact with such cir- 
cuits is not recommended. Even if 
the ladder is equipped with rubber 
feet to insulate it from the floor, the 
ladder could easily become ground- 
ed against some other object. Any- 
one working on the ladder would 
also be grounded. 

To avoid such hazards noncon- 
ductive ladders should be used. Such 
ladders are made of wood or glass 
fiber. Many companies using metal 
ladders, where there is a possibility 
they may be set near electrical 
equipment, mark the ladder with 
decals. 

“Caution—Do Not Use Near 
Electrical Equipment.” Where there 
are a number of circuits in an area, 
or where there is considerable elec- 
trical equipment, it is best to play 
safe and use a nonconductive lad- 
der. Many companies follow this 
practice 


Location of Switches 
On Power Tools 


Question: I am interested in ob- 
taining information on the proper 
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GENTEX 


The lightweight* 


SAFETY HAT 
that delivers 


IMPACT RESISTANCE 


better than 40 foot-pounds 


PENETRATION RESISTANCE 


less than 4%” penetration in 10 ft.-pound plumb bob test 
(Federal specs allow %”) 


DIELECTRIC RESISTANCE 


up to 10,000 volts 


ALL DAY COMFORT 


Exclusive no-wrinkle headband conforms to head contour, elim- 
inates pressure on temples. 6-point suspension system, designed 
on same principle as jet pilot helmets, keeps hat in positive 
balance always—no more end-of-shift strain and fatigue. POLY- 
ETHYLENE shell won’t crack at brim or crown when dropped 
—even on concrete. Smooth, modern design with choice of 9 
colors impregnated right in the plastic for handsome appearance 
and instant job classification. Snap-in nylon and plastic headband 
with fingertip control, fully washable. Adjustable, self-storing 
chinstrap and winter liners available. Brim and peaked-cap 
models. */21 oz. to 12% oz., depending on impregnated color pigment. 
We would be pleased to submit full details and a hat for testing— 
just drop us a note on your company letterhead. 


Foremost manufacturer of helmets for military, industrial, civic and sports use. 


GENTEX CORPORATION, 450 7th AVE., NEW YORK 1 
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CUT GLOVE COSTS 


GIVE ADDED PROTECTION with 
JOMAC 
INDUSTRIAL GLOVES 


Leading manufacturers everywhere are cutting costs and increasing 
worker-safety by changing to Jomac terry cloth work gloves. Jomacs 
are made of thick loop-pile fabric that cushions the hands, protecting 
them against sharp edges and rough surfaces. They are made from 
various weights of cloth for specific applications. Any two make a 
pair, since they are completely interchangeable, and they can be 
reconditioned time after time—will give extraordinary wear. Fill in 
the coupon below for more information and a free copy of the Jomac 
Work Glove Catalog. 

Jomac also manufactures North PVC Coated Gloves and wet 
weather garments. 


Jomac sells quality and quality sells Jomac 


Plants in Philadelphia, Pa., and Warsaw, Ind. IN CANADA: Safety Supply Company, Toronto 


JOMAC INC., Dept. D 0 Send a copy of your work glove catalog 


Philadelphia 38, Pa. 


OO Have a representative call 
Company 
Address_ 


Sere 
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location of switches on power tools, 
such as jig saws, wood lathes, and 
jointers. The power tools we use 
in our occupational therapy clinic 
are similar to those found in a 
school shop. I would appreciate 
any information you have to offer. 


Answer: As you know, there are 
many manufacturers of equipment 
of this type and no definite place in 
which the switch is located. How- 
ever, on such equipment you will 
generally find the switch where the 
operator can reach it easily from the 
position of operation. This means 
it is within arm’s length of the 
worker and is located where it can- 
not be turned on accidentally. 

If it is necessary to relocate a 
switch, it should be positioned in the 
manner described above. On ma- 
chines such as you mentioned, the 
switches in most cases would be 
mounted in front, below the point 
of operation and within easy reach 
of the operator. This makes it easy 
for the operator to stop the ma- 
chine for adjustments and cleaning. 





AEC Announces 
New Safety Award 


For the contractor or operations 
office in the atomic energy program 
with the best record in the preven- 
tion of occupational injuries, a new 
award has been established by the 
Atomic Energy Commission. A tro- 
phy is awarded to the unit operating 
the most injury-free man-hours for 
the 12-month period just completed 
and remains in its possession until 
another unit establishes a better rec- 
ord. The previous holder receives a 
smaller replica of the trophy for 
display. 

Records are audited against ASA 
Z16.1, American Standard Method 
of Recording and Measuring Work 
Injury Experience. 

Sandia Laboratory at Albuquer- 
que, N. M., operated by Western 
Electric Company for AEC, is the 
first to receive the commendation 
for exceeding 11,175,509 man-hours 
achieved by General Electric Com- 
pany, AEC’s plant at Lockland, 
Ohio, in 1957. 

On June 1, 1960, Sandia’s record 
had reached 11,616,312 man-hours, 
which places it among National 
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Safety Council’s best records known 
in industry. The Dow Chemical 
Company, operating the AEC Rocky 
Flats plant, is currently challenging 
the new winner with more than 9 
million man-hours. 

The new award was established to 
recognize the increasing number of 
contractors and offices who have 
been exceeding the 3-million man- 
hours now required to win the AEC 
Manager’s “Award of Honor” estab- 
lished January 1, 1953. Twenty-one 
AEC contractors have exceeded 3 
million man-hours and eight have 
exceeded 5 million since the contest 
was started. 


Bush Heads NFPA 


LorEN S. Busu, chief engineer 
of the Pacific Fire Rating Bureau 
of San Francisco, was named presi- 
dent of the National Fire Protection 
Association at its 64th annual con- 
ference in Montreal, May 17. 

Nationally known in the insur- 
ance industry, particularly in the 
area of rural fire protection, Mr. 
Bush is recognized outside the field 
for his achievements in civil de- 
fense as well as in numerous civic, 
fraternal, and professional organi- 
zations. 

As the 33rd president of the 
NFPA, he succeeds Henry G. 
Thomas, retired chief of the Hart- 
ford, Conn., Fire Department. 

Other officers named include J. 
Sharp Queener, manager of the 
Safety and Fire Protection Division, 
E. I. duPont de Nemours & Co., Inc., 
Wilmington, Del., first vice-presi- 
dent; Warren J. Baker, manager of 
the Technical Department, Insur- 
ance Company of North America, 
Philadelphia, second vice-president; 
and Hovey T. Freeman of Provi- 
dence, president of the Manufac- 
turers Mutual Fire Insurance Co., 
secretary-treasurer. 

Re-elected as chairman of the 
NFPA Board of Directors is T. Sed- 
don Duke, president of the Star 
Sprinkler Corporation, Philadelphia. 

Named to the Board of Direc- 
tors for three-year terms were: W. 
H. Berry, vice-president, America 
Fore Insurance Group, New York; 
and Paul C. Lamb, safety adminis- 
trator, Lever Brothers Company, 
New York. 

New directors named for a three- 
year term are: J. R. DeHaven, vice- 
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president, Employers Mutual Fire 
Insurance Co., Wausau, Wis.; 
George F. Wahl, general manager, 
Factory Mutual Engineering Divi- 
sion, Norwood, Mass.; and W. M. 
Wetzel, chairman of the board, The 
Fyr-Fyter Company, New York. 
Elected for a one-year term to 
fill a vacancy on the board is R. H. 
Ferguson, assistant director of in- 
dustrial relations, Republic Steel 
Corporation, Cleveland. 
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DISTINGUISHED SERVICE 


vA) 


Award of Honor 


ACF Industries Inc., Missouri City, 
Texas, Plant. 

Aeroquip Corp., Aircraft Couplings 
& Fittings, Jackson, Mich. 

Allis Chalmers Manufacturing Co. 
(2): Deerfield, Ill., Works; West Allis, 
Wis., Hawley Works. 

Aluminum Company of America, 
Alum. Ore Co., Mobile, Ala. 

American Airlines Inc., 
Personnel. 

American Cyanamid Co. (2): La- 
trobe, Pa., Plant; Piney River, Va., 
Plant. 

American Cyanamid Formica 
Corp., Winston Place Plant, Cincin- 
nati, Ohio. 

American Factors Hauai Consoli- 
dated Terminals, Lihue, Kauai, Ha- 
waii. 

American Factors Ltd., Olaa Sugar 
Co., Ltd., Olaa, Hawaii. 

American Radiator & Standard 
Sanitary Corp., San Pablo, Calif. 

Arkansas Oak Flooring Co., Alex- 
andria, La. 

Armco Steel Corp., National Supply 
Co., Torrance, Calif., Plant. 

Basic Vegetable Products Inc., 
Vacaville, Calif. 

BC Forest Products Ltd., Victoria 
Plywood Div., Victoria, B.C. 

The Berkline Corp., Morristown, 
Tenn. 

Black Clawson Co., Inc., Paper Ma- 
chine Div., Watertown, N. Y. 
Bestwall Gypsum Co., 

Ont., Canada. 
.C. Brewer & Co., Ltd., Kilauea 
Sugar Co., Ltd., Hawaii. 

Canadian Exploration Ltd., Salmo, 
B.<. 

Canadian Rock Salt Co. Ltd., Ojib- 
way Mine, Ojibway, Ont., Canada. 

Caterpillar Tractor Co., Joliet, Ill. 

Celanese Corporation of American 
(3): Belvidere, N. J., Plant; Chemical 
Lab., Summit, N. J.; Plastic, Newark, 
N. J. 

Central Power and Light Co., Cor- 
pus Christi, Texas. 

City of Chicago, Dept. of Water 
and Sewers, Chicago. 

—To page 160 


Ground 


Thorold, 


156 


Winners of National Safety Council 


awards for outstanding records 


Presentation of a totem pole to mark another 1,000 safety days in the packaging 
department of the Grocery Products Division, Fisher Flouring Mills Company, Seattle, 
Wash., was made at a recognition dinner for the department personnel. 

Making the presentation was H. B. Rogers (right) industrial relations director, 
and receiving for the group was Victor Ensz, packaging superintendent for Fisher's 


THIS unusual totem pole award was presented for a record of 3051 days 
without a disabling injury. 

This is the record piled up by the packaging department of the Grocery 
Products Division, Fisher Flouring Mills Company, Seattle. Wheat germ, 
instant whole wheat cereal, and a line of variety flours are sent through 
to the packaging lines from the sterilizers. Packaging rate is as high as 30 
packages per minute. 

There are about 39 regular employees in the department, collectively 
representing 632 years of service with the company. 

Employees also vie with one another in analyzing just how impressive 
their record is, in terms of comparisons. Here is the kind of “homework” 
they report: “If five men started working at the age of 20, and were 
employed in the packaging room five days a week, continuing until retire- 
ment at age 65, the total employed time of these men would not equal 
the safety record which has been achieved.” 

Management recognition is given to the department each time a record 
of another 1,000 days of work without a disabling injury is chalked up. 
This is in the form of Totem Pole trophy which is larger each time. 
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SMALL BUSINESS 
and ASSOCIATIONS 


By RAYMOND C. ELLIS, JR., and JOHN T. CURRY 


Small Business Program Staff, National Safety Council 


ASSE Course 


On May 4, 1960, under spon- 
sorship of Texas Manufacturers As- 
sociation and Texas Safety Associa- 
tion, the Southwest Chapter of the 
American Society of Safety Engi- 
neers held a one-day course in Ac- 
cident Prevention for Small Busi- 
ness. 

The course brought benefits of 
safety training to those to whom it 
is otherwise not available, and was 
of such a nature that the material 
could be put to use immediately. A 
manual outlining the course was 
given to each registrant as a per- 
manent reference. 

An envelope of pass-out material 
was also provided to _ illustrate 
sources of outside aid that are avail- 
able. This included sample items 
from insurance companies, manu- 
facturers, and a supply of items that 
are available through membership in 
the National Safety Council. 

Subjects covered included mate- 
rial handling, machine guarding, the 
supervisor's role in accident pre- 
vention, employee selection, place- 
ment and training, basic causes of 
industrial accidents, accident inves- 
tigations, maintenance of safe work- 
ing conditions, and sources of out- 
side aid. 

Of the 38 registrants for this 
course, six came from as far as 250 
miles. The need for this type of 
safety training is apparent, consider- 
ing that announcements were mailed 
by Texas Manufacturers Associa- 
tion to their Dallas area members 
only. The association publicized the 
course in their magazine. 

This chapter of ASSE will con- 
tinue to assist small business in ac- 
cident prevention by offering this 
course for supervisors again and by 
maintaining a standing committee 
to help small business with individ- 
ual problems. 
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Six of the 38 participants in this course came from 250 miles away, even though 
these meetings were announced in the association’s magazine and publicized chiefly 
in the Dallas area. The course will be offered again in the future by this chapter. 


lt Can Be Done! 


During the spring sessions of the 
Wisconsin Canners Association, 
Kenneth W. Reuhl of the Pardeeville 
Canning Company, Pardeeville, 
Wis., discussed how safety can be 
an effective part of the smaller busi- 
ness organization’s total activity. He 
noted the company is enjoying the 
benefits of lower premiums through 
receipt of the maximum credit, 30 
per cent from the base rate. This has 
been achieved by a record of no 
disabling injuries during at least 10 
years of operation. Mr. Reuhl noted 
four phases of their successful safe- 
ty program: 

“Naturally we pretty much fol- 
low the book and the Industrial 
Commission’s inspection recommen- 
dations on guarding belts, putting 
handrails on stairs, keeping the floor 
from becoming slippery. We got a 
break here in having a good in- 
spector. 

“He catches the points we might 
miss, without insisting on a lot of 
unnecessary frills. He has earned the 
respect of the men in the plant, so 


when he says a guard is desirable, 
there is no argument about it. 

“Next, and this is partly quality 
control as well as safety and starts 
when we order our seed, we limit 
our pack. We feel that anything we 
might can at 3 a.m. probably should 
have been canned at 3 p.m. the day 
before. So we keep a flock of pigs 
close by. We want the plant empty, 
except for the cleanup crews at 
midnight. So, anything not canned 
by midnight goes to the hogs. The 
pigs like it. 

“And the employees realize they 
can take extra care and see that 
what is going to be canned is han- 
dled properly. There isn’t the rush 
for production that would be neces- 
sary if everything had to be canned 
before they could go home and get 
some rest. And we think this is 
important, because a tired worker 
is more apt to get hurt. 

“In our efforts to make every 
employee feel necessary and impor- 
tant, we give them pretty much a 
free hand. Anybody on the payroll 
can slow up production or stop it 
altogether and for any reason at 
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SAFETY SAM says: 


‘! always use 


GOGGLES 


they give me more 


eleelictaileli Mm late| 


comfort!’’ 


There is a Dockson goggle or specta- 
cle to meet any requirement. Low 
cost, high quality equipment, “Built 
for better protection.” Scientifically 


MODEL 40 SPECTACLES 


designed for safety with maximum 
comfort. Many outstanding features 


and careful construction usually found 
only in higher priced equipment. 
You'll like 'em! 


~ MODEL 492 GOGGLES 
3839 Wabash 





| =, 


2» Us CAGTE 


DO SO Rs RS 


Write for our Head & Eye 
Protection Catalog and 
name of your distributor. 


Detroit 8, Mich. 


News of Interest in the 
Field of Noise Control 


“Acoustic Doors”’ Gain Wide Use 
in Industry and for Research 


Made with rugged steel-clad construc- 
tion IAC “NOISE-LOCK” doors fea- 
ture such innovations as double acoustic 
seals and “matched” Frame assemblies 
acoustically engineered to meet rigid 
requirements. 





They are widely used for noise control 
in research laboratories, supervisory 
offices, control rooms, jet missile & 
rocket test cells, machinery enclosures 
(such as for shake tables, shredders), 
reverberant rooms, high intensity noise 
chambers, anechoic chambers. Write 
for full details. 


IAC **NOISE-LOCK"’ 
Doors on Jet 
Engine Test Cells 


IAC “‘NOISE-LOCK’ 
Door Isolates Plont 

Dispensary from 
noisy factory areo. 


Complete information ‘‘Noise Control! for Industry’’ will be sent upon request. 


INDUSTRIAL ACOUSTICS COMPANY, INC. 


341 Jackson Avenue * New York 54, N.Y. 


* CYpress 2-0180 
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all, if he thinks that the finished 
product would be better or the work 
would be safer. 

“All our machinery has individ- 
ual motor drive, but we still use 
line shafts for our conveyors. We 
think this gives us better control of 
what is going on. 

“I said any employee can slow 
or stop production. But only the 
plant superintendent can start or 
speed up the operation. And after 
every shutdown, regardless of the 
reason, the plant superintendent 
walks the full length of the factory, 
checking to see that every machine 
operator is on the job, that there 
are enough inspectors on every in- 
spection table. 

“Only after he is completely satis- 
fied will he run the conveyors again. 
This may seem to be a strange way 
to run a canning factory, but we be- 
lieve that it pays off. 

“As a further step in making the 
employee feel necessary and impor- 
tant, every employee is checked in 
and out by one woman. Five min- 
utes after a shift starts work, she 
goes over every time card to see if 
anyone is missing. If someone has 
not checked in, she goes to that 
worker’s station to see if he is pres- 
ent and somehow got by her without 
checking in. 

“If the worker is on the job, then 
the time card is fixed accordingly. 
If the worker is not on the job, the 
plant superintendent is notified, just 
in case the employee advised that 
he was going to be absent. 

“If we were not notified in ad- 
vance, the plant superintendent or 
I go and talk with the missing em- 
ployee’s fellow workers. Did he tell 
them that he wasn’t coming back? 
Did he say anything about not feel- 
ing well? Did he get hurt in any 
way while working? 

“(This, we feel, impresses the 
workers with the idea that we are 
interested in them and also that any 
time a worker is absent, it upsets 
our operations. We think this pro- 
cedure contributes to the morale.) 

“If we do not get the information 
needed from the co-workers, we 
phone the missing worker's home. 
And if he has no phone, I drive 
there. When we find the missing 
worker, we are either tough or sym- 
pathetic, depending on our evalua- 
tion of his excuse for not being on 
the job. 

“But, tough or sympathetic, we 
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let the worker know he has let us 
down by not being on the job, that 
he is important to us, and that we 
are concerned lest anything happen 
to him. 

“This seems like a lot of time 
and effort to spend on one missing 
worker, but we are sure it pays 
dividends in worker morale and in 
the safety record we have been able 
to earn through the past 10 or more 
years.” 


NRA Honors NSC 


On May 11 the National Safety 
Council was among those honored 
at a luncheon in the Palmer House, 
Chicago. This recognition was for 
the Council’s special contribution to 
the National Restaurant Association 
and the food service industry. 


National Restaurant Assariation 
( ontributton 


ational Safety Council 


NRA’‘s award to NSC. 


Gen. George C. Stewart, NSC ex- 
ecutive vice-president, received this 
award on behalf of the Council. He 
said: 

“It is with considerable pleasure 
that I accept this recognition on 





NEWS INDEX READY 


The index for Vol. 81, Janu- 
ary-June, 1960, of the NSN is 
now available from the NSC 
Library. Address: Librarian, 
National Safety Council, 425 
N. Michigan, Chicago 11, Ill. 
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fective part of service to their mem- 


behalf of the National Safety Coun- 
cil. During the past five years we 
have been privileged to work in 
close liaison with the National Res- 
taurant Association in the develop- 
ment of safety materials and safety 
program aids for the food service 
industry. 

“The National Restaurant Asso- 
ciation should properly receive a 
measure of the honor that they be- 
stow upon us. It was their willing- 
ness to incorporate safety as an ef- 





bership that permitted us to warrant 
any special consideration. 

“Together we have seen that safe- 
ty is a tool of efficient food service 
management. It is a reiteration of 
the basic fact, ‘It’s not the right 
way, if it isn’t safe.’ 

“Our thanks to the association, 
and a sincere wish that the coming 
years will see a growth in the effec- 
tiveness of our combined efforts to 
prevent accidents to both the per- 
sonnel and the public served by the 
food service industry.” 
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Two dozen 3" x 4" 
Pocket Packs in one dis- 
play box 


For additional information, 
contact your jobber or 
wr'te us direct on your 
company letterhead. 





New... NO-FOG” Lens Cleaning Tissues 
in easy-to-use POCKET PACK 


A handy pocket pack for office employees or 
factory workmen who are working at some dis- 
tance from a lens cleaning station. 

NO-FOG LENS CLEANING TISSUES 

* Clean and fog-proof glasses in one operation. 

* Can be used several times, either wet or dry. 

¢ Will not scratch ... 

* Are chemically treated . . . 


CARHOFF COMPANY 


11706 Kinsman Road 


even delicate plastic lenses. 
no silicone used. 





Cleveland 20, Ohio 








4 


OUTLAW 
GAMBLING 


5 








nat cm 


rat MODERN Safety Drill Tabl 
THE a ety rit imapie 

Saves fingers! Saves time! Replace your 

present drill table with the Modern Safety 

Drill Table—then drop in the work and 

drill. Eliminates dangerous, hand held, 

small jobs. Handles odd, irregular shapes 

and sizes without V-blocks, clamps or 

parallels. Sizes for every need, with diam- 


eters from 8” to 27%”. Guaranteed to 
save its cost in labor alone in 6 months. 


Write for literature. 


FREE TRIAL OFFER 
Write for details! 
105 


MODERN MACHINE TOOL CO. 


2005 LOSEY STREET 


JACKSON, MICHIGAN 
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Pressure -Sensitive 
Instant- Sticking 


Pipe & Wire 
Markers 


on new QUICK-RELEASE 
dispensing cards 


@ No Screws, Bolts or Nuts 
Required 


@ Sticks to Any Surface 


e@ All Signs and Markers are 
Non-conductive 


Save time and cut costs, 
Speedy Marx® are furnished on 
waterproof vinyl cloth, and 
comply with ASA, National 
Safety Council and all Mil.Specs. 


HUNDREDS OF STOCK ITEMS 
IMMEDIATE DELIVERY 


Contact your GESCO (General Elec- 
tric Supply Company) man, or send 
for FREE multi-colored catalog and 
samples to— 


Wort Shore 


NAMEPLATE 


(A Division of Anodyne, Inc.) 


214-27 Northern Bivd., Bayside 61,N.Y. 


BAyside 4-4000 « Teletype: NY 4-1975 
Cable: Norplate * TWX: LPT 





| ent Products 
| East 


For Distinguished Service 
—From page 156 


City Water 
Texas. 

Corps of Engineers (2): General 
Building Const.; Construction, both of 
Washington, D. C. 

Crossett Lumber Co. (2): Sawmills; 
Entire Company, both of Crossett, 
Ark. 

Dallas, Texas, City Water Works. 

Dallas, Texas, Power and Light Co. 

Theo. H. Davies, Hamakaua Mill 
Co., Paauilo, Hawaii. 

Dominion Tar & Chemical 


Board, San Antonio, 


Douglas Aircraft Co. Inc., 
Dow Chemical Co., Rocky 
Plant, Denver, Colo. 
Dravo Corp., Machinery Div., Pitts- 
burgh, Pa. 


Flats 


gan Works, Montreal, Que. 

E. I du Pont de Nemours & Co. 
(34): Baltimore, Md., Plant; Belle, 
W. Va., Works; Senger Laboratory, 
Waynesboro, Va.; Central Research 
Lab., Wilmington, Del.; Chambers 
Orchem, Works, Deepwater, Pt., N. J.; 
Chattanooga, Tenn., Plant; Clinton, 
Iowa, Plant; Columbia, Tenn., Plant; 
Doyle Works, Leominster, Mass.: 
Chestnut Run Elastomers Lab., Wil- 
mington, Del.; Research Lab., Wil- 
mington, Del.; Entire Company, 
Wilmington, Del.; Flint, Mich., Plant; 
Industrial & Biochemicals Research 
Lab., Del.; Jackson Lab., Deepwater 
Point, N. J.; Kinston, N. C., Plant; 
Martinsville, Va., Plant; May Plant, 
Camden, S. C.; Mech. Development 
Lab, Wilmington, Del.; Newark, N. J.. 
Plant; Niagara Falls, N. Y., Plant; 
Office Building Div.; Old Hickory 
Fibers Plant; Old Hickory, Tenn., 
Film; Parlin, N. J., Finishes Plant; 
Philadelphia Plant; Sabine River 
Const., Orange, Texas; Savannah River 
Plant, S. C.; Seaford, Del., Plant; 
Spruance Film Plant, Richmond, Va.; 
Tech. Lab., Deepwater Point, N. J.; 
Victoria, Texas, Plant; Waynesboro, 
Va., Plant; Wilmington, Del., Shops. 

East Ohio Gas Co., Cleveland, 
Ohio. 

H. K. Ferguson Co., Projects 
United States & Can., Cleveland, Ohio. 

Firestone Tire and Rubber Co., Los 
Angeles, Calif., Plant 

Fischer Lime & Cement Co., Steel 


| Fabrication Plant, Memphis, Tenn. 


Ford Motor Company. 

General Electric Co. (4): Compon- 
Div., Paterson, N. J.; 
Boston, Mass., Lamp Works; 
Memphis, Tenn., Lamp Works; Trum- 
bull Lamp Works, Warren, Ohio. 





Co., | 
Ltd., Siporex Limited, Delson Plant. | 
Ord- 
nance Missile Plant, Charlotte, N. C. | 
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GO UP WITH 
CONFIDENCE ON 


SALLY MORE 
Safety-Step 


LADDERS. 











GRIPS THE FLOOR ROLLS EASILY 


Now ... Ballymore combines welded 
steel or aluminum safety treads with 
wide-base pyramid design to offer 
extra safety and stability. Ballymore 
ladders let you climb quickly . . . and 


| with confidence—any required height 
Du Pont of Canada Ltd., Shawini- | 


up to 15 feet. Spring-mounted casters 
that retract when you step on the 
first step is another safety “‘plus.” 
They let you roll the ladder easily, 
yet grip the floor surely to provide 
safety at all levels. 


All welded, corrosion-resistant Bally- 
more Safety-Step Ladders are avail- 
able in four types—with 47 models 
to choose from. Step up to a new 
standard of safety today. 


WITHOUT HANDRAILS 





WITH HANDRAILS 


For illustrated catalog covering complete 


line, write to 
oe 


BALLYMORE COMPANY, 
ee WEST CHESTER 17, PA. 
BALLYMORE : 
EQUIPMENT FOR WORKING 
Safely aBove FLOOR LEVEL 


Call your 
LOCAL DISTRIBUTOR 
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Cleaner or | 
Degreaser? 


Or 
4 


y 


LET 


' 

: 

é 
fi 


e Engineering assistance and 
technical appraisal of your 
problem. 

Actual on the job demonstra- 
tion of our solution. 


If necessary we'll formulate 
anew to your special problem 
at no extra cost. 


FOR THE RIGHT SOLUTION 
TO YOUR SAFETY PROBLEM 


PRODUCTS 


ENGINEERED FOR SAFETY 


- JOHN B. MOORE 
CORPORATION 


PEERLESS BUILDING 
NUTLEY, NEW JERSEY 


Plants and worehouses 
across America 
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General Mills, Inc., Terminal Eleva- 
tor, Duluth, Minn. 


General Telephone Co. of Florida, 


Tampa, Fla. 


General Time Corp., Westclox Div., | 


Peru, Ill. 

Georgia Power Co., Atlanta, Ga. 

Goodyear Tire & Rubber Co. (2): 
Engineering Div., Akron, Ohio; Lima, 
Peru. 

Greenwood Mills, 
S. C. Plant. 

Gulf States Utilities Co., 
Utilities, Beaumont, Texas. 


Hughes Aircraft Co., Tucson, Ariz. | 


Humble Oil & Refining Co., Re- 
fining Dept., Houston, Texas. 


Imperial Sugar Co., Sugar Land, | 


Texas. 

International Salt Co. Inc., 
Mine, Retsof, N. Y. 

Jersey Production Research Co.., 
Tulsa, Okla. 


All factory workers at Ryan Aeronau- 
tical Company, San Diego, were given a 


10-minute break for the presentation of | 
the Naticnal Safety Council’s Award of | 
Honor. The achievement was a no-acci- | 
who | 


dent year by 5,446 employees 
worked 12,122,832 man-hours. Best 
previous record was 6,012,320 man- 


hours. Dave Thompson, NSC’s San Diego 


representative made the presentation. 
The plaque was received by C. F. (Ace) 
Nesbitt, (above) master mechanic, En- 
gineering Research, who is credited with 


more factory working time during his 25 | 
years’ service than any other hourly shop | 


employee. 





Greenwood, 


Public 


Retsof | 
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FIGHT 


ATHLETE’S FOOT 
the MODERN way 


What does it take to pro- 
tect everyone who uses your 
shower rooms against Ath- 
lete’s Foot? It takes the 
unique advantages only 
SANI-MIST provides— 

e Maximum protection 
against Athlete's Foot—with 
individual, undiluted appli- 
cations of SANI-MIST solu- 
tion—in just 30 seconds. 

e Inviting to use. Cool, 
refreshing SANI-MIST is 
clean and personal. 

e Minimum maintenance. 
No mixing of solutions. A 
few minutes under a hot 
shower keeps the SANI- 
MISTER sparkling clean and 
inviting. 

e No time out for repairs. 

The reliable, durable SANI- 
MISTER is made of stainless 
steel and aluminum, to take 
plenty of traffic. 
The low-cost SANI-MIST 
method is used in thousands 
of industrial plants, schools 
and country clubs. Use the 
coupon below to find out 
what it can do for you: 


SAN/-MIST 


Dept. NSN, 3018 Market Street 
Philadelphia 4, Pa. 





_..... FREE sample of SANI-MIST 
Solution 
_.......Complete details on this 
unique method 
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FOOT TOE LEG | Johns Manville Products Corp., 
= ss Asbestos, Que., Canada, Plant. 
: m " Jones & Laughlin Steel Corp. (2): 
Protection by Sankey Alquippa, Pa., Works; Stainless Strip 
(left) Improved FOOT GUARD | Div., Detroit, Mich. 
: Kahuku Plantation Co., Kahuku, 
(Style #200 illustrated) Ouee. Horwedl 
FOOT GUARDS consist essentially Kaiser Aluminum & Chemical 
of a metal shield to be a r | Corp. (2): Baton Rouge Works, La.; 
shoe whenever the foot is in danger of | (you, oy 
being either crushed or cut. The metal | Chalmette Works, La. : 
Kennecott Copper Corp., Utah Cop- 


shield is designed to furnish a maximum | 
amount of protection per Div., Utah Mill, Magna, Utah. 

to the entire foot— ’ rnehle te oC ., : 
TOE GUARD > ee) eos 

alone, but also to the | sels Auaee 
fills a demand for toe inahen — sanieet haz- Lake Asbesto of Quebec Ltd., 
pote «ella pede ards from falling, roll- | Black Lake, Que. 

i i ject. ave Ta ave ”_ 
injurious to toes ex- = = yo Sl oe | __ Lever Brothers Co., Lever House, 
ist. They fit any shoe, . . hows New York City. 
afford maximum toe Mallinckrodt Chemical Works, Ura- 
protection, and like nium Div., St. Louis, Mo. 
the foot guards do Netusieh Ganten -€ ee 
not encase the toe to the discomfort of . | _ Material Service Corp., Lockport, 
the worker. (Style #702 illustrated.) Ill., Concrete Pipe. 

F : Arthur G. McKee & Co., Cleveland, 
Shin & Knee-Shin Guard Ohio, Inland Steel Co., Harbor Works 


e Absolute freedom of leg motion, ut- Eee project, East Chicago, Ind. 

most protection and comfort come with - Merck & Co. Lid. Vallevfield 
the leg-contour shaped “Sankey” fibre ote " " 7 . 
shin guard (right). (Style #300) g , - Que. 
e Fibre knee-shin guard (far right) 


Monsanto Chemical Co. (2): Lion 


provides flexible knee movement on jobs 3 . ‘ Oil Co., El Dorado, Ark.; Mount 

with both knee and shin hazards. (Style Laboratory, Miamisburg, Ohio. 

#310) Nalco Chemical Co., Plants Num- 
For more information write today ber 1, 2 and 3, Chicago. 

ELLWOOD SAFETY APPLIANCE CO. National Asbestos Mines, National 


‘ Gypsum Co., Thetford Mines, Que. 
225 SIXTH ST.—NSC ELLWOOD CITY, PA. ~ ; National Supply Co., Spang Chal- 











fant Div., Etna, Pa. 
National U.S. Radiator Corp., 


Cyclotherm Div., Oswego, N. Y. 
B&J SAFETY New Orleans Public Service, Inc., 
New Orleans, La. 
FRICTION WRENCH Northwest Airlines Inc., Overhaul 


7 Base, St. Paul, Minn. 
dumps and winds up pockets of a Omah-Farnsworth-Wright, Karachi, 
Pakistan. 

hopper car doors safer, faster Owens Illinois Glass Co. (2): Mfg. 
Glass 12, Gas City, Ind.; Mfg. Glass 
17, Clarion, Pa. 

Ozark Ore Co., Iron Mountain 
Mines, Iron Mountain, Mo. 

Pickands Mather & Co. (2): Erie 
Dock Co., Cleveland, Ohio; Toledo 
Lakefront Dock Co., Cleveland, Ohio. 

Phoenix Steel Corp. (3); Bridge 
Div., Phoenixville, Pa.; Phoenixville, 
Pa., Plant; Structural & Tube Div., 
Phoenixville, Pa. 

Potlatch Forest Inc., Southern Div., 
Warren, Ark. 

Power Authority, State of New 
leases instantly and with but York, Uhl, Hall & Rich, Massena 


the slightest pressure on the handle. Field Office, St. Lawrence Power Proj- 
IT’S SAFER because the conical head turns inside | ect. : 
two straps, so handle cannot spring up and injure the Procter and Gamble Co. (2): Ivory- 
operator. Extra long handle keeps operator out of danger. dale, Ohio; Ivorydale Technical Cen- 
THE B&J WRENCH fits 2-inch square of door-opening gear. Special sockets ter, Ivorydale, Ohio. 


are available for other sizes. Write for complete details and prices. Ralston Purina Co. (2): Charlotte, 
N. C., Branch; Nashville, Tenn., 


SAFETY FIRST SUPPLY COMPANY | Branch. 


425 Magee Street, Pittsburgh 19, Pa. Remington Arms Co., Inc., Lake 
City Arsenal, Independence, Mo. 





IT’S FASTER, EASIER 
to operate because it re- 
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Republic Steel Corp. (2): Berger 
Mfg. Div., Canton, Ohio; Truscon 
Steel Div., Youngstown, Ohio. 

Reeves Brothers Inc., Eagle & Phe- 
nix Div., Columbus, Ga. 

Rohr Aircraft Corp., Chula Vista, 
Calif. 

Sandia Corp., Albuquerque, N. M. 

Service Pipe Line Co., Tulsa, Okla. 

Standard Oil Co. of Indiana, Whit- 
ing Refinery. 

Standard Oil Company of Ohio (2): 
Cleveland, Ohio; Marketing, Cleve- 
land, Ohio. 

J. P. Stevens & Co., Inc., Salter, 
S. C., Plant. 

Sylvania Electric Products (3): Syl- 
vania Electronic Tubes, Altoona, Pa.; 
Elect. Tubes Div., Brookville, Pa.; 
Gen. Off. Lighting Div., Salem, Mass. 

Tee Pak Inc., Chicago. 

Tennessee Copper Co., 
Copperhill, Tenn. 

Tennessee Valley Authority, Over- 
all, Chattanooga, Tenn. 

Thiokol Chemical Corp., Longhorn 
Div., Marshall, Texas. 

Titanium Metals Corporation of 
America, Henderson, Nev. 

Union Asbestos & Rubber Co., 
Plant #5, Marshville, N. C. 

Union Carbide Corp. (2): National 
Carbon Co., Jersey City Warehouse; 
Oak Ridge, Tenn., Gaseous Diff. 
Plant. 

Union Electric Co., St. Louis, Mo. 

U.S. Bureau of Reclamation, Re- 
gion 7, Denver, Colo. 


Milling, 


Award of Merit 


ACF Industries Inc., Huntington, 
W. Va., Plant. 

Frank Adam Electric Co., St. Louis, 
Mo. 

Air Vue Products Corp., 
Fla. 

Allis Chalmers Mfg. Co., Wisconsin 
Works, La Crosse, Wis. 

Aluminum Company of America 
(3): Fabricating, Edgewater, N. J.; 
Fabricating, Lafayette, Ind.; Smelter, 
Badin, N. C. 

American Air Filter Co. Inc., Plant 
3, Louisville, Ky. 

American Airlines Inc. (3): Ground 
Personnel; Overhaul Base; Stations. 

American Can Co. (2): Hoopeston, 
Ill., Plant 80-A; Tampa, Fla., Plant 
41-A. 

American Cast Iron Pipe Co., Bir- 
mingham, Ala. 

American Cyanamid Co. (5): Plant, 
Bound Brook, N. J.; Formica Corp., 
Evendale, Ohio, Plant; Plant, Michi- 
gan City, Ind.; Mobile, Ala., Plant; 
New Castle Plant, Pa. 

American Greeting Publishers Inc., 
Cleveland, Ohio. 


Miami, 
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He’s saving 
his company 


$8,200 


That's the average benefit payable 
to workmen for occupational hear- 
ing losses. You can protect your 
company from losses like these by 
setting up a hearing test program. 
Let us tell you how. Send for Free 
MAICO booklet, “Ears and Industry”. 


IT’S FREE! 


MAICO ELECTRONICS, INC, 


m 05, 
m1 No. 3rd St., Minneapolis, Minn. 


Please send free booklet, 
“Ears & Industry.” 


Name 


Company 
Address 


ne = 





_find cracked parts 


Cracks, pores and defects 
open to the surface can 
couse rejects or failure in 
service. In ports or ma- 
chinery this can mean costly 
repairs, prolonged down- 
time, extensive damage, 
even loss of lifel Cracks 
can be eliminated thru 
inspection ot ony stage in 
monufocture, — or during 
maintenance overhaul. 


quickly, wasity, with 


te |  Spote 


- HERE'S WHY 


DYE NC INSPECTION ~# 


HERE'S HOW 
Inspect with easy-to-use 
Spotcheck. Dye penetrant 
inspection becomes as 
simple as pushing a button. 
All materials available in 
boon con and Fire-Safe — 

aner-dye remover, pen- 
etrant, developer. Defects 
ore clearly defined as 
bright red marks against 
the white of the developer. 
Works on any solid mote- 
riall Bulk materials also 
available, up to 55 gallon 
drums. 





COMPLETE SK-3 KIT 


only $367 


U.S.A. only 
F.O.B. our plant 
Chicago, Illinois 


Everything you need in 
handy, 4 steel corry- 

ing cose. 2 spray cans Pen- 
etrant, 2 spray cans Devel- 
oper, 4 spray cans Cleaner- 
Dye Remover, instruction 
book, cleaning cloth, wire 
brush. ORDER FROM YOUR 

DISTRIBUTOR, OR DIRECT! 


AGNAFLUX CORPORATION 73!7 W. Ainslie Avs., Chicago 31, Ill. 


Please send me_____SK-3 hits at $36.00 each, F.0.8. Magnaflux plant Chicage. 
alain includes low Spotcheck material prices ln bulk. 


Title 














Zone. 


State. 





Pe a > a a ne an 
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YOUR BEST MOVE MOVE 


with MERRILL 


MATERIAL HANDLING 
DEVICES FOR THE MOST 


“Safly ond 


Imitated, but never duplicated, 
Merrill Lifting Clamps are Drop 
Forged to give you Safety in Hand- 
ling and Economy in Operation. 

















FEATURING 
THIS 
MONTH 


ADJUSTA CLAMP 
One clamp to take a wide range 
of grips. By simply pushing in or 
out on the adjustable jaw it will 
grab %" to 12” plates or blocks. 











Over 25 Material Handling 
Devices described in our 
catalog C-2. 
Ask for a copy. 
MERRILL BROTHERS 


56-28 ARNOLD AVE., MASPETH, N.Y. 


164 





American Oil Co., 
Wholesale, New Orleans, La. 

American Radiator & Standard 
Sanitary Corp. (4): Bond Plant, Buf- 


falo, N. Y.; Elyria, Ohio; Torrance, | 


Calif.; Youngstown Kitchens, Warren, 
Ohio. 


American Smelting & Refining Co. | 
(4): Carbonifera, Surface-Operations, | 
N. Rosita, Coah., Mexico; Globe Plant, | 
Mexican Zinc O., | 


Denver, Colo.; 
S. A.; N. Rosita, Coah., Mexico. 

American Standard, Military Prod- 
ucts Div., Norwood, Mass. 


American Sugar Refining Co. (4): | 
Baltimore, Md.; Brooklyn, N. Y., Re- | 


finery; Charlmetie, Arabi, La.; Frank- 
lin Sugar Refinery, Philadelphia, Pa. 


American Zinc Oxide Co., Colum- 


bus, Ohio. 

Amerotron Co., Red Springs, N. C., 
Plant. 

Amp, Inc., Harrisburg, Pa. 


Appleton Electric Co., Chicago Op- | 


erations. 
Armco Steel 
Works. 
Armstrong Cork Co., Floor Plant, 
Lancaster, Pa. 


Corp., Butler, 


Ash Grove Lime & Portland Ce- 


ment Co. (2): Galloway, Mo., Plant; 
Springfield, Mo., Plant. 

Atlantic Refining Co. (2): Philadel- 
phia, Pa., Refinery; Researchy Devel- 
opment, Philadelphia. 

Atlas Powder Co. (2): Atlas Point 
Plant, New Castle, Del.; Senter Works, 
Houghton, Mich. 

Automatic Sprinkler Corp., Youngs- 
town, Pa., Plant. 

AVCO Mfg. Corp., Crosley Div., 
Evendale, Ohio. 

Baldwin Packers Ltd., 
Maui, Hawaii. 

Basic Inc., Quarry, Fostoria, Ohio. 

J. B. Beaird Corp., 
pany, Shreveport, La. 

Belden Manufacturing Co., Plant 2, 
Chicago. 

Bowman Dairy Co., Indiana De- 
livery. 

Brammer Manufacturing Co., Birch 
Kitchen Cabinets, Davenport, Iowa. 

Brooks Scanlon Inc., Box Factory, 
Logging, Bend, Ore. 

Buckeye Steel Castings Co., Colum- 
bus, Ohio. 

The Budd Co., Hunting Park Plant, 
Philadelphia, Pa. 

Cabot Carbon Co. (2): Canal Plant, 
Franklin, La.; Pampa, Texas, Office. 

The Bahrain Petroleum Co., Ltd., 
Bahrain, Persian Gulf. 

Canadian Industries, Ltd. (3): Chat- 


| ham, Ont., Works; Montreal Works, 
| Paints Div., 
| Paint Research Lab., Toronto, Ont., 
Canada. 


Montreal, Que., Canada; 


Canadian International Paper Co., 


Circle Item No. 104——Reader Service Card 





Marketing, 


Pa., | 


Monokohua | 


Entire Com- | 


SAFEGUARDS 
for ANY 
Punch Press Safety Program 


Press-mounted Pullouts for 
Safety G High Production 


Pre-tab Die Enclosure Material 
for a quick low-priced 
Die Enclosure Program 


Traveling Barriers for 
Automatic Dual Protection 


Whatever your preference in press 
guards, let Safeguard help solve 
your problems. 


For information on— 

. Pullout Guards 

. Electronic Monitors (Insures the 
use of pullout guards) 

. Individual Die Enclosures 

. Adjustable Die Enclosures 

. Fixed Cable Guards (For no 
hands in the die feeding without 
enclosures) 

. Traveling Barrier Guards 

. Riveter Guards 


Write or call today. 


SAFEGUARD Mfg. Co. 


Woodbury, Conn. Congress 3-3385 
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For safety wherever it is necessary 
to raise a man vertically through 
a small opening .. . Bashlin’s High- 
est Quality Cotton or Nylon Web 
Manhole Harness. Will fit any nor- 
mal size man. 

One of the complete Bashlin line 
of Industrial Safety Belts and Har- 
nesses exactly suited to your needs. 
The Bashlin line also includes com- 
plete safety equipment for linemen. 


You Can't Afford Anything 
LESS Than the BEST— 
Buy BASHLIN 


Highest Quality For Over 30 Years 
Distributors in Str Areas in U.S.A. 


Export: Copperwe 
In Canapva: Bell Electr 


Ask for eee 


CATALOG NO. 54-S 


W.M. BASHLIN CO. 


GROVE CITY, PA. 
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Steel International Co. 
rd & Safety, Ltd., 


| South Shore, Ky. 


| Belgo Div., 


| 


Mill, Temiskaming, Que., 


Kipawa 
Canada. 
Carborundum Co., 
Div., Latrobe, Pa., Plant 

Carling Brewing Co. Inc., Brewing 
Malt Beverages, Frankenmuth, Mich. 

Carrier Corp. (3): Monrovia Avia- 
tion Co., Syracuse, N. Y.; Spectrol 
Electronics Co., San Gabriel, Calif; 
Syracuse, N. Y. 

Cascades Plywood Corp., Lebanon, 
Ore. 

Castle & Cooke Inc., Kohala Sugar 
Co., Mawai, Hawaii. 

Caterpillar Tractor Co., Mfg., East 
Peoria, Il. 

Celanese Corporation of America, 
Pampa, Texas. 

Celotex Corp. (3): Fiber Insulation 
Board, Marrero, La.; Field Div., 
Thibodaux, La.; Texas Plant, Hamilin, 
Texas. 

Central Maine Power Co., Augusta, 
Maine. 

Certain Teed Products Corp., E. St. 
Louis, Il. 

Champion Paper & Fibre Co. (2): 
Carolina Div., Canton, N. C.; Hamil- 


Refractories 


| ton, Ohio. 


Chas Taylor Sons Co., Refractories, 


Chemstrand Corp. (2): Decatur, 


Ala., Plant; Engineering and Develop- 


ment, Decatur, Ala. 

City of Chicago, Dept. of Water & 
Sewers, Bureau of Water. 

Chicago Carton Co., Chicago. 

Chrysler Corp., Dodge Truck Plant, 
Car & Truck Assembly Group. 

Citizens Gas & Coke Utility, In- 
dianapolis, Ind. 

Clark Equipment Co., Ross Carrier 


| Div., Benton Harbor, Mich. 


Clayton Mark & Co., Evanston, Ill. 

CM & §S Co. Ltd., Mines Div., 
Sullivan Mine, Kimberly, B. C. 

Combustion Engineering Super- 
heater Inc., Chattanooga, Tenn. 

Commercial Controls Corp., Elec- 
tromode Div., Rochester. N. Y. 

Congoleum Nairn Inc., Wilmington, 
Del. 

Consolidated Paper Corp. Ltd. (2): 
Shawinigan Falls, Que., 
Canada; Laurentide Div., Grand Mere, 


| Que., Canada. 


Consol Mining & Smelting Com- 


| pany of Can. Ltd., Alberta Nitrogen 


Dept., 
Continental Electronics Mfg. Co., 


Calgary. 


| USN VLF Radio Station Project. 


Continental Oil Co., Petrochemical 
Dept., Houston, Texas. 
Crown Zellerbach Corp., 
Willamett Paper, Camas, Wash. 
Dairypak Butler Inc., Central Div., 
Cleveland, Ohio. 
Delavan Mfg. Co., 


Crown 


West Des 


| Moines, iowa. 
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— athlete’s foot with 


ON OX 





Skin specialists say the best way to pre- 
vent Athlete’s Foot is to increase the 
skin’s resistance to fungus growth*. 
That’s what Onox does. It keeps your 
feet as tough and healthy as your hands. 
Used by clubs, schools, and over 70% 
of the largest U. S. companies for the 
treatment and prevention of Athlete’s 
Foot. 


*American Pub. Health Assoc., Oct. 15, 1954 


@ TRY ONOX 60 DAYS AT OUR RISK 


If not satisfied, you owe us nothing. 
Full details on request. 


@ FREE FOLDER 
Write for ‘ ‘Facts Te Athlete’s Foot” 
including medical opinions. 


2 Pt © De Be | 





W. J. Dickey & Sons Inc., Oella 
Baltimore Co., Md. 

Dierks Forests Inc., Dierks Plant, 
De Queen, Ark. 

Dolese Concrete Co., Baton Rouge, 
La. 

Dominion Bridge Co. Ltd., Lachine 
& Longue Point, Montreal, Que., 
Canada. 

Door Oliver Inc., Hazelton, Pa. 

E. I. du Pont de Nemours & Co. 
(28): Antioch, Calif., Works: Belle 
Construction, Charleston, W. Va.; 
Brevard Plant; Carothers Research 
Lab, Wilmington, Del.; Chestnut Run 
Const., Wilmington, Del.; Chestnut 





Run Fibers Lab, Wilmington, Del.; 
Chestnut Run Polychem Lab; Cleve- 
Dacron Research 
Lab, Kinston, N. C.; Du Pont Works, 
Du Pont, Wash.; E. Chicago Orchem 
Plant, E. Chicago, Ind.; Everett, Mass., 
Plant; 
Colo., 
Construction; 
Parlin, 
Plant; 
a 
Pioneering Research Lab, Wilmington, 
Del.; Printing Plant, Philadelphia, Pa.; 
Newport Plant, Wilmington, Del.; Re- 
pauno Process Lab, Tibbstown, N. J.; 


land, Ohio, Plant; 


Plant; Fort Madison, 
Haskell Lab., Del.; Louviers, 
Works; Old Hickory 
Parlin Photo Prods. Plant, 
N. J.; Perth Amboy, N. J., 
Petroleum Lab, Deepwater Pt., 


lowa, 
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RAILROAD 
CARS 


Easy and quick to install. 

No holes to drill. 

No rail joint interference. 
@ No special tools needed. 


ALDON Car Stops are portoble, and 
are easily-quickly attached to or re- 
moved from rail with wy a wrench. 
Used in pairs, they provide maximum 
safe, ble and sturdy service. Ad- 
justable to all rails with maximum lev- 
erage clamps. Weight 150 Ibs. per set. 





Zn \ 


with ALDON 
WHEEL 


End Car Creeping— 
End Runaways! 


T0 p CHOCKS! 
a / 


Double-Chain Type 


ALDON Double-Chain Type has two chocks con- 
nected with strong chain welded to each block, thus 
preventing travel in either direction. Handles pro- 
vided. Weight only 10 Ibs. Safe, sure and depend- 
able. Finished 


in maintenance of way yellow. 


Write for Free Literature. 


THE ALDON COMPANY 


MANUFACTURERS 


3338 Ravenswood Ave. @ Dept. 760 @ Chicago 13, Ill. 


GRaceland 2-1828 























_ CUT DOWN NOISE 


WITH THES MR 


EARSTOPPER 


Soft, comfortable, resilient, the SMR EAR 
STOPPER adjusts itself to all shapes, turns 
and movements of the ear canal. Tends to 
anchor itself in the ear. Has a long life and 
is reasonable in cost. Furnished in a plastic 
case. Forty-five cents per set in gross lots 


SURGICAL MECHANICAL 
RESEARCH INC. 


1905 Beverly Bivd., L.A, 57, Calif. 
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Spruance Const., Richmond, Va.; Stine 
Lab, Newark, Del.; Washington Con- 
struction, W. Va.; Wyandotte, Mich., 
Plant; Yerkes Research Lab, Buffalo, 
ef 

East Texas Steel Casting Co., Long- 
view, Texas. 

Electric Power Board of Chatta- 
nooga, Tenn. 

Erie Malleable Iron Co., Erie, Pa. 

Ethyl Corp., Houston Plant, Pasa- 
dena, Texas. 

Federal Cartridge Co., Twin Cities 
Arsenal, Minneapolis, Minn. 

The H. K. Ferguson Co., Engineers 
& Builders, Cleveland-New York-San 
Francisco. 

Ferro Corp., 
Nashville, Tenn. 

Firestone Tire & Rubber Co. (6): 
Akron, Ohio, Synthetic Rubber Plant; 
Buenos Aires, Argentina, Guided Mis- 
sile Div., Los Angeles, Calif.; New 
Castle, Ind.; Plastics, Pottstown, Pa.; 
Textile Mill, Buenos Aires, Argentina. 

Fischer Lime & Cement Co., Con- 
crete Block Plant, Memphis, Tenn. 

Food Machinery & Chem. Corp. 
(2): Peerless Pump Div., Indianapolis, 
Ind.; Westvaco Chem. Div., Newark, 
Calif. 

Food Manufacturers Inc., M & M 
Candies Div., Hackettstown, N. J. 

Ford Motor Co. (15): Atlanta As- 
sembly Plant, Ford Div.; Cleveland 
Foundry, Engine and Foundry Div.; 
Dallas Assembly Plant, Ford Div.; 
Dearborn Assembly Plant, Ford Div.; 
Dearborn Iron Foundry, Engine and 
Foundry Div.; General Offices, Trac- 
tor and Implement Div.; Kansas City 
Assembly Plant, Ford Div.; Louisville 
Assembly Plant, Ford Div.; Regional 
and District Sales Offices, Lincoln 
Mercury Div.; San Jose Assembly 
Plant, Ford Div.; Twin Cities As- 
sembly Plant, Ford Div.; Chester As- 
sembly Plant, Ford Div.; General 
Offices, Lincoln-Mercury Div., Metu- 
chen Plant, Lincoln-Mercury Div.; 
Regional and District Sales Offices, 
Ford Div. 

Fruin Colnon Contracting Co., 
Heavy Div., St. Louis, Mo. 

General Dynamics Corp., 
Div., Pomona, Calif. 

General Electric Co. (4): Appliance 
Motor Dept., DeKalb, Ill.; Capacitor 
Dept., Hudson Falls, N. Y.; Medium 
Transformer Dept., Rome, Ga.; Sea- 
board Lamp Works, Newark, N. J. 

General Mills Inc. (5): Flour & 
Feed Mill, Wichita Falls, Texas; Me- 
chanical Div., Minneapolis, Minn.; 
Mfg. & Pkg. Food Prod, Lodi, Calif.; 
Research Lab, Minneapolis, Minn.; 
Special Commodities Plant, Keokuk, 
lowa. 

General Time Corp., Seth Thomas 
Div., Thomaston, Conn. 


Fiber Glass Div., 


Convair 
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General Tire & Rubber Co., Texti- 
leather Div., Toledo, Ohio. 

Glass Containers Inc., Southern 
Div., Los Angeles, Calif. 

P. H. Glatfelter Co., Spring Grove, 
Pa. 

B. F. Goodrich Co. (2): Martha 
Mills, Thomaston, Ga.; Sponge Prod- 
ucts, Plant 2, Shelton, Conn. 

Goodyear Tire & Rubber Co. (5): 
Australia; Cali, Columbia; Goodyear 
Atomic, Akron, Ohio; Mexico; Wolver- 
hampton, England. 

Graniteville Co., Vaucluse Div., 
Vaucluse, S. C. 

A. P. Green Fire Brick Co., Mexico, 
Mo. 

Greenwood Mills, Ninety Six Plant, 
Greenwood, S. C. 

Theo Hamm Brewing Co., St. Paul, 
Minn. 

Hercules Powder Co., Carthage, 
Mo., Plant. 

Hinde & Dauch Div., West Virginia 
Pulp & Paper Co., St. Louis, Mo. 

Homestake Gold Mining Co., Lead, 
S. D. 

Hoover Co., No. Canton, Ohio. 

Houston Contracting Co., Houston, 
Texas. 

Hughes Aircraft Co., Tuscon, Ariz., 
Activity 

Humble Oil & Refining Co., Ex- 
ploration Dept., Houston, Texas. 

Illinois Central Railroad, Chicago. 

Industrial Products Co., Philadel- 
phia, Pa. 

Igleheart Brothers, Jello Div., Gen- 
eral Foods Corp., Evansville. 

International Harvester Co. (2): 
Harvester Press, Chicago; Twine Div., 
Mills, New Orleans, La 

International Minerals & Chemical 
Corp. (2): Oper., Bartow, Fla.; Potash 
Div., Carlsbad, N. M. 


R. G. Letourneau Inc., Mississippi 
Plant, Vicksburg, Miss. 

Lever Brothers Co., Edgewater, 
N. J. 

Lukens Steel Co., and Divisions, 
By-Products—Lukenweld. 

Mac Whyte Co., Kenosha, Wis. 

Management Services Inc., Oak 
Ridge, Tenn. 

The Martin Co., Denver Div., 
Denver, Colo. 

Material Service Corp. (2): Lock- 
port, Ill., Machine Shop; Lockport, 
Ill., Sand Gravel Plant. 

Merck & Co. Inc. (3): Sharp & 


Dohme Co. Inc. Div., Philadelphia 
Lab; Sharp & Dohme, Rahway, N. J.; 
Stonewall Plant, Elkton, Va. 

Mid Valley Pipeline Co., Crude Pe- 
troleum Pipeline, Longview, Texas. 

T. R. Miller Mill Co. Inc., Brewton, 
Ala. 

Minnesota & Ontario Paper Co., 
International Falls, Minn. 

Mississippi Power & Light Co., 
Production Dept., Jackson, Miss. 

Mohasco Industries, Inc., Green- 
ville, Miss., Mill Division. 

Monsanto Chemical Co. (4): Cen- 
tral Research Dept., Dayton, Ohio; 
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Ready Made SIGNS help 
you guard against FIRE! 


DANGER 





Ready Made signs are available in 
thousands of stock wordings cover- 
ing every need, for both indoor and 
outdoor use. All materials, all sizes. 
Also special signs made to your own 


specifications. 


eWrite for catalog 
SIGNS FOR SAFETY 


SIGN COMPANY, INC. 


Dept. NS-7, 115 Worth St., New York 13, N.Y. 


Jahncke Service, General Office, 
New Orleans, La. 

Johns Manville Products Corp., 
Richmond, Ind., Plant. 

Johnsons Co. Ltd., Thetford Mines, 
Canada. 

Jones & Laughlin Steel Corp. (2): 
Cleveland Container Div., Cleveland, 
Ohio; Research Laboratories, Pitts- 
burgh, Pa. 

Kaiser Aluminum & Chemical Corp. 
(3): Chemical Labs, Permanente, Calif.; 
Non-Ferrous Fabrication, Permanente, 
Calif.; Permanente Shops, Calif. 

Kaiser Gypsum Co. Inc., Antioch, 
Calif., Plant. 

Kennecott Copper Corp., Ray Mines 
Div., Hayden, Ariz. 

Kimberly Clark Corp. (2): Munising 
Div., Munising, Mich.; Niagara, Wis., | SMOKING 
Mill. : ALLOWED 

Lago Oil and Transport, Aruba, 

Netherlands Antilles. 
Larsen Co., Green Bay, Wis., Plant. 
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Industrial Resins, Seattle, Wash.; Lion 
Oil Co., Pipeline Dept., El Dorado, 
Ark.; Lion Oil Production, Explora- 
tion, El Dorado, Ark. 
Monsanto Canada Ltd., Ville La 
Salle Plant, Montreal, Que., Canada. 


Lf 
If you can't Morrison Knudsen Co. Inc. (2): 
saeed M | Cont. 1965 Steam Plant, Power, 
eliminate drips... | Columbiana, Ala.; Promontory Plant, 
prevent slips | Linge Valey, Ua. } ss 
. ountain Fuel Supply Co., Distri- 
with SOL-SPEEDI-DRI° bution Div., Salt Lake City, Utah. 


C. H. Musselman Co., Inwood 
Plant, W. Va. 

National Carbon Co., U.C. Corp., 
Acheson Plant, Niagara Falls, N. Y. 

National Distillers Products Corp. 
(3): K D & W Plant, Louisville, Ky.; 
Old Crow Dist., Frankfort, Ky.; Old 
Taylor, Frankfort, Ky. 
: 4 Re National Gypsum Co. (5): Belle- 
Cleans, slip-proofs floors in a jiffy! | fonte, Pa.; Dartington. N. J; Fort 

Here’s low-cost accident insurance in a bag! Spread Dodge, Iowa; Matteson, IIl.; Mobile, 


amazing SOL-SPEEDI-DRI carpet of safety on with a Ala. 


rake or broom...thirsty granules pull deep deposits of ‘ i =. 8 
oil, grease or liquid out of floor. National Safety Council, Chicago. 


Leave on, or remove and reuse Nekoosa Mill, Nekoosa-Edwards 
until saturated! Mineral...won’t : Paper Co. 
burn! Each Ib. contains over 13 , New Jersey Zinc Co., Jefferson 
acres of absorptive surface area. ' : vr 
.++ and no dust problem with SSD! ! City, Tenn., Mine. 
: New Orleans Public Service Inc., 
' 
' 
' 





SPEEDI-DRI DIVISION af 
generous Combination Gas & Electric Utilities. 


Minerals & Chemicals 
Corporation of America New York Trap Rock Corp. (2): 
Clinton Point Plant, New Hamburg, 


183 Essex Turnpike, Menlo Park, N. J. 
N. Y.; Tomkins Cove, N. Y., Plant. 

Ward Baking Co., Youngstown, 
Ohio. 

Western Electric Co., Inc. (13): 
Burlington, N. C., Shops; Chicago Dis- 
CHIEF OCCUPATIONAL SAFETY INSPECTOR tributing House; Distributing House, 
Portland, Ore.; Engineering Div., New 
required by York, N. Y.; Jacksonville, Fla., Dis- 
tributing House; Kansas City, Mo., 
Distributing House; Lincoln, Neb., 
Regina, Sask. Shops; New Haven, Conn., Distribut- 
Bas ing House; Oklahoma City, Okla., 
Competition #6589 Plant Design; Construction Div., New 
- 2ens Shops, Mi Vil- 
SALARY RANGE: $561 -8681 per month es be on 
REQUIREMENTS: University graduation in engineering, Shows vane, one een oe 

preferably mechanical, and preferably ~ Geophysical Company of 
supplemented by post graduate train- America, Los Angeles, Calif. ; 
ing in occupational safety with con- Western Mining Co., Tioga 2 Open 
siderable experience in building de- Pit Mine, Grand Rapids Minn. 

sign and construction, and machine Westinghouse Electric Corp. (7): 
design and installation. This is a new Ale Aven Eile: Matiiene bAd> Atosle 
position in which the successful in- Fuel Dept Steeles Dns Mia 
cumbent will develop and direct an ier Reeea tee Be S Lighting Div. 
occupational safety program for the | Cleveland, Ohio; Printing & Publish- 
Department of Labour with emphasis | ing Div Tesiieh Me: Seal Canin. 
on the safety features of physical | on Dept Youngwood Pa; Small 
plants ang ee Motor Div., Union City, Ind. 

Weyerhaeuser Timber Co., Everett 
Lumber Div., Sawmill, Wash. 
PUBLIC SERVICE COMMISSION Weyerhaeuser Sales Co., St. Paul, 


Room 328, Legislative Building arene 


ieee | 








Sask. Department of Labour 





For further information and application forms please apply to the 


Corp., Saint Joseph, 
Regina, Saskatchewan Mich. 

Wyandotte Chemicals Corp., Wyan- 
dotte, Mich. 
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Fire Fighters Face Atom 
—From page 50 

Some states have highly developed 
legislation to regulate the use of 
radioactive materials in areas not 
covered by the Atomic Energy Com- 
mission; others do not. Tne only 
solution for this problem is to de- 
velop a close liaison with your local 
health department. 


Security Problems 

Certain operations of the Atomic 
Energy Commission are classified 
because revealing information on 
the nature of the operation might 
give assistance to an enemy. Otner 
operations, especially in the field of 
basic research and the commercial 
use of isotopes, are completely un- 
classified. It is the policy of the 
Atomic Energy Commission to co- 
operate fully with state and local 
agencies in the discharge of their 
responsibilities for the general wel- 
fare. 

If you find security restrictions 
make it impossible for you to dis- 


SOLDER WITH SPEED AND SAFETY 


ADJ USTABLE 
SOLDERING IRON 
HOLDERS 


Model No. 55 


You can place these well de 
dering iron holders at any de 
and mount them either on t 
under the work bench 
and No. 53, with -special s 
ment. Three sizes fit most ir 
pad and clamp available. 
Write for Complete Information 


WILDER 


MFG. CO., INC. PORT JERVIS, NEW YORK 
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charge your obligations, ask the 
plant manager to let you know the 
address of the Atomic Energy Com- 
mission office responsible for that 
plant. Write an official letter to the 
Manager of Operations of the Atomic 
Energy Commission, stating your 
problem. He will assist you in every 
way possible. It may be that an 
Atomic Energy Commission fire 
protection engineer, who inspects 
the plant, will discuss the problem 
with you. It may be possible to ar- 
range for you to make an escorted 
inspection of the plant. 

If absolutely necessary, arrange- 
ments might be made for key per- 
sonnel to be cleared to make the 
inspection. In general, however, 


security regulations have posed few | 
problems in this area that cannot | 
be solved with a little common sense | 
and good will. Most major Atomic | 
Energy Commission facilities have | 
highly organized mutual aid plans | 


with the nearby fire department so 


that fire fighting operations can pro- | 


ceed intelligently. 


In publications dealing with the | 


use of radioactive materials, you 
may find the term “Company Con- 
fidential.” This is not a government 
security classification, but simply 
means that the company wishes to 
keep their process confidential from 
their competitors, as many industrial 
processes are kept confidential. This 
type of situation should be no bar 
to your obtaining information es- 
sential to your operations in the 
event of a fire. 


Accepting the Hazards of 
Radiation 


Let us try to apply the philos- 
ophy of hazard to our fire fighting 
situation. 


If we were addressing a group 


of ordinary citizens, such as the | 
P.T.A., on the subject of “Fire Pro- | 
tection,” we would give them, one 


firm bit of advice: “If you discover 
that your house is on fire, get your- 
self and your family out of the house 


immediately, call the fire depart- | 
ment, and do not return into the | 


house.” 


When they arrive at the scene of 
the fire, they immediately enter the 
fire building. This is directly con- 
trary to the advice they have given 
the citizen, advice based, obviously, 
on the fact that it is hazardous to 
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NEW ABC “TYPE MD’ 
Wire Reinforced Flexible 
Ventilation Tubing 


a 


For safe, economical removal by suc- 
tion of fumes, fouled air and dust 
from bilges, manholes, tanks, fur- 
naces, mines, or for blowing in fresh 
air. Neoprene coating is airtight, re- 
sists friction, oil, moisture. With- 
stands flexing. Reinforcing wire com- 
pletely covered. Easy to hang. Simple 
to couple. Lightweight—only 1/3 of 
metal duct. 

Flame _resist- 

ant. Retract- 

able for carry- 

ing or storage. 

Write for bul- 

letin. 


—Ya cl 

a AMERICAN 
BRATTICE CLOTH CORP. 
190 Argonne Rd., Warsaw, Indiana 

















Metal 


CHOICE OF 4 FINISHES 
Porcelain Enamel 
Reflective Sheeting 
Baked Enamel 
Fluorescent Colors 
Write for catalog and prices. 


DANGER 


KEEP OUT 


NOTICE 


POSITIVELY 
NO SMOKING 
Om THESE PREMISES 





ef 


a ) 
- =| KEEP 
AISLES 
. CLEAR 


\\ STANDARD SIGNS 


INCORPORATED 
_ 3190 EAST 65th STREET 
Wy rane® 27, ene 


; Tere. 
sa 
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NO ACCIDENT AWARDS 


SAFE DRIVER 
EMBLEMS—PLAQUES 
TROPHIES & INCENTIVE 
AWARDS 





4.00 

Set with synthetic Sapphires, Rubies, Emer- 

= —- Sapphires ot $1.75 each addi- 
nal. 


1933 SERIES— 
Available in 
over 40 Stock 
Titles. 1%" 
dia., hard 
glazed enamel, 
gold plated 
pin and sofey 
lock catch. 
$10.50 per doz. 
(plus Fed.tax). 


Write for FREE 40 Page 
Catalog No. 519-1. 


WILLIAMS JEWELRY & MFG. CO. 


Dept. NS-7 @ 10 SOUTH WABASH AVE. 
CHICAGO 3, ILL. 2 CEntral 6-5018 











“MAGNETIC” 
SAFETY-SHIELD 
COSTS ONLY $2 


Non-inflammable, crystal clear vinyl sheet— 
size 101%” x 514" "—,.030” thick — provides 
maximum protection red hot metal 
chips and shavings from machines and fly- 
ing bits from grinder wheels. 

The operator's hands, arms, eyes and face 
are safe. Even the operator's clothing is 
protected. 

The shield is held in position by two per- 
manent, powerful magnets that attach them- 
selves to any metal part of the machine. 
You merely place the shield in the path of 
the red hot chips. Immediate protection is 
assured. No drilling —no attachments — 
the magnets do the work. 

Order some today! At this low price, every 
machine should be equipped with a port- 
able Safety-Shield. 


Some choice distributor territory still available 


BETTER SPECIALTIES INC., 605 W. WASHINGTON, CHICAGO 6 
Piease ship Safety-Shields at $2.00 each 
which, we understand, are guaranteed to 
satisfy us. 

Name 

St. & No. 


City & State 
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remain in a burning building. Why | 


are they entering the building? To 
save life? No! Upon arrival at this | 
particular fire, they are assured that 
everyone is out of the building. 
Fire fighters enter the building to 
confine the fire as closely as possible 
to the point of origin. That is to say, 
they enter the building to limit the 


| destruction of property by the fire. 


In doing this, they take risks. Be- 


| cause of their training and equip- 


ment, they believe the risks are rea- 
sonable, considering the objective. 
However, they do not enter all burn- 
ing buildings indiscriminately. 


If the fire department responds | 
to a hay barn fire in the country, | 


they will accept a minimum of risk. 
On the other hand, they will accept 
a far higher degree of risk on a valu- 
able commercial building to which 


they respond in the middle of the | 
night and find heavily charged with | 
smoke. They know a back-draft ex- | 
plosion may be lurking in the build- | 
ing, just waiting for them to open it. | 
Yet, putting all of their skill to work | 
to protect their personnel, they open | 


the building and attempt to fight the 
fire from the inside. They resort to 
outside fire fighting only if driven 


| out of the building. 


However, again they make a dis- 


| tinction between the fire in the com- 


mercial building and a fire at night 
in an occupied dwelling. In the lat- 
ter case, they take the maximum 
risk to personnel until all occupants 
are removed, or until it is absolutely 
impossible to get anybody else out 
of the building alive. 

Actually, this standard of risk 
acceptance in the fire service, in the 
main, is a self-imposed risk. Citizens 


| who have an opportunity to observe 
| Closely the operations of the fire 


department are often appalled at the 
risks taken. In some cases, the dol- 
lar cost alone, to the municipality, 
of injury or loss of life to firemen, 
places in serious question some of 
the risks taken by fire departments 
in fires in low value property. 

Notwithstanding, because of pro- 
fessional pride, most fire fighters 
would not have it otherwise. They 
expect their officers to know as much 
as possible about the risks, and they 
expect to be provided with the best 
available equipment for the protec- 
tion of personnel. Beyond that, how- 
ever, they expect to take their 
chances. 


Circle Item No. 116—Reader Service Card 


Circle Item No. 117—Reader Service Card 


When you buy...4pecity 


HUNTSMAN 


 Tieasane ue HELMET 


with “Extra Value”’ features 


HUNTSMAN Hel- 
mets will not sup- 
port combustion — 


HUNTSMAN Hel- 
mets will not warp, 
even under the 
most humid con- 
ditions. 


ORDER TODAY 


VEER TOU 
KEDMAN co. Salt Lake City, Utah 


So, why did a lieutenant of a ma- 
jor eastern fire department declare, 
in connection with a particular build- 
ing in his city, “They don’t pay me 
enough money to enter that building 
if they have a fire there”? What 
made that building so different, to 
this officer, from the hundreds of 
other potential death traps in his 
city? 

“The building is occupied by a 
plant handling radioactive material, 
and to this otherwise well-informed 
officer, anybody who gets involved 
with it will become radioactive, and 
his wife will become radioactive, he 
will lose his manhood, his children 
will be monsters, and he will die of 
cancer, unable to get any treatment 
because the whole thing will be kept 
a secret, and nobody knows any- 
thing about the long term effects of 
the death dealing rays which can 
only be detected by instruments on 
which the needle jumps wildly.” 

When that officer has been edu- 
cated in a sound approach to the 
hazards of the Atomic Age, he will 
take the same reasonable approach 
to these hazards that the people 
working in that plant do, and that 
he does to the other hazards of his 
profession. 
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Understanding the Electron 
—From page 39 


is done. Here is an instrument which, 
in spite of the high voltage involved, 
is a reasonably safe piece of equip- 
ment to work around. 

Some pieces of electronic equip- 
ment involving the use of high volt- 
age require behind-the-panel adjust- 
ments while the high voltage is 
present. Your television set is an 
example of such an instrument. The 
Consolidated Electrodynamics ana- 
lytical mass spectrometer is an ex- 
ample of such an instrument in the 
lab. There are chassis located be- 
hind doors at the rear of this instru- 
ment which have on them potentials 
4,000 volts above ground. These 
same chassis have control knobs on 
them which sometimes have to be 
adjusted while the high potential is 
present. 

To minimize the hazard when 
adjustments have to be made on 
these controls, we've installed a 
buzzer alarm system interlocked 
with the high-voltage power sup- 
plies. Whenever a door is opened 


MORSE : 
Model 80 Barrel-Lift 


Now ... one man can safely handle 
liquid drum loads from 500 to |, 
ibs.—taise, rotate, transport, tilt and 
drain 55 gal. drums. The mess, ex- 
pense and hazards of spills, leaks, 
overflow and drum damage are elim- 
inated. Sturdy, 

all steel welded 

construction ... 

rubber tired 

wheels with ball 

bearings and rub- 

ber tired rear 

caster. 


MONEY 95 8 


MORSE Model 85 
Drum -Karrier 


Provides, complefe con- 
trol. Easy one-man op- 
eration. Attaches to any 
monorail hoist . . . for 
all double chine drums 
23” in diameter, 36” in 
height. Positive tilt locks 
hold drum in vertical 
position for carrying... 
provide control of tilt <= 
for mixing or dispens- 
ing. Ali steel welded 
construction. 


Clip this ad to your letterhead 


< ~ORSE 


MANUFACTURING CO., INC. 
"“ Yracuse” ” 76S West Monfiws Street, East Syrecuse, N.Y 
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and a high voltage is present, a 
buzzer sounds. This particular 
buzzer was selected for its high- 
pitched, loud, nerve-jangling tone. 

We hope it has the same effect as 
a rattlesnake rattle. It’s bad enough 
so we had to provide a push button 
to turn it off, when lengthy adjust- 
ments behind the panel were neces- 
sary. 

If after silencing the buzzer with 
this push button the door is closed, 
the circuit is reset. If the door is 
again opened, the buzzer sounds as 
before. Another feature of the sys- 
tem makes it impossible to turn a 
high-voltage power supply on from 
the front of the instrument while a 
door is open. 

Though the hazard is not re- 
moved, an operator is given a warn- 
ing when he opens the door. And 
if he is working on a dead circuit, 
someone can’t turn the power on 
from the front of the instrument. 

In the final analysis it’s the indi- 
vidual in this example, as around 
any electrical equipment, who must 
really make the system safe. The 
buzzer is nothing more than a re- 
minder. He, personally, must recog- 
nize the hazard and exercise the 
necessary caution. It’s up to those 
who supervise to impart the neces- 
sary knowledge so the technician 
can do his job in a safe manner. 

Now let’s take a look at the elec- 
tron from the point of view of dam- 
age to equipment. This damage can 
be either direct or indirect. It’s di- 
rect when the electrical energy does 
the damage, indirect when there’s a 
secondary effect as a fire or explo- 
sion. Safety is primarily concerned 
with the secondary aspect. 

Fuses or circuit breakers are fun- 
damental to safety in almost all lab 
electrical equipment. What they do, 





“Tell him to put that fire out as 
soon as he finishes his message.” 


Circle Item No. 1 19—Reader Service Card 


SLIP-ON GUARD N= 


ww 


h 


GETS-A-LITE Guaro and GUIDE 


Quickly and Easily Installed 
by Anyone—No 
Tools Needed! 


Simply slip GETS-A-LITE GUARD 
AND GUIDE over the fixture, as 
illustrated. 


Made of indestructible spring steel 
wire. Nothing to break, get out of 
order or replace. Will last indefi- 
nitely. 

Once installed, GETS-A-LITE 


GUARD AND GUIDE is NEVER 
removed. 
Nothing to unlock, fuss with or 
lock, when changing lamps. 
GETS-A-LITE GUARD AND 
GUIDE actually steers lamp into 
socket enabling maintenance man 
te change lamp in 10 seconds! 

@ Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE CO.—Dept. NSN-560 








3865 N. Milwaukee Ave., Chicago 41, Ill. 











THE POSITIVE 


LADDER SAFETY DEVICE 
LOCKS-IN-A-NOTCH 


Prevents death 
and injuries 
from falling. 


lf climber starts 
to fall, device 
locks in a deep 
notch on carrier 
rail and limits 
fall to approxi- 
mately 6 inches 
— distance be- 
tween notches. 


LOCKS AUTOMATICALLY and 
INSTANTLY—HOLDS SECURELY 


Will catch and hold workman if he starts 
to fall, even if unconscious. Cannot slip on 
down ladder. Requires no attention from 
climber; he climbs in normal manner. |nex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment 
rust and corrosion proof. Can be kept free 
of ice by applying heat inside the carrier 
rail. In use approx. I! years. Approved 
by Safety Engineers and Govt. Agencies 
pono ed country. Patented. Manufactured 
only 


SAFETY TOWER LADDER CO. 
1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 
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TRULY 
PORTABLE 


2-WAY RADIO 


with the 


SEISCOR 


| TELEPAT | 


» MINIATURE COMMUNICATION 
SYSTEMS 


. +» for intelligible 
communications in 
high noise or poor 
visibility conditions 
where direct vocal 
or visual contact 
is impossible. 


BELT-CLIP HELMET MODEL 


MODEL 
Radio unit; 
headset with 
antenna, 
earphones and 
microphone; 
shirt-clip 
controls 


Hard-hat with built-in 
radio, antenna, earphones 
and microphone. 


OTHER MODELS: 





A complete 
pocket-size 
2-way 

radio 





Air Force-Type for 


@® COMPLETELY TRANSISTORIZED 

@® CRYSTAL-CONTROLLED RECEIVER 

® CRYSTAL-CONTROLLED TRANSMITTER 

@ LONG BATTERY LIFE 
SIZE: 3”X6"X1 1/4” (BELT - CLIP 
MODEL) WEIGHT: 12 OZ. (BELT-CLIP 
MODEL) FREQUENCIES: ANY SINGLE 
FREQUENCY BETWEEN 20-55 M.C, 

@NO LICENSE REQUIRED ON CITIZENS 
BAND MODELS 


SEISCOR> 


A DIVISION OF SEISMOGRAPH SERVICE CORPORATION 
CONTACT SEISCOR TODAY AND FIND OUT 
HOW THE TELEPATH CAN HELP YOU! 

Seiscor Div., Box 1590, Tulsa, Okla. 


. Please send complete TELEPATH information. 











. jet-engine noise. 


of course, is to monitor the current 
input to a device and open the cir- 
cuit when an excess is called for. 
Most lab outlets are protected with 
a 15- or 20-ampere circuit breaker. 
While this protects the lab power 
system from an overload, it doesn’t 
necessarily protect a piece of equip- 
ment plugged into the circuit. 

A typical pH meter, for instance, 
| draws about half an ampere. Should 
something go wrong with it, such as 
a shorted vacuum tube filament, its 
current requirement might increase 
10 times—up to five amperes. Such 
a condition wouldn’t trip the circuit 
breaker; yet the current would be 
high enough to burn out the power 
transformer in the pH meter. 

The point is that circuit breakers 
and fuses must be sized to the cir- 
cuits or equipment which they are 
to protect. In the case of the typical 
pH meter, it would be protected by 
an internal fuse of about three- 


| quarters of an ampere. 


A common source of electrically- 
started fires in a lab is the simple 
thermostated device, such as an oil 
bath. It’s not practical to shut the 
power off at night on such a bath, 
because it requires too long a time 
to get it up to temperature the next 
morning. If the thermostat were to 


| fail in such a way as to keep the 


power on, and this is quite possible, 
the bath could keep getting hotter 
and hotter until the oil flashed. 
The best way to remedy such a 
condition is by use of a redundant 
thermostat. This is one which is 
connected in series with the one that 
does the actual controlling but set 
at a temperature somewhat above 
the normal operating temperature. 
If the controlling thermostat fails, 
it will control at a higher temper- 


ature, but still at a safe level. 

The home refrigerator is com- 
monly used in the lab for cold stor- 
age. Without modification it presents 
a serious hazard where used for 
storing low-boiling-point materials. 
In such use explosive mixtures can 
easily accumulate in the box in the 
same space where the thermostat 
contacts and sometimes the light 
switch contacts are located. 

In our labs we have remedied this 
situation by removing the contacts 
to the outside of the box. This is 
adequate in our case because of the 
rapid air change in our labs. 

In other locations it would prob- 
ably be wise to provide totally en- 
closed explosionproof contacts, and 
an explosionproof motor. There are 
situations where it’s not practical 
to remove or enclose contacts from 
a potentially explosive atmosphere. 

In such cases it’s simple by a 
remotely-located relay, which may 
be mechanical or electronic, to re- 
duce the current through the con- 
tacts to a very low level—so low 
that the energy released at them is 
far below that necessary to ignite 
any explosive mixture present. 

What I’ve attempted is to present 
basic principles by specific exam- 
ples. There are large areas which 
have been ignored—static electric- 
ity, for example. This is not an out- 
line, but rather a sample of safe 
electrical practice in the lab. 

By virtue of its nature, the use of 
electricity in the lab is hazardous. 
It’s a source of energy which can 
quickly be released. And if this re- 
lease isn’t controlled, it can do se- 
rious damage. If we recognize these 
facts, design our equipment accord- 
ingly, and train personnel to respect 
the hazard, we can operate safely. 














| NAME 
1 COMPANY. 
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CITY STATE 
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FOR EXTENSION LADDERS 


Johnson Ladder Shoe Inc. 





“PROTECT YOUR CLIMBERS" 
With Johnson All Rubber Ankle Action Dielectric 
Ladder Shoes. The Choice of Ladder Climbers in 
all parts of the world. 


WORK SAFELY ALL-WAYS 


Our Step Ladder Shoes are popular with maintenance 
men in homes, office buildings, schools, hospitals and etc. 
Dealers in all principal cities. Ask your Safety Supply 
Dealer or send direct. Your order will be shipped promptly. 


FOR STEP LADDERS 


Eau Claire, Wisconsin 
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SAFETY EQUIPMENT 





Product announcements in this section are reviewed for 
compliance with the advertising policy of the NATIONAL 
SAFETY NEWS. Inclusion should not, however, be construed as 
endorsement or approval by the National Safety Council. 


UL Grants 
Extinguisher 160-B:C 
Rating 


Underwriters’ Laborato- 

ries have granted a rating of 

160-B:C to a 350 Ib. dry 

chemical wheeled extin- 

guisher. This rating indi- 

cates that a novice using 

the extinguisher for the first 

time should be able to put out a standard gasoline pan 
fire 160 sq. ft. in area. Previous rating for an extin- 
guisher with 350 Ib. dry chemical capacity was 80-B:C. 
Ansul Chemical Co., Marinette, Wis. (Item 301) 


Air Analyzer 


The M-S-A Billion-Aire can successively test air 
piped from several sampling points. Audible and visible 
alarm signals, produced when the contaminant reaches 
a predetermined concentration, give warning and identi- 
fy the point of excessive contamination. 

Mine Safety Appl. Co., 201 N. Braddock St., Pitts- 
burgh 8, Pa. (Item 302) 


Portable 
130-Lb. Pump 


Model DC _ volume- 
pressure water pump 
weighs 130 lbs. and can 
have a foam nozzle or 
pick-up tube attached. 
This pump is rated up to 
250 gpm at 15 psi and 

is powered by a 9-hp 4-cycle engine. It features high 
tensile aluminum alloy castings. 

The frame is channel steel, with collapsible handles. 
1960 
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This model has standard 2%-in. discharge and 2%- 
in. suction with cap and screen. 

This pump can be stored in a truck compartment or 
mounted on lighter equipment. The impeller is carried 
on the engine shaft extension with no pump bearings 
to service and replace. The shaft is equipped with a 
mechanical water seal requiring no adjustment. 
American LaFrance Corp., 100 E. LaFrance St., 
Elmira, N. Y. (Item 303 


Power 
Operator for 
Rolling Doors 


Anelectric power 
operator for metal 
rolling doors is de- 
signed so the motor 

can be removed without disturbing the function of an 
auxiliary hand-chain unit for emergency manual opera- 
tion of the door. In case of current failure or other 
emergency, a pull-chain engages the hand-chain re- 
duction gearing mechanism for manually opening or 
closing the door, whether the motor is in place or 
removed from the unit. 

The unit is offered in seven sizes, with motor capaci- 
ties to suit door size, and is adaptable to wall or 
bracket mounting in vertical or horizontal position. This 
design permits the wiring of controls to a terminal strip 
in the field. 

Features include thermal protection against over- 
load. A centrifugal clutch transmits motion of the 
motor to the door without shock and prevents stalling 
the motor or damage to it from overload. It also has 
worm gearing. 

The control normally furnished is a standard contact 
three push-button control mounted at any adjacent or 
remote location. Other controls are available. The unit 
also may be furnished with waterproof, dusttight, or 
explosionproof enclosures. An electrically actuated 
safety device, reversing door travel should the curtain 
come in contact with any object, can also be installed. 
The Kinnear Mfq. Co., Fields Ave., Columbus 16, 
Ohio (Item 304) 
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Outdoor 
Rubbish Burner 


Four bushels is the capacity rat- 

ing for the Burnzit Jumbo outdoor 

rubbish burner. This product is 40 

in. high and 26 in. wide and is 

made of aluminized steel to resist 

heat and corrosion. The grate is 

welded steel. The safety screen is ¥2-in mesh, 14 gauge 
wire. The burner is equipped with handles and a cover 
hook. Top and bottom are reinforced with steel rod. 


Wolverine Feeder Co., P. O. Box 1010, Battle 
Creek, Mich. (Item 305) 


Telescoping 
Fire Ladder 


Speed-Scape, a telescop- 
ing fire escape ladder, is less 
in diameter than the aver- 
age rain spout, when closed, 
and has been tested to sup- 
port 5,900 Ibs. Made of 
aluminum, it can be shot- 


bolt installed o on : outed walls and is adaptable to any 


two or three-story structure. 

A trigger latch, operable from the second floor or 
above opens the ladder. It comes in 16 and 27 ft. 
lengths. The ladder begins 2 ft. off the ground. 

B. & R. Ladder Enterprises, Inc., 5713 Euclid Ave., 
Cleveland, Ohio (Item 306) 


Adaptable Two-Wheel 
Foam Cart 


A two-wheeled tanker that can be adapted to various 
fire-fighting needs is now available. The basic vehicle 
has a welded-steel tank of 100 or 150 gal. capacity, 
with storage bins fore and aft, supported by two 
pneumatic-tired wheels and an axle. 

At one end is an extendable drawbar with ball-and- 
socket hitch. Two adjustable kick-stands lend stability 
while the cart is motionless. It is 76 in. long and 48 in. 
high. Width is 40 in. for the 100-gal. size, 50 in. for 
the 150-gal. size, including 8-in. running boards at 
both sides. 

Capacity of each bin is about 3% cu. ft., or enough 
to hold 100 to 150 ft. of 2%2-in. fire hose. The running 
boards are of diamond-tread steel plate. 

A PW-50 nozzle, monitor mounted, with a line 
proportioner drawing from Aer-O-Foam liquid stored 
in the tank, can be added to the basic cart. With 150- 
Ib. hydrant pressure, this nozzle can throw a 4,000 
gpm stream up to 180 ft. A combined expansion dome, 
vent and fill-box minimizes vapor space surface cor- 
rosion. 
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The cart also can be equipped with two RP-12 noz- 
zles, each connected to a line proportioner of suitable 
size. Nozzles are mounted on either side of the cart. 

The cart can also be used as a water reservoir, com- 
bined with a removable and portable fire pump mounted 
on top of the tank. Foam liquid in one or more 5-gal. 
containers can be carried in the storage bins. Either 
line proportioners or suction proportioners can be used. 
The pump is capable of delivering, from draft, up to 
60 gpm at 100 Ib. pressure. 

National Foam System, Inc., Box 561, West Chester, 
Pa. (Item 307) 


Smoke Mask 


In the Fireman smoke mask 
the canister has a See-O indicat- 
ing window to tell how long the 
canister will protect against CO. 
A spring-loaded valve in the top 
of the canister decreases air leak- 
age into the unit. 

-The pouch is heavy canvas 
and contains the canister and 
face piece. A large tape removal 

opening is provided in the bottom and a heavy zipper 
in the top. 

The Acme Full-Vision face piece permits view down- 
ward, upward, and sidewise. This is foldable to fit 
the face. 

Acme Protection Equip. Co., 1201 Kalamazoo St., 
South Haven, Mich. (item 308) 


Vane Type 
Spark 
Arrestor 


Now on the mar- 
ket is a vane type 
spark arrestor, 

adaptable to mobile mad stationary internal combustion 
engines. The Air-Maze arrestor operates on a cen- 
trifugal action principle without use of moving parts. 

As the exhaust stream flows through the unit, the 
stationary vane gives a spinning action to the air flow. 
This rotary motion drives heavy particles of hot carbon 
to the outside of the stream and into the spark trap. The 
trap can be cleaned by opening the cleaning port with 
the engine operating at idle. 

The unit sound attenuation characteristics compare 
favorably with a “straight through” type truck muffler. 
Standard models available include aluminized steel with 
cast, ductile iron vane in four sizes to fit engines from 
150 to 1,200 cu. in. displacement. The manufacturer 
will provide bushings to permit installation on non- 
standard inlet pipes. 

Air-Maze Corp., 25000 Miles Road, Cleveland 28, 
Ohio (Item 309) 
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Portable 
Dust Suppressor 


Now available is a port- 
able dust control system for 
single point dust suppres- 
sion or controlled wetting of 
raw materials. Four system 
models are on hand. Each 
system includes a propor- 

tioner, mixing chamber and auxiliary controls mounted 
on a mobile hand truck. The models include two man- 
ual and two automatic controls for local or remote 
operation. The installation can be made permanent. 

The proportioner can be factory adjusted to dis- 
pense from 1 to 11 gpm of nontoxic dust suppression 
solution. The standard unit is set to deliver 6 gpm of 
solution when attached to a plant water supply at 40 
psi. 
The Chem-Jet portable dust suppressor is shipped 
assembled, less the 5-gal. drum of concentrated surface 
active compound. Minute amounts of Compound MR 
are combined in the mixing chamber with water from 
the plant line to make up the dust suppression solution 
automatically. 

Other equipment supplied includes: pressure dif- 
ferential switch; 25 ft. length of electrical extension 
cord; 25 ft. length of %-in hose; and one hand grip 
nozzle assembly. Electrical characteristics of the motor 
are: 1/6-hp, TENV motor, 110-volt, 60-cycle single 
phase. 

The Johnson-March Corp., Philadelphia, Pa. (Item 
310) 


"Universal" 
Fire Extinguisher 


ABC AllClass is reported- 
ly a single fire extinguisher 
that handles all types of 
fires. Underwriters’ Labora- 
tories has approved it for 
use against Class A,B,C and 
combustible metal _ fires. 

Held in one hand, the unit does not have to be inverted 
for activation. It protects the operator by a cloud of 
powder that is not toxic, abrasive, or conductive. 

This extinguisher works in temperatures as low as 40 
degrees below zero. It doesn’t require annual recharge 
or cartridge inventory. The unit comes in three models. 

On contact with fire, the powder forms a cooling, 
insulating armor deposited instantly on burning Class 
A and magnesium material. The powder has a smother- 
ing, cooling effect on Class B fires and is a nenconducter 
for Class C fires. 

Alim Corp., 11 Park Place, New York 7, N. Y. 
(Item 311) 
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Fire-and-Rescue Clothing 


The one piece Fire Bird suit repels radiation heating 
and direct heat. It weighs 2,400 grams, and has a high 
collar, zipper opening understrip, heavy zip-fastener 
and closing sleeve lip. Waist adjustment is positioned 
inside the clothing. This smooth-surface coverall can be 
donned with boots over normal apparel. Special treat- 
ment of the material reportedly eliminates destruction 
by moths and beeties and makes the suit suitable for 
tropical use. 

Fire-Bird, Daendelsstraat 8, 'S-Gravenhage, Hol- 
land (Item 312) 


Portable Exhauster 


Car-Mon portable exhauster 
cleans air of gases, fumes, 
smoke and heat. Tubing is 
weldproof. The receptor in- 
take has a magnetic base. Up 
to 24 ft. of tubing can be at- 
tached to the fan discharge. 
The unit is mounted on a 

rubber-wheeled truck which stands on end in a 25 by 
31 in. area. The sealed ballbearing motor (3-phase 
and single phase models) needs no lubrication. 

The high-suction fan is housed in welded heavy 
steel with radial wheel of cast aluminum. The unit in- 
cludes vibration pads, streamlined steel tapered elbow 
air flow tubing and fan discharge elbow; 8 ft. by 4 in. 
flexible hose. Its shipping weight is 130 Ibs. 

Car-Mon Prod., Inc., 1541 W. Devon Ave., Chicago 
26, ll. (Item 313) 


Emergency 
Signal Horn 


An emergency signal horn 
that firemen can wear on belts 
or smoke mask straps is useful 
in gaining help when the fire- 
man is injured, lost or pinned 

, down by fire debris. The de- 
vice weighs 2% Ibs., is self-contained and consists of 
a “pint size” cylinder of Freon 22 gas (nontoxic and 
nonflammable). The unit also has a spring-loaded, 
manually operated trigger and a horn that will sound 
loudly in code or continuously, depending on the 
operator. The disposable refill cylinder has a supply 
for three refills. The alarm has a sight glass that per- 
mits visual check of the unit’s power supply. 

Falcon Alarm Co., Inc., 243 Broad St., Summit, 
N. J. (Item 314) 
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Plastic Skylights 


Consolidated General 

Products, Inc., is offering 

fire-retardant translucent 

plastic skylights. These are 

available in sizes 14 by 14 

in. to 38 by 74 in. in styles 

, ' for all types of roofs. These 

skylights are wails shatterproof, crackproof and 

made from fire-resistant polyester resin, Hetron® 93- 

LS. Coating of these low-silhouette units with Hetrolac® 

105 gives weatherability. 

Consolidated General Prod. 24th & Nicholson, 

P. O. Box 7425, Houston 8, Texas (Item 315) 


Wall-Mounted Hose 


Hide-a-Hose provides 
protection between hand 
fire extinguishers and regu- 
lation fire hose or sprinkler 
system. This %-in. hose 
also can be used for main- 
tenance. The nozzle is ad- 

justable for fog or stream. 

The standard model includes: 150 ft. of high-grade 
rubber and nylon garden hose, brass fog and stream 
nozzle, double-flanged aluminum hose reel—44-in. 
diameter, aluminum hose-guide wheel pivot hanger with 
roller bearings, and aluminum hose-guard pully—S-in. 
diameter. 

The guard pulley swivels 180 deg., allowing the hose 
to be pulled in any direction. Four concave aluminum 
rollers, 15/16- in. diameter by 1% in. face width, pro- 
vide bearings for all directions of hose travel. Shift of 
hose from roller to roller is done automatically as the 
guard pulley turns. 

Pulling hose automatically releases a brake on the 
hose reel. When pulling stops, the brake engages the 
reel to hold the hose. The hose is returned to the reel 
by turning a hand crank. 

Flinchbaugh Murray Corp., 66 N. Murray Place, 
York, Pa. (Item 316) 


Fire Hydrant 
Meter 
Totals Flow 


A fire hydrant 
meter gives direct 
totals of flow dur- 

ing temporary diel from the hydrant. Total flows 
from 30 gpm up register on the totalizer. Accuracy is 
reported within 2 per cent. 
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The propeller is polythene. Pressure drop is less 
than 1 ppsi at 200 gpm. The meter weighs 23 Ibs. and 
has double handles for carrying. Standard hose and 
hydrant couplings at both ends make connection pos- 
sible in less than 60 seconds. Twenty-four threads 
provide support. 

Hersey-Sparling Meter Co., 225 N. Temple City 
Bivd., El Monte, Calif. (Item 317) 


Explosionproof 
Hand Lamp 


Type EVH106 hand 

lamp weighs 4% Ibs. 

Nonsparking materials 

are used in its construc- 

tion. The terminal hous- 

ing encloses three pres- 

, sure connector terminals, 

including grounding terminal. Molded-in conductors 

are between the lamp receptacle and pressure con- 

nectors. Cords can be changed without using a solder- 

ing iron. In relamping, the guard, globe and holder 

assembly are removed as one unit and a new lamp in- 

stalled. A swivel type hook on the guard holds the lamp 
in position, leaving the hands free to work. 

Crouse-Hinds Co., Wolf & 7th St., Syracuse 1, 

N. Y. (Item 318) 


All-Dacron 
Fire Hose 


An all-Dacron fire 
hose uses a Porter 
bonded double jacket 
that offers burst resist- 
ance up to 600 ppsi. It resists corrosive chemicals and 
dragging over abrasive ice. It can be repacked wet. It 
can be carried to the hydrant by one man. In demon- 
stration, 100 ft. lengths of this hose can pack into 30 
per cent less space than that required for 50 ft. of 
ordinary hose. 

H. K. Porter Co., Inc., Thermoid Div., 200 White- 
head Rd., Trenton, N. J. (Item 319) 
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Dry Chemical 
Extinguisher 


A 2'%-lb. pressurized dry 
chemical extinguisher features 
self-evident operation, a pres- 
sure gauge that indicates the 
unit’s readiness for use. It can 
be recharged with a cartridge 

kit or by service station air hose. 
Walter Kidde & Co., Inc., Main St., Belleville 9, 
N. J. (Item 320) 
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Emergency Breather 
Uses Pure Oxygen 


The PocketAire® breath- 
ing device uses pure oxygen 
and is self-contained, light- 
weight, and has five-minute 
escape cylinders. 

Each model has two oxy- 

, gen cylinders, one for es- 
cape when the working cylinder is empty. The smallest 
model contains two five-minute cylinders for quick 
exploration of fires to determine extent. 

Two other models have a 15-min. or 25-min. work- 
ing cylinder plus the smaller 5-min. escape cylinder. 
Total weights of these models are 442, 6% and 9 Ibs. 
This equipment is adaptable to wear under fire-resistant 
suits or hoods. 


Rockwood Sprinkler Co., 38 Harlow St., Wor- 
cester, Mass. (Item 321) 


“Wet Water" 
Liquid Concentrate 


Fire-Lik “wet water” concentrate is the liquid form 
of Deynor’s Fire-Lik cartridge, used with the auto- 
matic Wet Water Mixer (Proportioner). Fire-Lik 
liquid is formulated for use with any standard line 
proportioner or eductor for %2 to 1 per cent liquid 
pickup. 

Fire-Lik liquid is a multiphase “wet water” con- 
centrate to reduce surface tension of ordinary water 
from the normal 72 dynes to about 30 dynes per 
centimeter at % per cent solution. This is almost 
neutral (pH 7.2), odorless, will not discolor and is 
noncorrosive. 

This concentrate is compatible with fresh or salt 
water, is soluble and will not salt out at any dilution. 
It won't separate in storage and will remain effective. 


Deynor Corp., 1 Depot Plaza, Mamaroneck, N. Y. 
(Item 322) 


Fiberglass 
Plastic Stepladder 


The Putnam fiberglass rein- 
forced plastic stepladders are 
light in weight and non-con- 

ducting. They are for use in 

ie > industrial plants and in power 

/ and electrical work. When 

// tested under room conditions 

LJ of 50 per cent relative humidi- 

ty, the ladder did not break down when a maximum of 
120,000 volts was applied between rungs. 

The flat steps and the back rungs are aluminum. 

Safety shoes are a component. The solid balsa wood 


core provides deflection, with the strength of sandwich 
construction. 

This stepladder is available in 3 to 18 ft. sizes in 
1-ft. increments. All sizes above 3 ft. have a pail rest. 


Putnam Rolling Ladder Co., 32 Howard St., New 
York 13, N. Y. (item 323) 


ty 
Wheel Block 


A safety wheel block 
recently introduced in- 
corporates these features: 
pavement gripping abili- 

ty, re-designed face for tire conformance and strength 
and angular handle supports with rounded edges for 
handling. 

The WB2H wheel block maintains the same struc- 
tural shape as its predecessor, but the two outermost 
calks have been made longer than the rest. This was 
done to provide grip action as soon as pressure has 
been exerted on the block. As the load increases, the 
middle calks engage the pavement to a positive holding 
position. 

This block will hold heavy trucks, trailers and other 
vehicles, especially when the vehicles are loaded by 
fork truck and there is the possibility of the vehicle 
moving away from the dock. 


Calumet Steel Castings Corp., 1636 Summer St., 
Hammond, Ind. (Item 324) 


Portable, Fixed 
Floodlights 


Type RCDE-6 explosionproof 
floodlight has mountings suitable for 
placing the device in hazardous lo- 
cations. This light has a carrying 
handle and wheelbase, or comes 
with handle and telescoping tripod. 

= For permanent installation, the 
light has a flat base and explosionproof junction box. 
The cover of the box supports the floodlight and can 
be rotated for horizontal aiming. Type RCDE-6 can 
also be provided with a 2-in. threaded hub on the 
bottom of the junction box for mounting on vertical 
conduit. 

Housing is cast aluminum alloy. The door is cast 
aluminum threaded into the housing. The lens is 
tempered glass held by a clamping ring. A terminal 
block is provided in the junction box of all four types. 
Floodlights are factory wired from the lamp receptacle 
through the explosionproof seal contained in the elbow 
to the terminal block. 


Crouse-Hinds Co., Wolf & 7th St., Syracuse 1, 
N. Y. (Item 325) 
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Vaportight, Explosionproof 
Lighting Fixtures 


The marketing of 1 and 1%-in. size hub on pendent 
lighting fixtures now makes the hub sizes for rigid 
conduit: 42, %, 1 or 1% in. Larger sized hubs are 
available in AA-51 mercury-vapor explosionproof 
lighting fixtures. 


The V-51 vaportight fixtures have been designed for 
rapid lamp replacement, without special tools, set 
screws or small parts to manipulate. The AA-51 series 
explosionproof fixtures, available in mercury-vapor 
and incandescent units, is famous for its vented feature. 


leton Electric Co., 1701 W. Wellington Ave., 
Chicago 13, Ill. (Item 326) 


Extinguisher for 
Unheated Locations 


An air pressurized fire ex- 
tinguisher with an anti-freeze 
charge, the Elkaloy, permits 
placement of the extinguisher 
in unheated areas. The unit 
features a stainless steel shell 
and gauge. 


Elkhart Brass Mfg. Co., 1032 W. Beardsley Ave., 
Elkhart, Ind. (Item 327) 


Mouth-to-Mask 
Resuscitator Case 


A red fiber case for mouth- 
to-mask has edges and corners 
reinforced with metal. The 
case is fitted to protect and 
hold the M/M _ resuscitator 
assembly, airway, aspirator 
and instruction card. The case 
has a carrying handle and can 

be attached to walls or posts where needed. 


Globe Industries, Inc., 125 Sunrise Place, Dayton 
7, Ohio (Item 328) 


Clamping, 
Band-Type 
Extinguisher 
Bracket 


A clamping, band-type 
fire extinguisher bracket 
is available for use with 


' =, 2%-gal. wet chemical 

i’; y =| portables. It can be wall, 

2 \ floor or runningboard 

: mounted. Portables with 

which this bracket can 

be used are (1 to r): 2'2-gal. pump tank, cartridge 

operated water, pressurized loaded stream (anti-freeze), 
foam and soda-acid. 


Walter Kidde & Co., Inc., Main St., Belleville 9, 
N. J. (Item 329) 


Fire Extinguishing, 
Fertilizing Agent 

Fire-X, fire extinguishing agent, is available in pow- 
der and liquid concentrate form (to add to water). It 
can be applied with ordinary extinguisher pressure 
unit, garden type sprayer, or field sprayer. It can be 
sprayed from aircraft or on the ground. 

This product can be obtained in 5-gal., 30-gal. and 
55-gal. drums in liquid concentrate and 25 lb. and 
100 Ib. drums in the powder concentrate form. Sam- 
ples are available for testing. 

H. D. Campbell Co., Campbell Bidg., Rochelle, 
Ill. Item 330) 


Collapsible 
Escape Ladder 


Safety-Scape col- 

lapsible ladder is 

7 | made of steel with 

rungs linked to- 

4 gether to form rigid 

support. In storage 

this product mounts permanently to a wall beneath 

any window. A mounting bolt and washer is provided 

for installation. A baked enamel metal cover is included. 

Collapsed, the ladder occupies less than 1 sq. ft. of 

wall space. Extended, it is 25 ft. long and can support 
1,000 Ibs. 


Gratz Products Corp., 910 N. Second St., Phila- 
delphia, Pa. (Item 331) 
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Formula 
Neutralizes 
Static Electricity 


Statikil, sprayed on, 
will greatly reduce 
static shocks to any- 

- one touching the prod- 
ucts. This formula dries instantly and invisibly. It is 


available in spray cans or bulk. It also can be sprayed 
through compressed air nozzles, swabbed, wiped, ap- 
plied with a hand pump or power spray, or by fogging 
on to material by automatic jet nozzles. 

Statikil, Inc., 1220 W. Sixth St., Cleveland 13, Ohio 
(Item 332) 
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NEWS 


Bostwick Firematic Distributors 


Andrew H. Keil, on retirement from the Radiological 
Unit of the New York Fire Department will direct the 
newly formed Radiological Division of Bostwick Fire- 
matic Distributors, Long Island City, N.Y. A Hospital 
Training Division headed by William H. Ruhe, retired 
captain and administrator of the New York Fire Col- 
lege, has also been formed. 


Walter Kidde & 
Company Inc. 


Now in charge of Walter 

Kidde & Company Inc. in- 

dustrial relations and person- 

nel activities is Paul S. Langa, 

formerly associated with Cres- 

P. S. Lenge cent Petroleum Corporation, 

Merck and Company, and the U.S. Gypsum Company. 

Edward R. Randall has been appointed manager of 
the firm’s Installation & Serv- 
ice Dept., Industrial and Ma- 
rine Division. Formerly, he 
was director of purchases for 
the Industrial and Marine 
Division and at one time was 
also purchasing agent for 
Walter Kidde Constructors, 

Inc., in New York City. 


E. R. Randall 


National Foam System, Inc. 


This internationally known Westchester, Pennsyl- 
vania manufacturer of foam liquids and devices for 
fire-fighting in industry has disposed of its interest in 
National Fire Protection Company, a subsidiary en- 
gaged chiefly in the servicing of domestic fire extin- 
guishers. 

Other operations of National Foam are not effected. 
The new owner of National Fire Protection Company 
is M. L. Snyder & Son, Ins. of Philadelphia. 


M. L. Snyder & Son Inc. 


M. L. Snyder & Son Inc. of Philadelphia has pur- 
chased the business of the National Fire Protection 
Company of West Chester, Pa. 
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ITEMS 


Hillyard 
nw 
ompan 
(Wexters) 
A new ad- 
dition to the 
plant and 
_ eee i warehouse of 
Hillyard Sales Company (Western), San Jose, Calif., 
will house 6,000 sq. ft. This space will be used for 
general sales offices, sales conference rooms, and ware- 
house department offices. 


Alim Corporation 


John C. Lambert has joined the sales staff of Alim 
Corporation. Previously, Mr. Lambert was a regional 
sales manager for Leeder Manufacturing Company. 


Ansul Chemical Company 


Robert E. Sexmith has been named sales manager 
of Ansul Chemical Company’s Fire Equipment Divi- 
sion, and Jay H. Jarrett is now sales manager of the 
firm’s Refrigeration Products Division. 

Sexmith, who has managed the company’s western 
region, will return to Marinette, Wis., from Burlingame, 
Calif. He joined Ansul in 1947 as a factory representa- 
tive. Since then he has been Chicago district manager, 
Pacific Coast zone manager, assistant sales manager 
and north central zone manager. 


P. E. Sexmith J. H. Jarrett 


Jarrett joined the firm in 1953. He has had 20 years 
of sales experience in refrigeration and related indus- 
tries. In 1959 he became assistant to Vice-President 
McKesson, after having worked as refrigeration sales 
manager in the firm’s mid-continent region. 











TRADE 
PUBLICATIONS 


These trade publications will keep you up-to-the-minute on 
new developments in safety equipment and health products. 
All catalogs are free, and will be sent without obligation. 
Just circle publication number on the Reader Service Postcard. 





Aluminum Scaffold 


An 8-page bulletin, illustrated with on- 
the-job photos, tells about the line of 
aluminum scaffolds available from one 
source. Includes details on 29 in. and 4 
ft. 6 in. wide ladder, sectional and folding- 
type scaffolds; work stands, and a one- 
man safety cage. Bulletin AS-10, The 
Patent Scaffolding Co., Inc., 38-21 12th 
Street, Long Island City 1, N. Y. 

For more details circle No. 400 
on enclosed return postal card. 


LP-Gas and Diesel Lift Trucks 


Two 2-page catalogs cover the Allis- 
Chalmers fork lift line. BU-481A gives 
highlights of the Underwriters’ Labora- 
tories approved gas, LP-gas, and diesel 
lift trucks in 2,000 to 10,000 Ibs. capacities. 
BU-638 describes features of the Allis- 
Chalmers Safety diesel lift trucks in 3,000 
to 8,000 lbs. capacities. Both publications 
are illustrated. 

For more details circle No. 401 
on enclosed return postal card. 


Heated Gages and Valves 


The 4-page Data Unit #363 gives in- 
formation on Jerguson heated gages and 
valves for application where liquids must 
be kept at higher than ambient tempera- 
tures for process reasons or to hasten the 
speed of response to level changes, and 
also for outside applications to prevent 
breakage of gages from freezing. Jerguson 
Gage & Valve Company, 80 Adams Street, 
Burlington, Mass. 

For more details circle No. 402 
on enclosed return postal card. 


Fire Equipment 


Ansul Chemical Company has issued a 
catalog displaying its 1960 line of fire 
equipment. The publication lists the firm’s 
hand portable extinguishers, stationary 
fire equipment, piped systems, and mobile 
equipment such as fire jeeps and trucks. 
Hand portable extinguishers shown cover 
requirements for Class A, B, and C fires 
as well as combustible metal fires. Among 
portable units featured are the Monitor 
extinguisher and the Sentry “Energized” 
series. Ansul Chemical Company, Mari- 
nette, Wis. 

For more details circle No. 403 
on enclosed return postal card. 


Radioactivity Detecting Instruments 


Available from Nuclear Measurements 
Corp., 2460 N. Arlington, Indianapolis 18, 
Ind. is a 36-page catalog which displays 
radiation detection and measuring instru- 
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ments for research, industrial, and medical 
applications. Included are _ proportional 
counters, scalers, pulse height analyzers, 
universal shields, monitoring systems, port- 
able survey meters, counting ratemeters, 
well counters, and medical laboratory in- 
struments. Data shows how each instru- 
ment can be used independently or as 
part of an integrated system for measur- 
ing radioactivity. 

For more details circle No. 404 

on enclosed return postal card 


Chlorine-In-Air Detector 


An instrument for fast, accurate check- 
ing of chlorine-in-air in concentrations 
from one-half part to 20 parts per million 
is described in a bulletin issued by Mine 
Safety Appliances Company, Pittsburgh. 
The illustrated release outlines industrial 
applications of the M-S-A Chlorine-in-air 
Detector and health hazards that result 
from exposure to high concentrations of 
the contaminants. The instrument uses an 
aspirator bulb in combination with a 
break-tip detector tube containing impreg- 
nated silica gel. When a sample is drawn 
through the tube, the amount of chlorine- 
in-air is indicated by the proportional 
length of blue stain. 

For more details circle No. 405 
on enclosed return postal card 


Expanded Metal Partitioning 


Issued by the Globe Company, Chicago, 
is a catalog describing Safe-Gard expanded 
partitioning. This booklet suggests how 
shop equipment can be constructed faster 
and at less expense with greater ease of 
assembly, plus illustrations and load tables. 

For more details circle No. 406 
on enclosed return postal card 


Epoxy Resin 
Industrial applications for epoxy resins 
are mentioned with explanations and 
photographs in this pamphlet, available 
through Ren Plastics, Inc., Lansing, Mich. 
Use is recommended in foundries, and for 
tooling in aircraft and automotive indus- 
tries. Applications for electrical insulating 
systems and adhesive techniques are de- 
scribed. Contact Epoxy Resin Formulators 
Division of The Society of the Plastics 
Industry, Inc. 
For more details circle No. 407 
on enclosed return postal card 


Fibre and Steel Drum Handler 


A 4-page brochure from Little Giant 
Products, Inc., comments on a fiber and 
steel drum handling attachment for fork 
lift trucks. Mounted on the forks or car- 
riage, or slipped on the lip of a shovel, the 


closed or 
new or 


attachment grips drums wtih 
open tops, whether drums are 
battered. 
For more details circle No. 408 
on enclosed return postal card. 


First Aid Kits 


Four sizes of first aid kits, packaged in 
all-weather cases designed to hold unit- 
size packages of dressings or treatment, 
are described in a bulletin available from 
Mine Safety Appliances Company, Pitts- 
burgh. The kits, in 10, 16, 25 and 36-unit 
sizes, feature an open lid that serves as a 
shelf when the kit is mounted horizon- 
tally to a wall or vehicle, a dust- and 
moisture-proof replaceable sealing gasket, 
and wall mounting brackets. 

For more details circle No. 409 
on enclosed return postal card. 


Foil Flashovers 


Dow Corning Corporation, Midland, Mich. 
has a 4-page brochure that explains how 
their 5 Compound, applied to pole line 
insulators and electrical equipment bush- 
ings, protects against excessive leakage, 
flashovers, and service interruptions in 
areas where atmospheres are contaminated 
by salt spray, industrial dust, or other 
air-borne particles. Time delay action 
photographs show how 5 Compound iso- 
lates contaminating particles from each 
other so leakage paths can’t form, even 
when weather is foggy, wet, or humid. 

For more details circle No. 410 
on enclosed return postal card. 


Signal Systems 


An 88-page manual 
electric signal systems and listing speci- 
fications of horns, bells, buzzers, chimes, 
and sirens has been published by Sperti 
Faraday, Inc., Adrian, Mich. Included in 
this publication are sections on gravity 
drop and lamp-type annunciators and ac- 
cessory equipment, such as door openers 
and clocks. Selection of the proper type 
of signal for various background noise 
levels and work areas is illustrated by 
charts and diagrams. 

For more details circle No. 41! 
on enclosed return postal card. 


describing air and 


Linemen’s Equipment 


Industrial Products Company, 2850 N. 
Fourth Street, Philadelphia 33, Pa., an- 
nounces a 4-page bulletin featuring their 
linemens’ equipment and other related 
safety accessories. Included are protective 
canvas bags for linemens’ gloves, combina- 
tion glove and sleeve bags, safety pouches 
for attachment to linemens’ body belts, 
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pole line number plates for aerial inspec- 
tion of rural transmission lines, clamp-on 
type danger flags, pole truck flag holders, 
and fluorescent type warning flags. , 

For more details circle No. 412 

on enclosed return postal card. 


Membrane Filters 


A filter that will remove particles as small 
as 0.1 micron from fluids is described in a 
leaflet from Gelman Instrument Company, 
106 North Main Street, Chelsea, Mich. This 
filter is not soluble in organic solvents and 
is made of regenerated cellulose with a 
network of submicron pores. The large 
number of pores reportedly give it high 
filtering capacity in spite of the fine parti- 
cles which can be filtered. 

For more details circle No. 413 
on enclosed return postal card. 


Wire Rope and Slings 


Users of wire rope and slings can read 
about abuses that shorten the life of wire 
rope and slings, and about the correct 
way to use wire rope and slings to add to 
their service life. Union Wire Rope Cor- 
poration, 2224 Manchester Avenue, Kansas 
City 26, Mo., has compiled a 28-page book 
on these subjects. Abuses and correct uses 
are illustrated with cartoon caricatures. 

For more details circle No. 414 
on enclosed return postal card. 


Asphalt Mastic Wearing Surface 


A four-page booklet describing Flint- 
mastic, a surface coating for industrial and 
work floors, is available from the Flintkote 
Company, 30 Rockefeller Plaza, New York 
20. Flintmastic reportedly provides a meth- 
od of restoring worn and uneven floors, 
wood and concrete, to a level wear- and 
water-resistant surface. 

For more details circle No. 415 
on enclosed return postal card. 


Safety Signs and Markings 


Minnesota Mining & Mfg. Co. have a 
10-page brochure containing information 
on their employee safety and emergency 
control signs and markings. Two types are 
covered. Reflective Sheeting for 24-hour 
visibility: when power fails or is cut off 
as a precautionary measure these signs 
direct employees and emergency crews to 
fire hoses, shut-off valves, floor drains, and 
exits. Fluorescent Film for daytime visi- 
bility: their colors, yellow-orange, covers 
the range of eye sensitivity, provides 
contrast with the surroundings. A listing 
of signs and markings with illustration in 
full color of each are included in this 
catalog. 

For more details circle No. 416 
on enclosed return postal card. 


Air Pollution Control 


Industrial Division Oxy-Catalyst, Inc., 
Devon, Pa., announces availability of a 
20-page engineering and technical manual 
on Oxycat oxidation catalyst systems for 
industrial processes. The illustrated text 
provides data on the engineering princi- 
ples of Oxycat systems for air pollution 
control, waste heat recovery, and con- 
densate elimination. 

For more details circle No. 417 
on enclosed return postal card. 


Minera! Clay Absorbent 


Information is available from the Can- 
field Oil Co., 3216 E. 55th St., Cleveland 
27, Ohio, on their Oil Spunj which absorbs 
soluble oil, lubricating oil, grease, acids, 
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and chemicals. This product can be used 
on wood, metal, or concrete floors and can 
be swept off after saturation. 


For more details circle No. 4/8 
on enclosed return postal card. 


Nonsparking Tools 


From Ampco Metal, Inc., 1745 S. 38th 
St., Milwaukee 46, Wis., a revised 24-page 
catalog describes nonsparking safety tools 
and additions to their line of more than 
400 items. The tools are also noncorrosive 
and nonmagnetic. 

For more details circle No. 419 
on enclosed return postal card. 


Dust Control 


A 28-page brochure (No. 805), “Freedom 
from Dust,” has been released by the 
Fuller Co., 124 Bridge St., Catasauqua, Pa., 
describing their dry collection equipment. 
Data included shows how equipment is 
used to collect waste dust or return re- 
usable material to manufacturing proc- 
esses. 

For more details circle No. 420 
on enclosed return postal cord. 


Extendible Trailers 


A 4-page illustrated brochure on extend- 
ible trailers is now available from Rogers 
Bros., Corp., Orchard St., Albion, Pa. It 
tells how their trailers can be adapted 
for general flatbed use (when closed) or 
used for transporting long loads (when 
extended). 

For more details circle No. 42! 
on enclosed return postal card. 


Wide-Vision Welding Goggles 


Welding goggles, said to solve optical 
safety problems by eliminating dangerous 
blind spots, are announced by National 
Cylinder Gas Division of Chemetron Corp. 
Seesall Series FS-250 goggles have angled 
lens, available in three shades, which 
reportedly provide wide vision and enable 
the welder or chipper to take in the work 
area with a tilt of the head. This, plus 
lightweight construction, éliminates neck 
and shoulder fatigue and increases pro- 
ductivity and improved safety, according 
to NCG. The goggles fit over all spectacles, 
allow indirect ventilation, and have a 
flexible leather protective nose guard. Na- 
tional Cylinder Gas Div. of Chemetron 
Corp., 840 N. Michigan Ave., Chicago 11. 

For more details circle No. 422 
on enclosed return postal card. 


Industrial Markers and Signs 


A multi-colored 24-page cataiog, issued 
by North Shore Nameplate, a division of 
Anadyne, Inc., 214-27 Northern Blvd., Bay- 
side 61, N.Y., provides information on pipe 
markers, electrical markers, numerals, 
letters, safety signs, and identification 
signs. Items in the line are printed on 
waterproof vinyl cloth furnished on dis- 
pensing cards, and are backed with an 
adhesive. A range of accident prevention 
signs are illustrated in color. These are 
designed so specific-purpose signs can be 
combined with basic signs to suit indi- 
vidual requirements. 

For more details circle No. 423 
on enclosed return postal card. 


Wire Rope Slings 


A 4-page folder, Bulletin DH-425, cover- 
in¢ Double Green Stripe, ACCO-registered 
VHS strand-laid wire rope slings, has 
been released by the Wire Rope Sling 
Dept., American Chain & Cable Co., Inc., 
Wilkes-Barre, Pa. Fabricated from a high 
carbon steel, the tensile strength of VHS 
wire is reported as least 15 per cent 


stronger and safer than normal grades of 
improved plow steel rope slings of the 
same diameter. 

For more details circle No. 424 

on enclosed return postal card. 


Lift Truck 


This 18-page brochure from the Tow- 
motor Corp., 1226 E, 152nd St., Cleveland 
10, Ohio, presents their lift truck, the 
Naro-Aisle-Stack. Able to operate in 6-ft. 
aisles and with a front end pivot of 180 
deg. (90 degrees to the right or ieft), this 
truck is said to present space-saving fac- 
tors. 

For more details circle No. 425 
on enclosed return postal card. 


Hoists, Trolleys and Cranes 


An 8-page folder, Bulletin DH-28A, de- 
scribes the Wright line of Frame 1, 1%, 2 
and 3 motor-operated hoists and trolleys, 
electric chain hoists, hand-operated hoists, 
Pull-A-Way units, army-type trolley hoists, 
jib cranes, hand-traveling cranes and mo- 
tor-driven cranes. This publication has 
been issued by the Wright Hoist Division, 
American Chain & Cable Co., Inc., York, 
Pa. The bulletin contains data on general 
features of units and components, mount- 
ings, specifications, weights, dimensions, 
suspensions, clearances, headroom, accessi- 
bility, lifting capacities and other infor- 
mation. 

For more details circle No. 426 
on enclosed return postal card. 


Industrial Gloves 


A catalog of safety work gloves has been 
made available by the Advance Glove Mfg. 
Co., 901 W. Lafayette Blvd., Detroit 26, 
Michigan. Gloves of various styles and 
fabric are described and illustrated. In- 
cluded are sections devoted to double- 
quilted, double-palm and chore types, 
Jersey and Permatex gloves, plastic and 
Neoprene gloves. Terri-Cord and leather 
gloves are also shown, along with gloves 
that are resistant to water, chemicals, oil 
and heat. 

For more details circle No. 427 
on enclosed return postal card. 


Building Maintenance 


Detailed information on maintenance of 
interior areas of commercial, industrial, 
institutional and public buildings is pro- 
vided in the Building Maintenance Manual, 
published by the Service Products Div. of 
Johnson’s Wax, Racine, Wis. Care of floors 
is covered in this 28-page manual. Char- 
acteristics of 12 different floor surfaces are 
explained in a chart that also details pre- 
cautions to be observed with each and lists 
types of products recommended for their 
upkeep. Other sections deal with general 
cleaning, safety, stain removal, furniture 
polishing, solutions to common mainte- 
nance problems and care of equipment. 

For more details circle No. 428 
on enclosed return postal card. 


Butyraldehydes and Formaldehyde 


Safe handling procedures for butyralde- 
hydes and formaldehyde are described in 
two chemical safety data publications 
added to the series produced by the Manu- 
facturing Chemists’ Association. Bulletins 


SD-78 (Butyraldehydes) and SD-1 (For- 
maldehyde) provide information on prop- 
erties, potential hazards, engineering con- 
trol of hazards, employee safety, fire 
fighting, storage, tank and equipment 
cleaning and repair, waste disposal, medi- 
cal management and first aid procedures. 

For more details circle No. 429 

on enclosed return postal card. 
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Here's how it works—= 





Printed below are twe identical 


postcards—the bottom one for your 4 
one for use by any other reader of € 
Advertisements, New Safety Equipme 


Addwortised P, red: ucts 


—feature equipment and serv- 
ices that will help you solve @e- 
cident problems in your plant. 
Instead of making a “mental 
note," make sure you get full 
information by sending in the 
card. If no item number ap- 

with on ad, # will be 
found on the opposite page, 
next to the arrow. Cover posi- 
tion ads are shown on the cards 
as: IFC— inside front cover: 
IBC — inside back cover; BC 
—back cover. 


Tew e foty Eq uipment 


—shown in the special section 
has been carefully reviewed. 
Only new products or news 
worthy improvements in existing 
equipment are considered eli- 
gible for this section. 


Jonde Publications 


—are catalogs, brochures, spec 
sheets and booklets—a wealth 
of helpful literature—deseribing 
equipment and services that will 
assist you in comparing before 
you buy. You can build a vale 
able safety equipment refer- 
ence file with these free publi- 
cations. 


IMPORTANT—Be sure to @ill 
in your name, organization 
and address in the 
provided on this side of the 
postcard. 
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for the Latest 


New Product Developments, 
See Your Nearby (ES(() Distributor 


e Nothing is as frustrating as “hearing” about a new piece of safety 
equipment and not knowing where to get it. If this has happened to 
you recently, chances are the product you are looking for is available 
now at your nearby CESCO distributor. For example, he is now offer- 
ing three outstanding new items—Polyfit safety glasses, Multi-Ply win- 
dows, and Plasti-Weld filters—all recent developments of CESCO re- 
search. Moreover, you'll find that in most instances, your distributor 
can supply these items as well as other CESCO products directly from 
his stock. This is because CESCO distributors are kept well informed 
of new products and new improvements. As a result, they are able 
to order and stock new CESCO products in advance of public intro- 


duction. 


As a safety specialist, your CESCO distributor is also well qualified 
to give you expert advice on any safety equipment problem you have. 
Contact him today. You'll discover he’s a valuable man to know. Con- 
sult the listing below for the distributor nearest to you. 


BUY CESCO PRODUCTS FROM THESE SAFETY EQUIPMENT DISTRIBUTORS 


ATLANTA, GA. 

Guardian Satety Equipment Co, 
1091 Euclid Avenue, N. E. 
BATON ROUGE, LA. 
Guardian Safety Equipment Co. 
3615 Capitol Heights Ave. 
BIRMINGHAM, ALABAMA 
Safety Supplies & Service Co. 
1540 Montclair Road 
BOSTON, MASS. 

General Equipment Corporation 
261 Franklin Street 
BUFFALO, N. Y. 

The Watson Company 

1362 Kenmore Avenue 
CEDAR RAPIDS, IOWA 
Continental Safety Equipment, Inc. 
CHICAGO, ILLINOIS 
Universal Safety Equipment Co. 
5115 West Diversey Avenue 
CINCINNATI, OHIO 
Williams & Co., Inc. 

3231 Fredonia Avenue 
CLEARWATER, FLORIDA 
Car-Mad Equipment Company 
608 Paim Avenue, Belleair 
CLEVELAND, OHIO 
Williams & Co., Inc. 

3700 Perkins Avenue 
COLUMBUS, OHIO 
Williams & Co., Inc. 

900 Williams Avenue 
DALLAS, TEXAS 

Guardian Safety Equipment Co. 
6626 Maple Avenue 
DENVER, COLORADO 
Goodall Rubber Co. 

4861 E. 38th Avenue 
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KANSAS CITY, MO. 


Safety, incorporated 
17% East 31st Street 
KNOXVILLE, TENN. 


po be ng et Distributing Co. 
832 W. Ma 


Los prc CALIF. 
Guardian Satety Equipment Co. 
7223 South Main Street 
LOUISVILLE, KENTUCKY 
Williams & Co., Inc. 

1109 South Preston Street 
MILWAUKEE, WIS. 
Universal Satety Equipment Co. 
5237 Electric phen 
MOLINE, ILLINOIS 


Standard Industrial Products 
3731 10th Avenue Ct. 


OMAHA, aeaecee 
Continental Inc. 


7523 Spring oa 
PEORIA, ILLINOIS 
Standard Industrial Products Co. 
3527 W. Farmington Road 





PORTLAND, OREGON 
LaGrand Inaustrial Supply Co. 
15 Southwest Arthur Street 








RICHMOND, VIRGINIA 


Su 

1905 Westwood Avenue 
ST. LOUIS, MISSOURI 
Satety, Incorporated 
3230 Olive Street 
ST. PAUL, MINN. 
Continental Safety Equipment, Inc. 
1551 Selby Avenue 
SALT LAKE CITY, UTAH 
Universal Satety & Fire Equipment Co., 
727 South West Temple 
TOLEDO, OHIO 
Williams & Co., Inc. 
946 Kane Street 
TUCSON, ARIZONA 
Grinnell Fire Fighting Equipment Co. 
2521 N. Stone Avenue 
TULSA, OKLA. 
Guardian Satety . Co. 
1742 South Main Str 
MEXICO CITY, D. vi 
Satety Equi Ss. 
Medellin 184-301 3ER Piso. 
EDMONTON, CANADA 

Electric Co. 
10831 ‘Tolst Street 


MONTREAL, CANADA 





SASKATCHEWAN 
MacKay—Morton, Ltd. 

1174 Albert Street 
WINNIPEG, CANADA 
MacKay-Morton Limited 

183 James Street East 
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Every Worker 


breathes easily 
when He Wears the 


AO “RED DEVIL” 


Respirator 


Workers like the equipment because 
it’s so easy to breathe through. The 
compact, variable density Red Devil 
filter is extremely efficient. Safety 
directors find that their safety budget 
dollars stretch farther because the 
respirator has a built-in pre-filter 
which lengthens service life. 


The Red Devil illustrated is one of 
AO’s inventory-reducing R2000 
Series Single Filter Respirators 
offering 9 types of protection with one 
basic face piece. The R2090 Red 
Devil Respirator is approved by the 
Bureau of Mines for all dusts not 
significantly more toxic than lead, 
pneumoconiosis-producing mists and 
chromic acid mist. 





American \& Optical 


SAFETY PRODUCTS DIVISION 


Safety Service Centers in Principal Cities 
Always insist on 4) Trade-marked Safety Products 





AO SWEATBANDS... 
“TREMENDOUS TRIFLES” that 


e Help Prevent Accidents 
e Add to Production Efficiency 


AO Sweatbands keep workers cooler, more 

efficient . . . keep sweat out of eyes and off 

safety lenses. Prevent accidents due to blurred 

vision and stop foreign matter from being 

carried into eyes — thereby reducing eye 

dispensary cases. Features adjustable 

head strap. Several models available — 

109B (shown), 108B—1” wide and “wrap # 

around” types for helmets and face ! { 
shields. Your nearest AO Safety \ 
Products Representative can supply you. £ ii? © ; \ ‘ j 
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BE SAFE FOR SURE— WITH AO SUREGUARD PROTECTIVE EQUIPMENT 
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